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Introduction 


This Data Book contains a complete summary of tech- 
nical information covering Exar’s full line of standard, 
semi-custom, and custom 1C products. Each of the 
products presented covers a wide range of applica- 
tions, greatly simplifying most system designs. To help 
the designer find the right device for his application, 
the products are grouped by function, and a convenient 
cross-reference chart is provided to show Exar’s direct 
replacement for a number of popular industry products. 

EXPERIENCE AND PRODUCTS 

Exar’s innovativeness, product quality, and responsive- 
ness to customer need, has been the key to its suc- 
cess. Exar offers a broad line of linear and interface cir- 
cuits. In the field of standard linear 1C products, Exar 
has extended its circuit technological leadership into 
the areas of communications and control circuits. To- 
day, Exar has one of the most complete lines of oscil- 
lators, timing circuits and phase-locked loop ICs in the 
industry. Exar also manufactures a large family of 
telecommunication circuits, such as tone decoders, 
compandors, modulators, PCM repeaters, and FSK and 
PSK modem circuits. In the field of industrial control cir- 
cuits, Exar manufactures a broad line of quad and dual 
operational amplifiers, voltage regulators, radio-control 
and servo driver ICs, and power control circuits. 

Exar’s experience and expertise in the area of bipolar, 
CMOS and l 2 L 1C technology extends into both custom 
and standard 1C products. In the area of custom ICs, 
Exar has designed, developed, and manufactured a 
wide range of full custom monolithic circuits, particu- 
larly for applications in the areas of telecommunica- 
tions, consumer electronics, and industrial controls. 

In addition to the full custom capability, Exar also offers 
a unique semi-custom 1C development capability, for 
low to medium volume requirements. This semi-custom 
program is intended for those customers seeking cost- 
effective solutions; reducing component count and 
board size in order to compete more effectively in a 
changing marketplace. The program allows a custom- 
ized monolithic 1C to be developed with a turnaround 
time of several weeks, at a small fraction of the cost of 
a full custom development program. 

EXCELLENCE IN ENGINEERING 

Exar quality starts in Engineering where highly qualified 
people are backed up with the advanced instruments 
and facilities needed for design and manufacture of 
custom, semi-custom and standard integrated circuits. 
Exar’s engineering and facilities are geared to handle 
all three classes of 1C design: (1) Semi-custom design 


programs using Exar’s bipolar and l 2 L Master Chips; (2) 
Full custom 1C design, and (3) Development and high- 
volume production of standard products. 

Some of the challenging and complex development pro- 
grams successfully completed by Exar include analog 
compandors and PCM repeaters for telecommunica- 
tion, electronic fuel-injection, anti-skid braking sys- 
tems, and voltage regulators for automotive electron- 
ics, digital voltmeter circuits, 40-MHz frequency syn- 
thesizers, high-current, high-voltage display and relay 
driver ICs, and many others. 

NEW TECHNOLOGIES 

Through company sponsored research and develop- 
ment activities, Exar constantly stays abreast of all 
technology areas related to changing customer needs 
and requirements. Exar has a complete design engi- 
neering group dedicated to new technology. 

FIRST IN QUALITY 

From incoming inspection of all materials, to the final 
test of finished goods, Exar performs sample testing of 
each lot to ensure that every product meets Exar’s high 
quality standards. Exar’s manufacturing process is in- 
spected or tested in accordance with its own stringent 
Quality Assurance Program, which is in compliance 
with MIL-l-45208. Additional special screening and test- 
ing can be negotiated to meet individual customer 
requirements. 

Throughout the wafer fab and assembly process, the 
latest scientific instruments, such as scanning electron 
microscopes, are used for inspection, and modern au- 
tomated equipment is used for wafer probe, ac, dc, and 
functional testing. Environmental and burn-in testing of 
finished products is also done in-house. For special en- 
vironmental or high-reliability burn-in tests, outside test- 
ing laboratories are used to complement Exar’s own ex- 
tensive in-house facilities. 

FIRST IN SERVICE 

Exar has the ability and flexibility to serve the customer 
in a variety of ways, from wafer fabrication to full para- 
metric selection of assembled units for individual cus- 
tomer requirements. Special marking, special packag- 
ing, and military screening, are only a few of the service 
options available from Exar. We are certain that Exar’s 
service is flexible enough to satisfy 99% of your needs. 
The company has a large staff of Applications Engi- 
neers to assist the customer in the use of the product, 
and to handle any request, large or small. 
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Fundamentals of Phase-Locked Loops 


The phase locked loop provides frequency selective 
tuning and filtering without the need for coils or induc- 
tors. As shown in Figure 1, the PLL in its most basic 
form is a feedback system comprised of three basic 
functional blocks: a phase comparator, low-pass filter 
and voltage controlled oscillator (VCO). 

The basic principle of operation of a PLL can briefly be 
explained as follows: With no input signal applied to the 
system, the error voltage V<j is equal to zero. The VCO 
operates at a set frequency, f 0 , which is known as the 
free-running frequency. If an input signal is applied to 
the system, the phase comparator compares the phase 
and frequency of the input signal with the VCO frequen- 
cy and generates an error voltage, V e (t), that is related 
to the phase and frequency difference between the two 
signals. This error voltage is then filtered and applied to 
the control terminal of the VCO. If the input frequency, 
f s , is sufficiently close to f 0 , the feedback nature of the 
PLL causes the VCO to synchronize, or lock, with the 
incoming signal. Once in lock, the VCO frequency is 
identical to the input signal, except for a finite phase dif- 
ference. 

Two key parameters of a PLL system are its lock and 
capture ranges. They can be defined as follows: 

Lock range: The range of frequencies in the vicinity of f 0 , 
over which the PLL can maintain lock with an input sig- 
nal. It is also known as the tracking or holding range. 
Lock range increases as the over-all gain of the PLL is 
increased. 

Capture range: The band of frequencies in the vicinity of 
f 0 where the PLL can establish or acquire lock with an 
input signal. It is also known as the acquisition range. It 


is always smaller than the lock range and is related to 
the low-pass filter bandwidth. It decreases as the filter 
bandwidth is reduced. 

The lock and the capture ranges of a PLL can be illus- 
trated with reference to Figure 2, which shows the typi- 
cal frequency-to-voltage characteristics of a PLL. In the 
figure, the input is assumed to be swept slowly over a 
broad frequency range. The vertical scale corresponds 
to the loop error voltage. 

In the upper part of Figure 2, the loop frequency is be- 
ing gradually increased. The loop does not respond to 
the signal until it reaches a frequency f-|, correspond- 
ing to the lower edge of the capture range. Then, the 
loop suddenly locks on the input, causing a negative 
jump of the loop error voltage. Next, V^ varies with 
frequency with a slope equal to the reciprocal of the 
VCO voltage-to-frequency conversion gain, and goes 
through zero as f s = f 0 - The loop tracks the input until 
the input frequency reaches f 2 , corresponding to the 
upper edge of the lock range. The PLL then loses lock, 
and the error voltage drops to zero. 

If the input frequency is now swept slowly back, the cy- 
cle repeats itself as shown in the lower part of Figure 2. 
The loop recaptures the signal at f 3 and traces it down 
to f 4 . The frequency spread between (f-| , f 3 ) and (f 2 , f 4 ) 
corresponds to the total capture and lock ranges of the 
system; that is, f 3 — f-j = capture range and ^2 ~ U = 
lock range. The PLL responds only to those input sig- 
nals sufficiently close to the VCO frequency, f 0 , to fall 
within the “lock” or “capture” range of the system. Its 
performance characteristics, therefore, offer a high de- 
gree of frequency selectivity, with the selectivity char- 
acteristics centered about f 0 . 
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Figure 1. The basic phase locked loop consists of three func- 
tional blocks: a phase comparator, a low pass filter 
and a voltage-controlled oscillator. 


Figure 2. Typical PLL frequency-to-voltage transfer character- 
istics are shown for increasing (upper diagram) and 
decreasing (lower diagram) input frequency. 


1-5 




Applications of PLL IC’s 


The basic concept of the phase locked loop (PLL) has 
been around since the early 1930’s and has been used 
for a variety of applications in instrumentation and 
space telemetry. However, before the advent of mono- 
lithic integration, cost and complexity considerations 
limited its use to precision measurements requiring 
very narrow bandwidths. In the past few years, the ad- 
vantages of monolithic integration have changed the 
phase locked loop from a specialized design technique 
to a general-purpose building block. Therefore, what is 
“new” at this point is not the concept of the PLL, but its 
availability in a low-cost self contained monolithic 1C 
package. 


In many ways, this is similar to the case of the monolith- 
ic operational amplifier, which, until less than a decade 
ago, was an expensive building block. Today, with the 
advent of monolithic technology, it has become a basic 
building block in nearly every system design. The 
monolithic phase locked loop also offers a similar po- 
tential. In fact, many of the applications of the PLL out- 
lined in this article become economically feasible only 
because the PLL is now available as a low-cost 1C build- 
ing block. 


Today, over a dozen different integrated PLL products 
are available from a number of 1C manufacturers. Some 
of these are designed as “general-purpose” circuits, 
suitable for a multitude of uses; others are intended or 
optimized for special applications such as tone detec- 
tion, stereo decoding and frequency synthesis. This ar- 
ticle is intended as a brief survey of the expanding field 
of monolithic phase locked loops. Its purpose is to fa- 
miliarize the reader with their individual characteristics, 
capabilities and applications. 


PLL 

PROGRAMMABLE . 1 

COUNTER I . 



Applications for PLLs Abound 

As a versatile building block, the PLL covers a wide 
range of applications. Some of the more important are 
the following: 

FM demodulation: In this application, the PLL is locked on 
the input FM signal, and the loop-error voltage, Vd(t) in 
Figure 1 (see Box), which keeps the VCO in lock with 
the input signal, represents the demodulated output. 
Since the system responds only to input signals within 
the capture range of the PLL, it also provides a high de- 
gree of frequency selectivity. In most applications the 
quality of the demodulated output (i.e., its linearity and 
signal/noise ratio) obtained from a PLL is superior to 
that of a conventional discriminator. 

FSK demodulation: Frequency-shift keyed (FSK) signals 
are commonly used to transmit digital information over 
telephone lines. In this type of modulation, the carrier 
signal is shifted between two discrete frequencies to 
encode the binary data. When the PLL is locked on the 
input signal, tracking the shifts in the input frequency, 
the error voltage in the loop, V^t), converts the fre- 
quency shifts back to binary logic pulses. 

Signal conditioning: When the PLL is locked on a noisy in- 
put signal, the VCO output duplicates the frequency of 
the desired input but greatly attenuates the noise, unde- 
sired sidebands and interference present at the input. It 
is also a tracking filter since it can track a slowly vary- 
ing input frequency. 

Frequency synthesis: The PLL can be used to generate 
new frequencies from a stable reference source by ei- 
ther frequency multiplication and division, or by fre- 
quency translation. Figure 3 shows a typical frequency 
multiplication and division circuit, using a PLL and two 
programmable counters. In this application, one of the 
counters is inserted between the VCO and phase com- 
parator and effectively divides the VCO frequency by 



Figure 4. Frequency translation can be accomplished with a 
phase locked loop by adding a multiplier and an ad- 
ditional low-pass filter to the basic PLL. 


Figure 3. A frequency multiplier/divider can be constructed 
using a phase locked loop. 
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the counter’s modulus N. When the system is in lock, 
the VCO output is related to the reference frequency, 
fR, by the counter moduli M and N as: 



By adding a multiplier and an additional low-pass filter 
to a PLL (Figure 4), one can form a frequency transla- 
tion loop. In this application, the VCO output is shifted 
from the reference frequency, fR, by an amount equal 
to the offset frequency, f-j , i.e., f 0 = (fR + f^). 

Data synchronization: The PLL can be used to extract syn- 
chronization from a composite signal, or can be used to 
synchronize two data streams or system clocks to the 
same frequency reference. Such applications are use- 
ful in PCM data transmission, regenerative repeaters, 
CRT scanning and or drum memory read-write synchro- 
nization. 

AM detection: The PLL can be converted to a synchro- 
nous AM detector with the addition of a non-critical 
phase-shift network, an analog multiplier and a low- 
pass filter. The system block diagram for this applica- 
tion is shown in Figure 5. 

In this application, as the PLL tracks the carrier of the 
input signal, the VCO regenerates the unmodulated car- 
rier and feeds it to the reference input of the multiplier 
section. In this manner, the system functions as a syn- 
chronous demodulator with the filtered output of the 
multiplier representing the demodulated audio informa- 
tion. 

Tone detection: In this application, the PLL is again con- 
nected as shown in Figure 5. When a signal tone is 
present at the input, within a frequency band corre- 
sponding to the capture range of the PLL, the output dc 
voltage is shifted from its tone-absent level. This shift is 
easily converted to a logic signal by adding a threshold 
detector with logic-compatible output levels. 

Motor speed control: Many electromechanical systems, 
such as magnetic tape drives and disc or drum head 
drivers, require precise speed control. This can be 



Figure 5. AM and tone detection are possible by adding three 
functional blocks to the basic phase locked loop. 


achieved using a PLL system, as shown in Figure 6. 
The VCO section of the monolithic PLL is separated 
from the phase-comparator and used to generate a volt- 
age controlled reference frequency, fR. The motor shaft 
and the tachometer output provide the second signal, 
frequency f^, which is compared to the reference fre- 
quency. The controller is a power amplifier which drives 
the speed-control windings of the motor. Thus, the mo- 
tor and tachometer combination essentially functions 
as a VCO which is phase locked to the voltage con- 
trolled reference frequency, fR. 

Stereo decoding: In commercial FM broadcasting, sup- 
pressed carrier AM modulation is used to superimpose 
the stereo information on the FM signal. To demodulate 
the complex stereo signal, low-level pilot tone is trans- 
mitted at 19 kHz (1/2 of actual carrier frequency). The 
PLL can be used to lock onto this pilot tone, and regen- 
erate a coherent 38 kHz carrier which is then used to 
demodulate the complete stereo signal. A number of 
highly specialized monolithic circuits have been devel- 
oped for this application. A typical example of monolith- 
ic stereo decoder circuits using the PLL principle is the 
XR-1310 stereo demodulator 1C. 



Figure 6. Very precise motor speed control is possible with a phase locked loop system of this type. 
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Choosing the Right PLL Circuit 


At the onset of his design, the user of monolithic PLL 
products is faced with the key question of choosing the 
phase-locked loop 1C best suited to his application. The 
broad line of PLL products offered by Exar cover a wide 
range of applications. It is often difficult to determine at 
a glance the best circuit for a given application. The 
purpose of this section is to review some of the key per- 
formance requirements, from an applications point of 
view, and help answer the question, “What is the best 
PLL product for the job?” 

Table 2 gives a brief listing of some of the major classes 
of PLL applications, and lists the recommended circuits 
for each. A further discussion of the key performance 
parameters associated with each application are also 
listed below. 

FM demodulation: Essentially all the PLL circuits listed in 
Table 1 can be used for FM demodulation. However, it is 
often possible to narrow the choice down to 2 or 3 cir- 
cuits, based on the particular performance criteria. In 
general, there are three key performance parameters 
which should be examined: 

□ Quality of demodulated output: This is. normally 
measured in terms of the output level, distortion, 
and signal/noise ratio for a given FM deviation. 

□ VCO frequency range and frequency stability: For 
reliable operation, VCO upper frequency limit (see 
Table 1) should be at least 20% above the FM carri- 
er frequency. VCO frequency stability is important, 
especially if a narrow-band filter is used in front of 
the PLL, or multiple input channels are present. If 
the VCO exhibits excessive drift, the PLL can drift 
out of the input signal band as the ambient tempera- 
ture varies. 

□ Detection threshold: This parameter determines 
minimum signal level necessary for the PLL to lock 
and demodulate an FM signal of given deviation. 

In most FM demodulation applications, it is also desir- 
able to control the amplitude of the demodulated out- 
put. This feature is provided in some of the PLL circuits 
(such as the XR-215 and the XR-2212) by means of a 
variable-gain amplifier contained on the chip. 

For low-frequency FM detection (below 300 kHz carrier 
frequency) the XR-2212 is recommended because of its 
versatility and temperature stability. For FM demodula- 
tion at frequencies above 300 kHz, the XR-2215 offers 
the best performance because of its high frequency ca- 
pability. 

FSK decoding: Frequency-shift keying used in digital 
communications is very similar to analog FM modula- 
tion. Therefore, any PLL 1C can be used for FSK decod- 
ing, provided that its input sensitivity and the tracking 
range are sufficient for a given FSK signal deviation. 
Some of the basic requirements and desirable features 
for a PLL used in FSK decoding are: 


□ Center frequency stability. 

□ Logic compatible output. 

□ Control of VCO conversion gain. 

Center frequency stability is essential to insure that the 
VCO frequency range stays within the signal band over 
the operating temperature range. A logic compatible 
output is desirable to avoid the need for an external 
voltage comparator (slicer) to square the output pulses. 
It is particularly convenient if the output conforms to 
RS-232C standard, thereby eliminating the need for a 
separate line-driver circuit. Control of the VCO’s conver- 
sion gain allows the circuit to be used for both large de- 
viation FSK signals (such as 1200 baud operation) as 
well as for small deviation (75 baud) FSK signals. 

For FSK decoding at low frequencies (i.e., below 300 
kHz) the XR-221 1 is by far the optimum circuit to use 
because of its frequency stability and carrier-detect ca- 
pability. For FSK detection at higher frequencies (up to 
10 MHz) the XR-210 is the recommended circuit. 

Frequency synthesis: This application requires a PLL cir- 
cuit with the loop opened between the VCO output and 
the phase comparator input, so that an external fre- 
quency divider can be inserted into the feedback loop 
of the PLL. This requirement is satisfied by XR-S200, 
XR-210, XR-215 and the XR-2212 PLL circuits. 

For frequency synthesis at low frequencies (i.e., with 
maximum output frequency less than 300 kHz) the 
XR-2212 is by far the best suited circuit since it has the 
best VCO stability and interfaces easily with all logic 
families. For operation above 300 kHz, either the 
XR-210 or the XR-21 5 PLL IC’s can be used for frequen- 
cy synthesis; however the XR-215 offers the highest fre- 
quency capability. 

Signal conditioning: Most signal conditioning applications 
require very narrow-band operation of the PLL. This in 
turn may require the use of active filters within the loop 
(between the phase detector and the VCO). The PLL cir- 
cuits which allow active filers to be inserted into the 
loop are the XR-S200 and the XR-2212. Both of these 
circuits already contain an op. amp. on the chip for ac- 
tive filtering. For low frequencies (i.e. below 300 kHz) 
the XR-2212 is the best suited circuit because of its ad- 
justable tracking bandwidth and excellent frequency 
stability. For higher frequencies the XR-S200 is the rec- 
ommended circuit. 

Tone decoding: The PLL circuits especially designed for 
this application are the XR-567, the XR-L567, the 
XR-2567 and the XR-221 1 . The XR-221 1 offers the high- 
est frequency stability, and independent control of sys- 
tem bandwidth and response time, among the three cir- 
cuits. The XR-567 has a relatively high input threshold 
(»20 mV, rms) and may require input preamplification; 
however it requires fewer external components that the 
XR-221 1. The XR-2567, which contains two indepen- 
dent 567-type tone decoders on the same chip may be 
more economical to use in multiple-tone detection sys- 
tems. 
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XR-210 


FSK Modulator/Demodulator 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-210 is a highly versatile monolithic phase- 
locked loop system, especially designed for data com- 
munications. It is particularly well suited for FSK 
modulation/demodulation (MODEM) applications, fre- 
quency synthesis, tracking filters, and tone decoding. 
The XR-210 operates over a power supply range of 5V 
to 26V, and over a frequency band of 0.5 Hz to 20 MHz. 
The circuit can accommodate analog signals between 
300 /xV and 3V, and can interface with conventional 
DTL, TTL, and ECL logic families. 


FEATURES 


Wide Frequency Range 0.5 Hz to 20 MHz 

Wide Supply Voltage Range 5 V to 26V 

Digital Programming Capability 
RS-232C Compatible Demodulator Output 
DTL, TTL and ECL Logic Compatibility 
Wide Dynamic Range 
ON-OFF Keying & Sweep Capability 
Wide Tracking Range ± 1 % to ±50% 

Good Temperature Stability 
High-Current Logic Output 
Independent “Mark” and “Space” 

Frequency Adjustment 
VCO Duty Cycle Control 


300 /iV to 3V 


200 ppm/°C 
50 mA 



+V CC 


VCO 

OUTPUT 

1 

VCO 

TIMING 

CAPACITOR 

J 

"1 

VCO GAIN 
AND SWEEP 
CONTROLS 

J 

VCO 

KEYING 

INPUT 

VCO 

FINE-TUNE 


ORDERING INFORMATION 

Part Number Package 

XR-210M Ceramic 

XR-210CN Ceramic 


Operating Temperature 

-55°C to +125°C 
0°C to +70°C 


APPLICATIONS 


Data Synchronization 
Signal Conditioning 
FSK Generation 
Tone Decoding 
Frequency Synthesis 
FSK Demodulation 
Tracking Filter 
FM Detection 
FM and Sweep Generation 
Wideband Discrimination 


ABSOLUTE MAXIMUM RATINGS 

Power Supply 26 Volts 

Power Dissipation 750 mW 

Derate Above +25°C 6.0 mW/°C 

Storage Temperature -65°C to + 150°C 


SYSTEM DESCRIPTION 

The XR-210 is made up of a stable wide-range voltage- 
controlled oscillator (VCO), exclusive OR gate type 
phase detector, and an analog voltage comparator. The 
VCO, which produces a square wave as an output, is ei- 
ther used in conjunction with the phase detector to 
form a phase-locked loop (PLL) for FSK demodulation 
and tone detection or as a generator in FSK modulation 
schemes. The phase detector when used in the PLL 
configuration produces a differentional output voltage 
with a 6 KO output impedance, which when capacitively 
loaded forms a single pole loop filter. The voltage com- 
parator is used to sense the phase detector output and 
produces the output in the FSK demodulation connec- 
tion. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: V+ = 12V (single supply), T A = +25°C, Test circuit of Figure 1 with Cq = 0.02 /* F, S-|, S 2, S5 closed, S3, S4, 
Sg, S7 open, unless otherwise specified. 


SYMBOL 

PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

| GENERAL CHARACTERISTICS 1 

V CC 

Supply Voltage 







Single Supply 

5 


26 

V dc 

See Figure 1 


Split Supply 

±2.5 


±13 

V dc 

See Figure 2 


Supply Current 

9 

12 

16 

mA 

See Figure 1 , S2 open 


Upper Frequency Limit 

15 

20 


MHz 

See Figure 1, S-| open, S4 closed 


Lowest Practical Operating 


0.5 


Hz 

Cq = 500 /*F 

Frequency 





VCO SECTION I 


Stability 






T C 

Temperature 


200 

500 

ppm/°C 

f = 10 kHz, V+ > 10V, 0 < T A < 75°C 

PSR 

Power Supply 


0.05 

0.5 

%/V 

10V < V+ < 24V 

f SW 

Sweep Range 

5:1 

8:1 



S3 closed, S4 open, 0 < Vg < 6V 

See Figure 5, V + = 12V 

v 0 

Output Voltage Swing 

1.5 

2.5 


Vp-p 

S5 open 

DC 

Duty Cycle Asymmetry 


±1 

±3 

% 

S5 open 

Tr 

Rise Time 


20 


ns 

10 pF to ground at Pin 15, S5 open 


Fall Time 


40 


ns 

10 pF to ground at Pin 15, S5 open 

PHASE DETECTOR SECTION I 


Conversion Gain 


2 


V/ rad 

Vj n > 50 mV rms, see Figure 8 


Output Impedance 

■ ■ 

6 


kfi 

Measured looking into Pin 2 or 3 


Output Offset Voltage 

II 

35 

150 

mV 

Measured across Pin 1 and 3, Vj n = 0, 

S5 open 

VOLTAGE COMPARATOR SECTION I 

a vol 

Open Loop Voltage Gain 

66 

80 


dB 

f = 20 Hz 

Z IN 

Input Impedance 

0.5 

2 


Mfl 

Measured looking into Pin 1 

v OS 

Input Offset Voltage 


1 


mV 


*B 

Input Bias Current 


80 


nA 


CMRR 

Common Mode Rejection 


90 


dB 


LOGIC OUTPUT SECTION I 

SR 

Slew Rate 


15 


V//isec 

R(_ = 3 kQ, C|_ = 10 pF, S2 closed 

>OL 

"1” Output Leakage Current 


0.02 

10 

mA 

V 0 = +24V 

v OL 

“0” Output Voltage 


0.2 

0.4 

V 

l L = 10 mA 

'SINK 

Current Sink Capability 

30 

50 


mA 

> 

VI 

0 

> 


PRINCIPLES OF OPERATION 
Description of Controls 

Phase-Detector Inputs (Pin 4 and 6): 

One input to the phase detector is used as the signal in- 
put; the remaining input should be ac coupled to the 
VCO output (Pin 1 5), to complete the PLL (see Figure 1). 
For split supply operation, these inputs are biased from 
ground as shown in Figure 2. 

Phase-Detector Bias (Pin 5): 

This terminal should be dc biased as shown in Figures 
1 and 2, and ac grounded with a bypass capacitor. The 


EQUIVALENT SCHEMATIC DIAGRAM 



1-10 

















XR-210 


bias resistor in series with this pin should be half as 
large as those in series with Pin 4 and 6. 


Phase-Detector Outputs (Pin 2 and 3): 

The low-frequency (or dc) voltage across these pins 
corresponds to the phase difference between the two 
signals at the phase-detector inputs (Pin 4 and 6). 
These differential phase-detector outputs are internally 
connected to the VCO control terminals. Pin 3 is also in- 
ternally connected to the reference input of the voltage 
comparator section. 

In normal use, the low-pass loop-filter capacitor, C-|, is 
connected between Pin 2 and 3. The 6 kfi impedances 
of the two outputs add to 12 kfi in the single-pole RC 
low-pass loop filter. Pin 2 is externally connected to the 
voltage comparator input (Pin 1) through an RC low- 
pass filter. 

Frequency-Keying Input (Pin 10): 

The VCO frequency can be varied between two discrete 
frequencies, f-| and f2, by connecting an external resis- 
tor, Rx, to this terminal. Referring to Figure 6, the VCO 
frequency is proportional to the sum of currents, l-| and 
l2» through the transistors, T-| and T 2 , on the monolithic 
chip. These transistors are biased from a fixed internal 
reference. The current, l-|, is set internally, and is parti- 
ally controllable by the fine-tune adjustment, Rj. The 
current, I2, is set by the external resistor, Rx, connect- 
ed between Pin 10 and Pin 7. For any Cq setting, the 
VCO frequency, f2, with Rx connected to Pin 10, can be 
expressed as: 

f2 “ f1 (“ + 0 Hz 

where f-| is the frequency with Pin 10 open-circuited, 
and Rx is in kfi. Note that f2 can be fine-tuned to a de- 
sired value by the proper choice of Rx. 

VCO Sweep Input (Pin 12): 

The VCO frequency can be swept over a broad range 
by applying an analog sweep voltage, V§ to Pin 12 (see 
Figure 5). The impedance level looking into the sweep 
input is approximately 50fi. Therefore, for sweep appli- 
cations, a current limiting resistor, Rg, should be con- 
nected in series with this terminal. Typical sweep char- 
acteristics of the circuit are shown In Figure 5. The VCO 
temperature dependence is minimal when the sweep 
input is not used, and should be left open-circuited. 

CAUTION: For safe operation of the circuit, the maxi- 
mum current, I3, drawn from the sweep terminal should 
be limited to 5 mA or less, under all operating condi- 
tions. 


VCO Conversion Gain (Pin 11): 

The VCO voltage-to-frequency conversion gain, Kq, is 
inversely proportional to the value of the external gain- 
control resistor, Rq, connected across Pin 11 and 12. 


Fine Tune Control (Pin 9): 

For a given choice of timing capacitor, Co, the VCO fre- 
quency can be further fine-adjusted to a desired fre- 
quency, f-j , by means of a trimmer resistor, Rj, connect- 
ed from Pin 9 to Pin 7, as shown in Figure 6. The fine 
tuned VCO frequency, f-j, is related to Rj as: 



where Cq is in ^F, and Rj is in kfi. 

VCO Timing Capacitor (Pin 13 and 14): 

The VCO free-running frequency, f 0 , is inversely propor- 
tional to the timing capacitor, Cq, connected between 
Pin 13 and 14. With Pin 9 and 10 open-circuited, the 
VCO frequency is related to Cq as: 


where Cq is in /uF. 

VCO Output (Pin 15): 

The VCO produces approximately a 2.5V p-p square 
wave output signal at this pin. The dc output level is ap- 
proximately 2 volts below Vqq. This pin should be con- 
nected to Pin 7 through a 10 kfi resistor to increase the 
output current drive capability. For high-voltage opera- 
tion (Vqq > 20V), a 20 kfi resistor is recommended. It 
is also advisable to connect a 500fi resistor in series 
with this output, for short-circuit protection. 

Using the frequency-keying control, the VCO frequency 
can also be stepped in a binary manner by applying a 
logic signal to Pin 10, as shown in Figure 6. For high- 
level logic inputs, the transistor, T2, is turned off, Rx is 
effectively switched out of the circuit, and the VCO fre- 
quency is shifted from f2 to f-|. 

Voltage Comparator Input (Pin 1): 

This pin provides the signal input to the voltage compar- 
ator section. The comparator section is normally used 
for post-demodulation slicing and pulse shaping. Nor- 
mally. Pin 1 is connected to Pin 2 through a 15K exter- 
nal resistor, as shown in Figures 1 and 2. The input im- 
pedance level at this pin is approximately 2 Mfi. 

Logic Driver Output (Pin 8): 

This pin provides a binary logic output corresponding to 
the polarity of the input signal, at the voltage compara- 
tor inputs. It is a bare-collector type stage with high- 
current sinking capability. 

Definition of Terms 

Phase-Detector Gain, Kj: 

K d is the output voltage from the phase detector per ra- 
dian of phase difference at the phase-detector inputs 
(Pin 4 and 6). K<j is proportional to the input signal for 
low-level inputs (<25 mV rms), and is constant at high- 
input levels (see Figure 8). 
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Figure 1. Test Circuits for Single Supply Operation 



Figure 2. Test Circuit for Split Supply Operation 


VCO Conversion Gain, Kq: 

Kn ~ (radians/sec)/volt 

CoRo 

where Co is in fiF and Ro is in kO. For most applica- 
tions, recommended values for Rq range from 1 kfl to 
10 kQ. 

When the XR-210 is connected as a PLL, its lock range 
can be controlled by varying the VCO gain control resis- 
tor, Rq, across Pin 11 and 12. For input signals greater 
than 30 mV rms, the PLL loop-gain is independent of 
signal amplitude, but is inversely proportional to Rq- 
Figure 7 shows the dependence of lock range, ±Af|_, 
on Rq- 

Lock Range (Awl): 

The range of frequencies in the vicinity of f 0 over which 
the PLL can maintain lock with an input signal. If satura- 
tion or limiting does not occur, the lock range is equal to 
the loop gain; i.e., Awl = Kj = K^Kq. 

Capture Range (Acoq): 

The band of frequencies in the vicinity of f 0 where the 
PLL can establish or acquire lock with an input signal. It 
is also known as the acquisition range. It is always 
smaller than the lock range, and is related to the low- 
pass filter bandwidth. It can be approximated by a para- 
metric equation of the form: 

Awq * Aw|_ | FQAwq) | 

where |F()Awq)| is the low-pass filter magnitude re- 
sponse at w = Ac jq. For a simple lag filter, it can be ex- 
pressed as: 

Awq ~ 

APPLICATIONS INFORMATION 
FSK Demodulation 




Figure 3. Circuit Connection for FSK Demodulation 
(Single Supply) 



TOTAL SUPPLY VOLTAGE (VOLTS) 


Figure 3 shows a generalized circuit connection for Figure 4. VCO Frequency Variation as a Function of Supply 

FSK demodulation. The circuit is connected as a PLL Voltage 
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+2 0 -2 -4 -6 -8 -10 

NET APPLIED SWEEP VOLTAGE. V s -V so 
(VOLTS) 



(NOTE: VgQ Vqq — 5V = Open Circuit Voltage at pin 12) 

Figure 5. Frequency Sweep Characteristics as a Function of 
Net Applied Sweep Voltage (Pin 10 Open) 



Figure 6. VCO Fine-Tune (Pin 9) and Frequency-Keying 
(Pin 10) Controls 


system, by ac coupling the VCO output (Pin 1 5) to Pin 6 . 
The FSK input is applied to Pin 4. When the input fre- 
quency is shifted, corresponding to a data bit, the polar- 
ity of the dc voltage across the phase-detector outputs 
(Pin 2 and 3) is reversed. The voltage comparator and 
the logic driver section convert this dc level shift to a bi- 
nary pulse. The capacitor, C-|, serves as the PLL loop 
filter, and C 2 and C 3 as post-detection filters. The tim- 
ing capacitor, Cq, and fine-tune adjustments are used 
to set the VCO frequency, f 0 , midway between the mark 



Figure 7. Total Lock Range, ±Af^, versus VCO Gain Control 
Resistor, Rq 



0.1 1 10 100 1000 10,000 


LOW LEVEL INPUT AMPLITUDE (mV, rms) 

Figure 8. Phase Detector Conversion Gain, K(j, versus Input 
Amplitude 


and space frequencies of the input signal. Typical com- 
ponent values for 300 baud (103-type) and 1200 baud 
(202-type) MODEM applications are listed below: 


OPERATING 

CONDITIONS 

TYPICAL COMPONENT 
VALUES 

300 Baud 


Low Band: f-| = 1070 Hz 

R 0 = 5.1 kfi, C 0 = 0.22 pF 

f 2 = 1270 Hz 

C-| = C 2 = 0.047 pF, 

C 3 = 0.033 pF 

High Band: f-j = 2025 Hz 

Rq = 8.2 kfi, Cq = 0.1 pF 

f 2 = 2225 Hz 

Ci = C 2 = C3 = 0.033 pF 

1200 Baud 


f 1 = 1200 Hz 

f 2 = 2200 Hz 

C-| = 0.033 pF, 

C 3 = 0.02 pF 

C 2 = 0.01 pF 
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Monolithic Phase-Locked Loop 


The XR-215 is a highly versatile monolithic phase- 
locked loop (PLL) system designed for a wide variety of 
applications in both analog and digital communication 
systems. It is especially well suited for FM or FSK de- 
modulation, frequency synthesis and tracking filter ap- 
plications. The XR-215 can operate over a large choice 
of power supply voltages ranging from 5 V to 26 V and a 
wide frequency band of 0.5 Hz to 35 MHz. It can ac- 
commodate analog signals between 300 microvolts 
and 3 volts and can interface with conventional DTL, 
TTL, and ECL logic families. 


FEATURES 

Wide Frequency Range: 0.5 Hz to 35 MHz 
Wide Supply Voltage Range: 5V to 26V 
Digital Programming Capability 
DTL, TTL and ECL Logic Compatibility 
Wide Dynamic Range: 300 /xV to 3V 
ON-OFF Keying and Sweep Capability 
Wide Tracking Range: Adjustable from ± 1 % to ±50% 
High-Quality FM Detection: Distortion 0.15% 
Signal/Noise 65dB 



ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-21 5CN Ceramic 0°C to 70°C 


APPLICATIONS 

FM Demodulation 

Frequency Synthesis 

FSK Coding/Decoding (MODEM) 

Tracking Filters 

Signal Conditioning 

Tone Decoding 

Data Synchronization 

Telemetry Coding/Decoding 

FM, FSK and Sweep Generation 

Crystal Controlled Detection 

Wideband Frequency Discrimination 

Voltage-to-Frequency Conversion 


SYSTEM DESCRIPTION 

The XR-215 monolithic PLL system consists of a bal- 
anced phase comparator, a highly stable voltage- 
controlled oscillator (VCO) and a high speed operation 
amplifier. Figure 1 depicts the functional block diagram 
of the circuit. The phase comparator outputs are inter- 
nally connected to the VCO inputs and to the non- 
inverting input of the operational amplifier. A self- 
contained PLL System is formed by simple AC coupling 
the VCO output to either of the phase comparator in- 
puts and adding a low-pass filter to the phase compara- 
tor output terminals. 


ABSOLUTE MAXIMUM RATINGS 

Power Supply 26 volts 

Power Dissipation 750 mW 

Derate above +25°C 5 mW/°C 

Temperature 

Storage -65°C to + 150°C 


The VCO section has frequency sweep, on-off keying, 
sync, and digital programming capabilities. Its frequen- 
cy is highly stable and is determined by a single exernal 
capacitor. The operational amplifier can be used to for 
audio preamplification in FM detector applications or 
as a high speed sense amplifier (or comparator) in FSK 
demodulation. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: V+ = 12V (single supply), Ta = 25°C, Test Circuit of Figure 2 with Co = 100 pF, (silver-mica) S-|, 
S2, S5, closed, S3, S4 open unless otherwise specified. 



LIMITS 



PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

1— GENERAL CHARACTERISTICS | 

SUPPLY VOLTAGE 






Single Supply 

5 


26 

Vdc 

See Figure 2 

Split Supply 

±2.5 


±13 

Vdc 

See Figure 3 

Supply Current 

8 

11 

15 

mA 

See Figure 2 

Upper Frequency Limit 

Lowest Practical Operating 

20 

35 


MHz 

See Figure 2, S-j open, S 4 closed 

Frequency 


0.5 


Hz 

Cq = 500 /xF 

VCO SECTION: 

Stability: 






Temperature 


250 

600 

ppm/°C 

See Figure 2, 0°C < 75°C 

Power Supply 


0.1 


%/V 

V+ > 10V 

Sweep Range 

5:1 

8:1 



S 3 closed, S 4 open, 

0 < V s < 6 V 

See Figure 9, Cq = 2000 pF 

Output Voltage Swing 

1.5 

2.5 


Vp-p 

S 5 open 

Rise Time 


20 


ns 

10 pF to ground at Pin 15 

Fall Time 


20 


ns 

PHASE COMPARATOR SECTION: 

Conversion Gain 


2 


V/ rad 

Vj n > 50 mV rms (See 
characteristic curves) 

Output Impedance 


6 


kQ 

Measured looking into Pins 2 or 3 

Output Offset Voltage 


20 

100 

mV 

Measured across Pins 2 and 3 

V in = 0, S 5 open 

OP AMP SECTION: 

Open Loop Voltage Gain 

66 

80 


dB 

S 2 open 

Slew Rate 


2.5 


V/ju sec 

A v = 1 

Input Impedance 

0.5 

2 


MO 

Output Impedance 


2 


kO 


Output Swing 

Input Offset Voltage 

7 

10 

1 


'm\P 

R[_ = 30 kO from Pin 8 to ground 

Input Bias Current 


80 


nA 


Common Mode Rejection 


90 


dB 


II— SPECIAL APPLICATIONS 

A) FM Demodulation 






Test Conditions: Test circuit of Figure 4, V + = 12V, input signal = 10.7 MHz FM with Af = 75 kHz, f m0( j = 1 kHz. j 

Detection Threshold 


0.8 

3 

mV rms 

500 source 

Demodulated Output Amplitude 

250 

500 


mV rms 

Measured at Pin 8 

Distortion (THD) 


0.15 

0.5 

% 


AM Rejection 


40 


dB 

V in = 10 mV rms, 30% AM 

Output Signal/Noise 

55 

65 


dB 

B) Tracking Filter 






Test Conditions: Test circuit of Figure 5, V + = 12V, f 0 = 1 

MHz, V in = 

100 mV rms, 500 source. 

Tracking Range (% of f 0 ) 

±30 

±50 



See Figures 5 and 25 

Discriminator Output 






AV out 


50 


mV/% 

Adjustable — See applications 

Af/f 0 





information 



EQUIVALENT SCHEMATIC DIAGRAM 
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DESCRIPTION OF CIRCUIT CONTROLS 

PHASE COMPARATOR INPUTS (PINS 4 AND 6) 

One input to the phase comparator is used as the signal 
input; the remaining input should be ac coupled to the 



Figure 2. Test Circuit For Single Supply Operation 



Figure 3. Test Circuit For Split-Supply Operation 



Figure 4. Test Circuit For FM Demodulation 


VCO output (pin 15) to complete the PLL (see Figure 2). 
For split supply operation, these inputs are biased from 
ground as shown in Figure 3. For single supply opera- 
tion, a resistive bias string similar to that shown in 
Figure 2 should be used to set the bias level at approxi- 
mately Vqq/ 2. The dc bias current at these terminals is 
nominally 8 /*A. 

PHASE COMPARATOR BIAS (PIN 5) 

This terminal should be dc biased as shown in Figures 
2 and 3, and ac grounded with a bypass capacitor. 



Figure 5. Test Circuit For Tracking Filter 


u 



Figure 6. Typical VCO Temperature Coefficient Range as a 
Function of Operating Frequency (pin 10 open) 



VCO FREQUENCY |H;) 

Figure 7. VCO Free Running Frequency vs Timing Capacitor 
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PHASE COMPARATOR OUTPUTS (PINS 2 AND 3) 

The low frequency (or dc) voltage across these pins 
corresponds to the phase difference between the two 
signals at the phase comparator inputs (pins 4 and 6). 
The phase comparator outputs are internally connected 
to the VCO control terminals (see Figure 1). One of the 
outputs (pin 3) is internally connected to the non- 
inverting input of the operational amplifier. The low-pass 
filter is achieved by connecting an RC network to the 
phase comparator outputs as shown in Figure 14. 

VCO TIMING CAPACITOR (PINS 13 AND 14) 

The VCO free-running frequency, f 0 , is inversely propor- 
tional to timing capacitor Cq connected between pins 
13 and 14. (See Figure 7). 

VCO OUTPUT (PIN 15) 

The VCO produces approximately a 2.5 Vp.p output sig- 
nal at this pin. The dc output level is approximately 
2 volts below Vcc- This pin should be connected to pin 
9 through a 1 0 kli resistor to increase the output cur- 
rent drive capability. For high voltage operation (Vcc > 



Figure 8. Phase Comparator Conversion Gain, K(j, versus 
Input Amplitude 



NET APPLIED SWEEP VOLTAGE, V g - V SQ (VOLTS) 


Figure 9. Typical Frequency Sweep Characteristics as a 
Function of Applied Sweep Voltage 

(Note: V$o « Vcc - 5V = Open Circuit Voltage at pin 12) 


XR-215 



Figure 10. XR-215 Op Amp Frequency Response 


20V), a 20 kfi resistor is recommended. It is also advis- 
able to connect a 5000 resistor in series with this out- 
put for short circuit protection. 

VCO SWEEP INPUT (PIN 12) 

The VCO Frequency can be swept over a broad range 
by applying an analog sweep voltage, Vg, to pin 12 (see 
Figure 9). The impedance level looking into the sweep 
input is approximately 50Q. Therefore, for sweep appli- 
cations, a current limiting resistor, Rg, should be con- 
nected in series with this terminal. Typical sweep char- 
acteristics of the circuit are shown in Figure 9. The VCO 
temperature dependence is minimum when the sweep 
input is not used. 

CAUTION: For safe operation of the circuit, the maxi- 
mum current, Ig, drawn from the sweep terminal should 
be limited to 5 mA or less under all operating condi- 
tions. 

ON-OFF KEYING: With pin 10 open circuited, the VCO 
can be keyed off by applying a positive voltage pulse to 
the sweep input terminal. With Rg = 2 kQ, oscillations 
will stop if the applied potential at pin 12 is raised 
3 volts above its open-circuit value. When sweep, sync, 
or on-off keying functions are not used, Rg should be 
left open circuited. 



Figure 11. Explanation of VCO Range-Select Controls 
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RANGE-SELECT (PIN 10) 

The frequency range of the XR-215 can be extended by 
connecting an external resistor, Rx, between pins 9 and 
10. With reference to Figure 11, the operation of the 
range-select terminal can be explained as follows: The 
VCO frequency is proportional to the sum of currents l-| 
and I 2 through transistors T-] and T 2 on the monolithic 
chip. These transistors are biased from a fixed internal 
reference. The current l-| is set internally, whereas I 2 is 
set by the external resistor Rx- Thus, at any Cq setting, 
the VCO frequency can be expressed as: 

where f-| is the frequency with pin 10 open circuited 
and Rx is in kfi. External resistor Rx(« 7500) is recom- 
mended for operation at frequencies in excess of 
5 MHz. 

The range select terminal can also be used for fine tun- 
ing the VCO frequency, by varying the value of Rx- Simi- 
larly, the VCO frequency can be changed in discrete 
steps by switching in different values of Rx between 
pins 9 and 10. 

DIGITAL PROGRAMMING 


tern comprised of three basic functional blocks: phase 
comparator, low-pass filter and voltage-controlled oscil- 
lator (VCO). The basic principle of operation of a PLL 
can be briefly explained as follows: with no input signal 
applied to the system, the error voltage Vd, is equal to 
zero. The VCO operates at a set frequency, f 0 , which is 
known as the “free-running” frequency. If an input sig- 
nal is applied to the system, the phase comparator 
compares the phase and frequency of the input signal 
with the VCO frequency and generates an error voltage, 
V e (t), that is related to the phase and frequency differ- 
ence between the two signals. This error voltage is then 
filtered and applied to the control terminal of the VCO. If 
the input frequency, f s , is sufficiently close to f 0 , the 
feedback nature of the PLL causes the VCO to synchro- 
nize or “lock” with the incoming signal. Once in lock, 
the VCO frequency is identical to the input signal, ex- 
cept for a finite phase difference. 

A LINEARIZED MODEL FOR PLL 

When the PLL is in lock, it can be approximated by the 
linear feedback system shown in Figure 13. <£ s and <t> 0 
are the respective phase angles associated with the in- 
put signal and the VCO output, F(s) is the low-pass filter 
response in frequency domain, and Kd and K 0 are the 
conversion gains associated with the phase compara- 
tor and VCO sections of the PLL. 


Using the range select control, the VCO frequency can 
be stepped in a binary manner, by applying a logic sig- 
nal to pin 10, as shown in Figure 1 1 . For high level logic 
inputs, transistor T 2 is turned off, and Rx is effectively 
switched out of the circuit. Using the digital program- 
ming capability, the XR-215 can be time-multiplexed be- 
tween two separate input frequencies, as shown in 
Figures 18 and 19. 

AMPLIFIER INPUT (PIN 1) 

This pin provides the inverting input for the operational 
amplifier section. Normally it is connected to pin 2 
through a 1 0 kQ external resistor (see Figure 2 or 3). 

AMPLIFIER OUTPUT (PIN 8) 

This pin is used as the output terminal for FM or FSK 
demodulation. The amplifier gain is determined by the 
external feedback resistor, Rp, connected between pins 
1 and 8. Frequency response characteristics of the am- 
plifier section are shown in Figure 10. 

AMPLIFIER COMPENSATION (PIN 7) 

The operational amplifier can be compensated by a sin- 
gle 300 pF capacitor from pin 7 to ground. (See Figure 
10 ). 

BASIC PHASE-LOCKED LOOP OPERATION 
PRINCIPLE OF OPERATION 

The phase-locked loop (PLL) is a unique and versatile 
circuit technique which provides frequency selective 
tuning and filtering without the need for coils or induc- 
tors. As shown in Figure 12, the PLL is a feedback sys- 


DEFINITION OF XR-215 PARAMETERS FOR 
PLL APPLICATIONS 

VCO FREE-RUNNING FREQUENCY, f 0 

The VCO frequency with no input signal. It is deter- 
mined by selection of Co across pins 1 3 and 1 4 and can 
be increased by connecting an external resistor Rx be- 
tween pins 9 and 10. It can be approximated as: 



where Cq is in ^F and Rx is in k Q. (See Figure 7). 


INPUT 

SIGNAL 



Figure 12. Block Diagram of a Phase-Locked Loop 
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Figure 13. Linearized Model of a PLL as a Negative 
Feedback System 






PHASE COMPARATOR GAIN Krf 


LAG FILTER 


XR-215 

LAG LEAD FILTER 


The output voltage from the phase comparator per radi- 
an of phase difference at the phase comparator inputs 
(pins 4 and 6). 

VCO CONVERSION GAIN Kq 

The VCO voltage-to-frequency conversion gain is deter- 
mined by the choice of timing capacitor Cq and gain 
control resistor, Rq connected externally across pins 1 1 
and 12. It can be expressed as 

Kq » -^25- (radians/sec)/volt 

CoRo 

where Cq is in /xF and Rq is in kQ. For most applica- 
tions, recommended values for Rq range from 1 kft to 
10 kfi. 

LOCK RANGE (Aco L ) 

The range of frequencies in the vicinity of f 0 , over 
which the PLL can maintain lock with an input signal. It 
is also known as the “tracking” or “holding” range. If 
saturation or limiting does not occur, the lock range is 
equal to the loop gain, i.e. Aco[_ = Kj = Kq Kq. 

CAPTURE RANGE (Au> c ) 

The band of frequencies in the vicinity of f 0 where the 
PLL can establish or acquire lock with an input signal. It 
is also known as the “acquisition” range. It is always 
smaller than the lock range and is related to the low- 
pass filter bandwidth. It can be approximated by a para- 
metric equation of the form: 

Aojq ~ Aco|_|F(jAcoQ)| 

where |F(jAo>c| is the low-pass filter magnitude re- 
sponse at to = Acjq. For a simple lag filter, it can be ex- 
pressed as: 



where T-| is the filter time constant. 

AMPLIFIER GAIN A V 

The voltage gain of the amplifier section is determined 
by feedback resistors Rp and Rp between pins (8,1) 
and 2,1) respectively. (See Figures 2 and 3). It is given 
by: 


R-l + R P 

where R-| is the 6 kfi internal impedance at pin 2, and 
Rp is the external resistor between pins 1 and 2. 

LOW-PASS FILTER 

The low-pass filter section is formed by connecting an 
external capacitor or RC network across terminals 2 



Figure 14. 


and 3. The low-pass filter components can be connect- 
ed either between pins 2 and 3 or, from each pin to 
ground. Typical filter configurations and corresponding 
filter transfer functions are shown in Figure 14 where 
R-| (6 kQ) is the internal impedance at pins 2 and 3. 

APPLICATIONS INFORMATION 

FM DEMODULATION 

Figure 15 shows the external circuit connections to the 
XR-215 for frequency-selective FM demodulation. The 
choice of Cq is determined by the FM carrier frequency 
(see Figure 7). The low-pass filter capacitor C-j is deter- 
mined by the selectivity requirements. For carrier fre- 
quencies of 1 to 10 MHz, Ci is in the range of 10 Cq to 
30 Co- The feedback resistor Rp can be used as a 
“volume-control” adjustment to set the amplitude of 
the demodulated output. The demodulated output am- 
plitude is proportional to the FM deviation and to resis- 
tors Rq and Rp For ± 1 % FM deviation it can be ap- 
proximated as: 

VoUT * RqRf (i + ^ mV, rms 


0 I 
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where all resistors are in kfi and Rx is the range exten- 
sion resistor connected across pins 9 and 10. For cir- 
cuit operation below 5 MHz, Rx can be open circuited. 
For operation above 5 MHz, Rx * 750Q is recom- 
mended. 

Typical output signal/noise ratio and harmonic distor- 
tion are shown in Figures 1 6 and 1 7 as a function of FM 
deviation, for the component values shown in Figure 4. 

MULTI-CHANNEL DEMODULATION 

The ac digital programming capability of the XR-215 al- 
lows a single circuit be time-shared or multiplexed be- 
tween two information channels, and thereby selective- 
ly demodulate two separate carrier frequencies. Figure 
18 shows a practical circuit configuration for time- 
multiplexing the XR-215 between two FM channels, at 
1 MHz and 1.1 MHz respectively. The channel-select 
logic signal is applied to pin 10, as shown in Figure 18 
with both input channels simultaneously present at the 
PLL input (pin 4). Figure 19 shows the demodulated out- 
put as a function of the channel-select pulse where the 
two inputs have sinusoidal and triangular FM modula- 
tion respectively. 



Figure 16. Output Signal/Noise Ratio as a Function of FM 
Deviation 



Figure 17. Output Distortion as a Function of FM Deviation 


FSK DEMODULATION 

Figure 20 contains a typical circuit connection for FSK 
demodulation. When the input frequency is shifted, cor- 
responding to a data bit, the dc voltage at the phase 
comparator outputs (pins 2 and 3) also reverses polari- 
ty. The operational amplifier section is connected as a 
comparator, and converts the dc level shift to a binary 
output pulse. One of the phase comparator outputs (pin 



Figure 18. Time-Multiplexing XR-215 Between Two 
Simultaneous FM Channels 



Figure 19. Demodulated Output Waveforms for 
Time-Multiplexed Operation 

Top: Demodulated Output Bottom: Channel Select 

Sinewave - Channel 1 Pulse 

Triangle Wave - Channel 2 


3) is ac grounded and serves as the bias reference for 
the operational amplifier section. Capacitor C-| serves 
as the PLL loop filter, and C 2 and C 3 as post-detection 
filters. Range select resistor, Rx, can be used as a fine- 
tune adjustment to set the VCO frequency. 

Typical component values for 300 baud and 1200 baud 
operation are listed below: 


OPERATING 

CONDITIONS 

TYPICAL COMPONENT 
VALUES 

300 Baud 


Low Band: f-| = 1070 Hz 

Rq = 5 kfl, Cq = 0.17 /xF 

f 2 = 1270 Hz 

6 1 = C 2 = 0.047 n F, 

C 3 = 0.033 /xF 

High Band: f-j = 2025 Hz 

Rq = 8 kfi, Cq = *0.1 (if 

f 2 = 2225 Hz 

Ci = C 2 = C 3 = 0.033 fiF 

1 200 Baud 

Rq = 2 kO, Cq = 0.12 fiF 

f-l = 1200 Hz 
f 2 = 2200 Hz 

C 1 = C 3 = 0.003 fiF, 

C 2 = 0.01 fiF 
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Note that for 300 Baud operation the circuit can be 
time-multiplexed between high and low bands by 
switching the external resistor Rx in and out of the cir- 
cuit with a control signal, as shown in Figure 11. 

FSK GENERATION 

The digital programming capability of the XR-215 can 
be used for FSK generation. A typical circuit connec- 
tion for this application is shown in Figure 21 . The VCO 
frequency can be shifted between the mark (f2) and 
space (f-i) frequencies by applying a logic pulse to pin 
1 0. The circuit can provide two separate FSK outputs: a 
low level (2.5 V p . p ) output at pin 15 or a high amplitude 
(10 V p .p) output at pin 8. The output at each of these 
terminals is a symmetrical squarewave with a typical 
second harmonic content of less than 0.3%. 



JL 



Figure 21. Circuit Connection For FSK Generation 


FREQUENCY SYNTHESIS 

In frequency synthesis applications, a programmable 
counter or divide-by-N circuit is connected between the 
VCO output (pin 15) and one of the phase detector in- 
puts (pins 4 or 6), as shown in Figure 22. The principle 
of operation of the circuit can be briefly explained as 


XR-215 



follows: The counter divides down the oscillator fre- 
quency by the programmable divider modulus, N. Thus, 
when the entire system is phase-locked to an input sig- 
nal at frequency, f s , the oscillator output at pin 1 5 is at a 
frequency (Nf s ), where N is the divider modulus. By 
proper choice of the divider modulus, a large number of 
discrete frequencies can be synthesized from a given 
reference frequency. The low-pass filter capacitor C-\ is 
normally chosen to provide a cut-off frequency equal to 
0.1 % to 2% of the signal frequency, f s . 

The circuit was designed to operate with commercially 
available monolithic programmable counter circuits us- 
ing TTL logic, such as MC4016, SN5493 or equivalent. 
The digital or analog tuning characteristics of the VCO 
can be used to extend the available range of frequen- 
cies of the system, for a given setting of the timing ca- 
pacitor Cq. 

Typical input and output waveforms for N = 16 opera- 
tion with f s = 100 kHz and f 0 = 1.6 MHz are shown in 
Figure 23. 

TRACKING FILTER/DISCRIMINATOR 

The wide tracking range of the XR-215 allows the sys- 
tem to track an input signal over a 3:1 frequency range, 



Figure 23. Typical Input/Output Waveforms For N = 16 
Top: Input (100 kHz) 

Bottom: VCO Output (1.6 MHz) 

Vertical Scale 1 V/cm 
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Figure 24. Circuit Connection For Tracking Filter Applications 


centered about the VCO free running frequency. The 
tracking range is maximum when the binary range- 
select (pin 10) is open circuited. The circuit connec- 
tions for this application are shown in Figure 24. Typical 
tracking range for a given input signal amplitude is 
shown in Figure 25. Recommended values of external 
components are: 1 kO < Ro < 4 kG and 30 Co < C-| < 
300 Cg where the timing capacitor Cq is determined by 
the center frequency requirements (see Figure 7). 

The phase-comparator output voltage is a linear mea- 
sure of the VCO frequency deviation from its free- 
running value. The amplifier section, therefore, can be 
used to provide a filtered and amplified version of the 
loop error voltage. In this case, the dc output level at 
pin 15 can be adjusted to be directly proportional to the 
difference between the VCO free-running frequency, f 0 , 
and the input signal, f s . The entire system can operate 
as a “linear discriminator” or analog “frequency- 
meter” over a 3:1 change of input frequency. The dis- 
criminator gain can be adjusted by proper choice of Rq 
or Rp For the test circuit of Figure 24, the discriminator 
output is approximately (0.7 RoRf) mV P er % of fre ‘ 
quency deviation where Ro and Rp are in kQ. Output 
non-linearity is typically less than 1 % for frequency de- 
viations up to ±15%. Figure 27 shows the normalized 
output characteristics as a function of input frequency, 
with Rq = 2 kfi and Rp = 36 kft. 

CRYSTAL-CONTROLLED PLL 

The XR-215 can be operated as a crystal-controlled 
phase-locked loop by replacing the timing capacitor 
with a crystal. A circuit connection for this application 
is shown in Figure 26. Normally a small tuning capaci- 
tor (« 30 pF) is required in series with the crystal to set 



Figure 25. Tracking Range vs Input Amplitude (Pin 10 
Open Circuited) 



04 06 08 10 12 14 16 

NORMALIZED FREQUENCY, f,'* 0 


Figure 26. Typical Discriminator Output Characteristics For 
Tracking Filter Applications 



Figure 27. Typical Circuit Connection For Crystal-Controlled 
FM Detection 


the crystal frequency. For this application the crystal 
should be operated in its fundamental mode. Typical 
pull-in range of the circuit is ±1 kHz at 10 MHz. 
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EX4R 


XR-2211 


FSK Demodulator/Tone Decoder 


GENERAL DESCRIPTION 

The XR-2211 is a monolithic phase-locked loop (PLL) 
system especially designed for data communications. It 
is particularly well suited for FSK modem applications. 
It operates over a wide supply voltage range of 4.5 to 
20 V and a wide frequency range of 0.01 Hz to 300 kHz. 
It can accommodate analog signals between 2 mV and 
3V, and can interface with conventional DTL, TTL, and 
ECL logic families. The circuit consists of a basic PLL 
for tracking an input signal within the pass band, a 
quadrature phase detector which provides carrier de- 
tection, and an FSK voltage comparator which provides 
FSK demodulation. External components are used to in- 
dependently set center frequency, bandwidth, and out- 
put delay. An internal voltage reference proportional to 
the power supply provides ratio metric operation for low 
system performance variations with power supply 
changes. 

The XR-221 1 is available in 14 pin DTL ceramic or plas- 
tic packages specified for commercial or military tem- 
perature ranges. 


FEATURES 

Wide Frequency Range 0.01 Hz to 300 kHz 

Wide Supply Voltage Range 4.5V to 20 V 

DTL/TTL/ECL Logic Compatibility 

FSK Demodulation, with Carrier Detection 

Wide Dynamic Range 2 mV to 3 V rms 

Adjustable Tracking Range (±1 % to ±80%) 

Excellent Temp. Stability 20 ppm/°C, typ. 


APPLICATIONS 

FSK Demodulation 
Data Synchronization 
Tone Decoding 
FM Detection 
Carrier Detection 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 20 V 

Input Signal Level 3V rms 

Power Dissipation 

Ceramic Package 750 mW 

Derate Above Ta = +25°C 6 mV/°C 

Plastic Package 

Derate Above Ta = +25°C 5.0 mW/°C 


FUNCTIONAL BLOCK DIAGRAM 


+V CC 


LOCK 

DETECT 

FILTER 


GROUND 


r 

LOCK Q 
DETECT 
OUTPUTS 0 

L 



TIMING 

CAPACITOR 

J 


LOOP 

DET 

OUT 

REF 

VOLTAGE 

OUT 


NC 


ORDERING INFORMATION 


Part Number Package Operating Temperature 


XR-221 1M Ceramic 

XR-221 1CN Ceramic 

XR-2211 CP Plastic 

XR-221 IN Ceramic 

XR-221 IP Plastic 


-55°C to +125°C 
0°C to +70°C 
0°C to + 70°C 
-40°C to + 85°C 
-40°C to +85°C 


SYSTEM DESCRIPTION 

The main PLL within the XR-2211 is constructed from 
an input preamplifier, analog multiplier used as a phase 
detector, and a precision voltage controlled oscillator 
(VCO). The preamplifier is used as a limiter such that in- 
put signals above typically 2MV RMS are amplified to a 
constant high level signal. The multiplying-type phase 
detector acts as a digital exclusive or gate. Its output 
(unfiltered) produces sum and difference frequencies of 
the input and the VCO output, f input + f input (2f input) 
and f input - f input (0 Hz) when the phase detector out- 
put to remove the “sum” frequency component while 
passing the difference (DC) component to drive the 
VCO. The VCO is actually a current controlled oscillator 
with its nominal input current (fo) set by a resistor (Rq) 
to ground and its driving current with a resistor (R-|) 
from the phase detector. 


The other sections of the XR-221 1 act to: determine if 
the VCO is driven above or below the center frequency 
(FSK comparator); produced both active high and active 
low outputs to indicate when the main PLL is in lock 
(quadrature phase detector and lock detector compara- 
tor). 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Test Circuit of Figure 1 , V+ = V~ = 6V, Ta = +25°C, C = 5000 pF, R-, = R 2 = R3 = R4 = 20 kQ, 
R|_ = 4.7 kQ. Binary Inputs grounded, Si and S2 closed, unless otherwise specified. 



XR-2211 /2211M 

XR-2211 C 



PARAMETER 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

GENERAL 

Supply Voltage 

ia 


20 



20 

V 


Supply Current 

HI 

4 

7 

HI 

5 

9 

mA 

Rq ss 10 kQ. See Fig. 4 

OSCILLATOR SECTION 

Frequency Accuracy 


±1 

±3 


±1 


% 

Deviation from fn = 1/RoCn 

Frequency Stability 








R-l = 1/2 

Temperature 


±20 

±50 


±20 


ppm/°C 

See Fig. 8. 

Power Supply 


0.05 

0.5 


0.05 


%/V 

V+ = 12± IV. See Fig. 7. 



0.2 



0.2 


%/V 

V + 5 ± 0.5V. See Fig. 7. 

Upper Frequency Limit 
Lowest Practical 

100 

300 



300 


kHz 

Flo = 8.2 kt), Co = 400 pF 

Operating Frequency 



0.01 


0.01 


Hz 

Rq = 2 MQ, C 0 = 50 /xF 

Timing Resistor, Rq 








See Fig. 5. 

Operating Range 

5 



5 


2000 

kQ 


Recommended Range 

15 


100 

15 


100 

kQ 

See Figs. 7 and 8. 

LOOP PHASE DETECTOR SECTION 

Peak Output Current 

±150 

±200 

±300 

±100 

±200 

±300 

fiA 

Measured at Pin 1 1 . 

Output Offset Current 


±1 



±2 


f*A 


Output Impedance 


1 



1 


MQ 


Maximum Swing 

±4 

±5 


±4 

± 5 


V 

Referenced to Pin 10. 

QUADRATURE PHASE DETECTOR 







Measured at Pin 3. 

Peak Output Current 

100 

150 

SjjMI 

■ 

150 


■SSI 


Output Impedance 


1 



1 

■ 



Maximum Swing 


11 

| 

| | 

11 

ll 

MEM 


INPUT PREAMP SECTION 








Measured at Pin 2. 

Input Impedance 

Input Signal 

■ 

20 


■ 

20 

■ 

kQ 


Voltage Required to 
Cause Limiting 

■ 

2 

10 


2 

■ 

mV 









rms 


VOLTAGE COMPARATOR SECTIONS 

Input Impedance 


m ■ 



2 


MQ 

Measured at Pins 3 and 8. 

Input Bias Current 


D. 

IIBB® 


100 


nA 


Voltage Gain 

55 

70 


55 

70 


dB 

R L = 5.1 kQ 

Output Voltage Low 


300 

1 


300 


mV 

Iq = 3 mA 

Output Leakage Current 


0.01 



0.01 


HA 

V 0 = 12V 

INTERNAL REFERENCE 

Voltage Level 


5.3 

El 

4.75 

5.3 

5.85 

V 

Measured at Pin 10. 

Output Impedance 

m 

100 

H 


100 


Q 
































































Reference Voltage, Vr (Pin 10): This pin is internally biased 
at the reference voltage level, Vr: Vr = V + /2 - 650 
mV. The dc voltage level at this pin forms an internal 
reference for the voltage levels at Pins 5, 8, 11 and 12. 
Pin 10 must be bypassed to ground with a 0.1 pF ca- 
pacitor for proper operation of the circuit. 

DATA 


COMP. 



LOOP 

FILTER 




EHEh-DS 


LOCK DETECT 
OUTPUTS 


LOCK DETECT LOCK DETECT 
FILTER COMP. 


Figure 1. Functional Block Diagram of a Tone and FSK 
Decoding System Using XR-2211 


Loop Phase Detector Output (Pin 11): This terminal provides 
a high impedance output for the loop phase detector. 
The PLL loop filter is formed by R-j and C-| connected 
to Pin 1 1 (see Figure 2). With no input signal, or with no 
phase error within the PLL, the dc level at Pin 1 1 is very 
nearly equal to Vr. The peak voltage swing available at 
the phase detector output is equal to ±Vr. 


510 Kll Rfl Rl 1 



Figure 2. Generalized Circuit Connection for FSK and Tone 
Detection 

VC0 Control Input (Pin 12): VCO free-running frequency is 
determined by external timing resistor, Rg, connected 
from this terminal to ground. The VCO free-running fre- 
quency, fg, is: 


fo 


1 

Rq^o 


Hz 


XR-2211 

This terminal is a low impedance point, and is internally 
biased at a dc level equal to Vr. The maximum timing 
current drawn from Pin 1 2 must be limited to < 3 mA for 
proper operation of the circuit. 

VCO Timing Capacitor (Pins 13 and 14): VCO frequency is 
inversely proportional to the external timing capacitor, 
Cg, connected across these terminals (see Figure 5). 
Cg must be nonpolar, and in the range of 200 pF to 10 
M F. 

VCO Frequency Adjustment: VCO can be fine-tuned by 
connecting a potentiometer, Rx, in series with Rq at Pin 
12 (see Figure 9). 

VCO Free-Running Frequency, fo: XR-2211 does not have a 
separate VCO output terminal. Instead, the VCO out- 
puts are internally connected to the phase detector 
sections of the circuit. However, for set-up or adjust- 
ment purposes, VCO free-running frequency can be 
measured at Pin 3 (with Cp disconnected), with no in- 
put and with Pin 2 shorted to Pin 10. 

DESIGN EQUATIONS 

(See Figure 2 for definition of components.) 

1. VCO Center Frequency, fg: 
fg = 1/RgCg Hz 

2. Internal Reference Voltage, Vr (measured at Pin 
10 ): 

Vr = V + /2-650 mV 

3. Loop Low-Pass Filter Time Constant, r: 
t = R-|Ci 

4. Loop Damping, f : 

>-VW 

5. Loop Tracking Bandwidth, ± Af/fg: 

Af/fg = Rg/Ri 

. TRACKING . 

P BANDWIDTH *{ 


I 1 1 1 1 

'LL *1 »0 Ij »LH 

6. FSK Data Filter Time Constant, rF: 
tF = R F Cp 

7. Loop Phase Detector Conversion Gain, K <£: (K<£ is 
the differential dc voltage across Pins 10 and 11, 
per unit of phase error at phase detector input): 

K (f> = 02Vr/7t volts/radian 

8. VCO Conversion gain, Kg: (Kg is the amount of 
change in VCO frequency, per unit of dc voltage 
change at Pin 1 1): 



where Cg is the timing capacitor across Pins 1 3 and 1 4. 
For optimum temperature stability, Rg must be in the 
range of 10 KQ to 100 KQ see Figure 8). 
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Kg = -1/VRCgRi Hz/volt 
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9. Total Loop Gain, Kj. 

Kj = 2ttK<AKq = 4/CqRi rad/sec/volt 
10. Peak Phase Detector Current l/\: 

I a = Vr (volts)/25 mA 


APPLICATIONS INFORMATION 
FSK DECODING: 

Figure 9 shows the basic circuit connection for FSK de- 
coding. With reference to Figures 2 and 9, the func- 
tions of external components are defined as follows: Rg 
and Co set the PLL center frequency, R-| sets the sys- 
tem bandwidth, and Cl sets the loop filter time con- 
stant and the loop damping factor. Cp and Rp form a 
one-pole post-detection filter for the FSK data output. 
The resistor Rr (= 510 KQ) from Pin 7 to Pin 8 intro- 
duces positive feedback across the FSK comparator to 
facilitate rapid transition between output logic states. 

Recommended component values for some of the most 
commonly used FSK bands are given in Table 1 . 

Design Instructions: 

The circuit of Figure 9 can be tailored for any FSK de- 
coding application by the choice of five key circuit com- 
ponents: Rq, R-| , Cg, Ci and Cp For a given set of FSK 
mark and space frequencies, f-j and f 2 , these parame- 
ters can be calculated as follows: 

a) Calculate PLL center frequency, fg: 


b) Choose value of timing resistor Rq, to be in the 
range of 10 KQ to 100 KQ. This choice is arbitrary. 


V* 



V|N MINIMUM * V+ 1 ± 2.8 mV 

(PEAK) *-Rx + 20KJ 

Figure 3. Desensitizing Input Stage 


The recommended value is Rg = 20 KQ. The final 
value of Rg is normally fine-tuned with the series po- 
tentiometer, Rx- 

c) Calculate value of Cg from design equation (1) or 
from Figure 6: 

Cg = 1/Rgfg 

d) Calculate R-j to give a Af equal to the mark space 
deviation: 

Rl = RoFoWl = f 2)l 

e) Calculate C-j to set loop damping. (See design equa- 
tion No. 4.): 

Normally, f » 1/2 is recommended. 

Then: C-| = Cg/4 for ^ = 1/2 

f) Calculate Data Filter Capacitance, Cp: 

For Rp = 100 KQ, Rr = 510 KQ, the recommended 
value of Cp is: 

Cp * 3/(Baud Rate) /xF 


Note: All calculated component values except Rg can 
be rounded to the nearest standard value, and Rg can 
be varied to fine-tune center frequency, through a se- 
ries potentiometer, Rx- (See Figure 9.) 



4 6 8 10 12 14 16 18 20 22 24 


SUPPLY VOLTAGE, V+ (VOLTS) 


Figure 4. Typical Supply Current vs V+ (Logic Outputs 
Open Circuited) 
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Design Example: 

75 Baud FSK demodulator with mark space 
frequencies of 1110/1170 Hz: 

Step 1: Calculate fo'.fo (1110 + 1170) (1/2) = 

1140 Hz 

Step 2: Choose Ro - 20 KQ (18 KQ fixed resistor in 
series with 5 KQ potentiometer) 

Step 3: Calculate Cq from Figure 6: Co = 0.044 fiF 

Step 4: Calculate R-j: R-j = R 0 (2240/60) = 380 KQ 

Step 5: Calculate C^ : C-j = Cq/4 = 0.011 fiF 

Note: All values except Rq can be rounded to nearest 
standard value. 


Table 1 . Recommended Component Values for 
Commonly Used FSK Bands. 

(See Circuit of Figure 9.) 


FSK BAND 

COMPONENT VALUES 

300 Baud 

Cq = 0.039 fiF Cp = 0.005 ;xF 

fl = 1070 Hz 

Cl = 0.01 nF Ro = 18 KSi 

F 2 = 1270 Hz 

R-l = 100 KQ 

300 Baud 

Co = 0.022 j»F Cf = 0.005 /tF 

fl = 2025 Hz 

Ci = 0.0047 nF Ro = 18 KG 

f 2 = 2225 Hz 

Rl = 200 KQ 

1200 Baud 

C 0 = 0.027 n F Cp = 0.0022 jiF 

.fl = 1200 Hz 

Ci = 0.01 /«F R 0 = 18 KQ 

f 2 = 2200 Hz 

Rl = 30 KQ 


FSK DECODING WITH CARRIER DETECT: 


The lock detect section of XR-221 1 can be used as a 
carrier detect option, for FSK decoding. The recom- 
mended circuit connection for this application is shown 
in Figure 10. The open collector lock detect output, Pin 
6, is shorted to data output (Pin 7). Thus, data output 



Figure 10. External Connectors for FSK Demodulation with 
Carrier Detect Capability 


will be disabled at “low” state, until there is a carrier 
within the detection band of the PPL, and the Pin 6 out- 
put goes “high,” to enable the data output. 

The minimum value of the lock detect filter capacitance 
Cp is inversely proportional to the capture range, ± 
Af c . This is the range of incoming frequencies over 
which the loop can acquire lock and is always less than 
the tracking range. It is further limited by. Cf. For most 
applications, Af c > Af/2. For Rp = 470 KQ, the approx- 
imate minimum value of Cp can be determined by: 

Cp (/xF) > 16/capture range in Hz. 

With values of Cq that are too small, chatter can be ob- 
served on the lock detect output as an incoming signal 
frequency approaches the capture bandwidth. Exces- 
sively large values of Cq will slow the response time of 
the lock detect output. 

TONE DETECTION: 

Figure 1 1 shows the generalized circuit oonnection for 
tone detection. The logic outputs, Q and Q at Pins 5 and 
6 are normally at “high” and “low” logic states, respec- 
tively. When a tone is present within the detection band 
of the PLL, the logic state at these outputs become re- 
versed for the duration of the input tone. Each logic out- 
put can sink 5 mA of load current. 

Both logic outputs at Pins 5 and 6 are open collector 
type stages, and require external pull-up resistors Ru 
and R[_2. as shown in Figure 1 1 . 


V* 



With reference to Figures 2 and 1 1 , the functions of the 
external circuit components can be explained as fol- 
lows: Rq and Cq set VCO center frequency: R-| sets the 
detection bandwidth; C-j sets the low pass-loop filter 
time constant and the loop damping factor. Ru and 
Rj_ 2 are the respective pull-up resistors for the Q and 
Q logic outputs. 

Design Instructions: 

The circuit of Figure 1 1 can be optimized for any tone 
detection application by the choice of the 5 key circuit 
components: Rq, R*|, Cq, C-| and Cp. For a given input, 


Note: Data Output is “Low” When No Carrier Is Present. 




the tone frequency, f$, these parameters are calcu- 
lated as follows: 

a) Choose Rg to be in the range of 15 KQ to 100 KQ. 
This choice is arbitrary. 

b) Calculate Cg to set center frequency, fg equal to f s 
(see Figure 6): Cg = 1/Rgfs 

c) Calculate Ri to set bandwidth ±Af (see design 
equation No. 5): 

Ri = Ro(WAf) 

Note: The total detection bandwidth covers the fre- 
quency range of fg ± Af. 

d) Calculate value of C-) for a given loop damping 
factor: 

Ci = Cg/16 

Normally f * 1/2 is optimum for most tone detector ap- 
plications, giving C-| = 0.25 Cg. 

Increasing Ci improves the out-of-band signal rejec- 
tion, but increases the PLL capture time. 

e) Calculate value of filter capacitor Cq. To avoid chat- 
ter at the logic output, with Rp = 470 KQ, Cp must 
be: 

Cp(/xF) > (16/capture range in Hz) 

Increasing Cp slows down the logic output response 
time. 

Design Examples: 

Tone detector with a detection band of 1 kHz ± 20 Hz: 

a) Choose Rg = 20 KQ (18 KQ in series with 5 KQ po- 
tentiometer). 

b) Choose Cg for fg = 1 kHz (from Figure 6): Cg = 
0.05 fiF. 

c) Calculate R^ Ri = (Rg) (1000/20) = 1 MQ. 

d) Calculate Ci: for = 1/2, C^ = 0.25, Cg = 

0.013 /iF. 

e) Calculate Cp: Cp = 16/38 = 0.42 F. 

f) Fine-tune center frequency with 5 KQ potentiometer, 

Rx- 

LINEAR FM DETECTION: 

XR-221 1 can be used as a linear FM detector for a wide 
range of analog communications and telemetry appli- 
cations. The recommended circuit connection for this 
application is shown in Figure 12. The demodulated 
output is taken from the loop phase detector output (Pin 
11), through a post-detection filter made up of Rp and 
Cp and an external buffer amplifier. This buffer amplifi- 
er is necessary because of the high impedance output 


XR-221 1 

at Pin 11. Normally, a non-inverting unity gain op amp 
can be used as a buffer amplifier, as shown in Figure 
12 . 



Figure 12. Linear FM Detector Using XR-221 1 and an External 
Op Amp. (See Section on Design Equation for Com- 
ponent Values.) 

The FM detector gain, i.e., the output voltage change 
per unit of FM deviation can be given as: 

v out = R 1 Vr/ 100 Rg Volts/% deviation 

where Vr is the internal reference voltage (Vr = V + /2 
- 650 mV). For the choice of external components Ri, 
Rg, Cp, Ci and Cp see section on design equations. 

PRINCIPLES OF OPERATION 

Signal Input (Pin 2): Signal is ac coupled to this terminal. 
The internal impedance at Pin 2 is 20 KQ. Recom- 
mended input signal level is in the range of 10 mV rms 
to 3V rms. 

Quadrature Phase Detector Output (Pin 3): This is the high 
impedance output of quadrature phase detector and is 
internally connected to the input of lock detect voltage 
comparator. In tone detection applications, Pin 3 is con- 
nected to ground through a parallel combination of Rp 
and Cp (see Figure 2) to eliminate the chatter at lock 
detect outputs. If the tone detect section is not used, 
Pin 3 can be left open circuited. 

Lock Detect Output, Q (Pin 5): The output at Pin 5 is at 
“high” state when the PLL is out of lock and goes to 
“low” or conducting state when the PLL is locked. It is 
an open collector type output and requires a pull-up re- 
sistor, R[_, to V + for proper operation. At “low” state, it 
can sink up to 5 mA of load current. 

Lock Detect Complement, Q (Pin 6): The output at Pin 6 is 
the logic complement of the lock detect output at Pin 5. 
This output is also an open collector type stage which 
can sink 5 mA of load current at low or “on” state. 
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FSK Data Output (Pin 7): This output is an open collector 
logic stage which requires a pull-up resistor, R|_, to V + 
for proper operation. It can sink 5 mA of load current. 
When decoding FSK signals, FSK data output is at 
“high” or “off” state for low input frequency, and at 
“low” or “on” state for high input frequency. If no input 
signal is present, the logic state at Pin 7 is indetermi- 
nate. 


FSK Comparitor Input (Pin 8): This is the high impedance 
input to the FSK voltage comparator. Normally, an FSK 
post-detection or data filter is connected between this 
terminal and the PLL phase detector output (Pin 11). 
This data filter is formed by Rp and Cp of Figure 2. The 
threshold voltage of the comparator is set by the inter- 
nal reference voltage, Vr, available at Pin 10. 


EQUIVALENT SCHEMATIC DIAGRAM 



OSCILLATOfl 
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EX4R 


Precision Phase-Locked Loop 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-2212 is an ultra-stable monolithic phase-locked 
loop (PLL) system especially designed for data commu- 
nications and control system applications. Its on board 
reference and uncommitted operational amplifier, to- 
gether with a typical temperature stability of better 
than 20 ppm/°C, make it ideally suited for frequency 
synthesis, FM detection, and tracking filter applica- 
tions. The wide input dynamic range, large operating 
voltage range, large frequency range, and ECL, DTL, 
and TTL compatibility contribute to the usefulness and 
wide applicability of this device. 


FEATURES 

Quadrature VCO Outputs 

Wide Frequency Range 0.01 Hz to 300 kHz 

Wide Supply Voltage Range 4.5V to 20V 

DTL/TTL/ECL Logic Compatibility 
Wide Dynamic Range 2 mV to 3 Vrms 

Adjustable Tracking Range (± 1 % to ±80%) 

Excellent Temp. Stability 20 ppm/°C, Typ. 



ORDERING INFORMATION 


Part Number 


Package Operating Temperature 


XR-2212M Ceramic 

XR2212CN Ceramic 

XR-2212CP Plastic 

XR-2212N Ceramic 

XR-2212P Plastic 


-55°C to +125°C 
0°C to +70°C 
0°C to + 70°C 
-40°C to + 85°C 
-40°C to + 85°C 


APPLICATIONS 


SYSTEM DESCRIPTION 


Frequency Synthesis 
Data Synchronization 
FM Detection 
Tracking Filters 
FSK Demodulation 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 18V 

Input Signal Level 3 Vrms 

Power Dissipation 

Ceramic Package: 750 mW 

Derate Above Jj\ = + 25°C 6 mW/°C 

Plastic Package: 625 mW 

Derate Above Ta = +25°C 5 mW/°C 


The XR-2212 is a complete PLL system with buffered 
inputs and outputs, an internal reference, and an un- 
commited op amp. Two VCO outputs are pinned out; 
one sources current, the other sources voltage. This 
enables operation as a frequency synthesizer using an 
external programmable divider. The op amp section 
can be used as an audio preamplifier for FM detection 
or as a high speed sense amplifier (comparator) for 
FSK demodulation. The center frequency, bandwidth, 
and tracking range of the PLL are controlled indepen- 
dantly by external components. The PLL output is di- 
rectly compatible with MOS, DTL, ECL, and TTL logic 
families as well as microprocessor peripheral systems. 

The precision PLL system operates over a supply volt- 
age range of 4.5 V to 20 V, a frequency range of 0.01 
Hz to 300 kHz, and accepts input signals in the range of 
2 mV to 3 Vrms. Temperature stability of the VCO is typi- 
cally better than 20 ppm/°C. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: V + = + 12V, T/\ = + 25°C, Ro = 30 kG, Co = 0.033 /xF, unless otherwise specified. See Figure 2 for 
component designation. 


PARAMETERS 

XR-2212/2212M 

XR-2212C 



MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

GENERAL 









Supply Voltage 

4.5 


15 

4.5 



V 


Supply Current 


6 

10 


6 


mA 

Ro ^ 10 KG. See Fig. 4 

OSCILLATOR SECTION 









Frequency Accuracy 


±1 

±3 


±1 


% 

Deviation from fg = 1 /RoCq 

Frequency Stability 








R-| = oo 

Temperature 


±20 

±50 


±20 


o 

o 

E 

Q. 

Q. 

See Fig. 8. 

Power Supply 


0.05 

0.5 


0.05 


%/V 

V+ = 12 ±1 V. See Fig. 7. 



.2 



.2 


%/v 

V+ = 5 ±0.5 V. 

See Fig. 7. 

Upper Frequency Limit 

Lowest Practical 

100 

300 



300 


kHz 

Rq = 8.2 KG, C 0 = 400 pF 

Operating Frequency 



0.01 


0.01 


Hz 

Rq = 2 MG, Co = 50 /xF 

Timing Resistor, Rq 








See Fig. 5. 

Operating Range 

5 


2000 

5 


2000 

KG 


Recommended Range 

15 


100 

15 


100 

KG 

See Fig. 7 and 8. 

OSCILLATOR OUTPUTS 









Voltage Output 








Measured at Pin 5. 

Positive Swing, Vqh 


11 



11 


V 


Negative Swing, Vql 

.8 

.4 



.5 


V 


Current Sink Capability 
Current Output 


1 



1 


mA 

Measured at Pin 3. 

Peak Current Swing 

100 

150 



150 


M 


Output Impedance 
Quadrature Output 


1 



1 


mg 

Measured at Pin 15. 

Output Swing 


0.6 



0.6 


V 


DC Level 


0.3 



0.3 


V 

Referenced to Pin 11. 

Output Impedance 


3 



3 


KG 


LOOP PHASE DETECTOR SECTION 







Measured at Pin 10. 

Peak Output Current 

±150 

±200 

±300 

±100 

±200 

±300 

liA 


Output Offset Current 


±1 



±2 


/xA 


Output Impedance 


1 



1 


mg 


Maximum Swing 

±4 

±5 


±4 

±5 


V 

Referenced to Pin 11. 

INPUT PREAMP SECTION 






mi 


Measured at Pin 2. 

Input Impedance 







KG 


Input Signal to Cause Limiting 







mVrms 


OP AMP SECTION 









Voltage Gain 







dB 

R|_ = 5.1 KG, Rp = oo 

Input Bias Current 






H 3 

nA 


Offset Voltage 


±5 

±20 


±5 

±20 

mV 


Slew Rate 


2 



2 


V//x sec 


INTERNAL REFERENCE 








Measured at Pin 11. 

Voltage Level 

4.9 

5.3 

5.7 

4.75 

5.3 

5.85 

V 


Output Impedance 


100 



100 


G 
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LOOP 

FILTER 
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VCO CURRENT OUTPUT VCO QUADRATURE OUTPUT 



Figure 1. Functional Block Diagram of XR-2212 Precision 
PLL System 


Figure 2. Generalized Circuit Connection for FM Detection, 
Signal Tracking or Frequency Synthesis 



TYPICAL CHARACTERISTICS 



Figure 4. Typical Supply Current vs V + 
(Logic Outputs Open Circuited) 


Figure 5. VCO Frequency vs Timing 
Resistor 


Figure 6. VCO Frequency vs Timing 
Capacitor 




Figure 7. Typical fg vs Power Supply Characteristics 


Figure 8. Typical Center Frequency Drift vs Temperature 
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DESCRIPTION OF CIRCUIT CONTROLS 

Signal Input (Pin 2): Signal is ac coupled to this terminal. 
The internal impedance at Pin 2 is 20 Kfl. Recom- 
mended input signal level is in the range of 10 mV to 5V 
peak-to-peak. 

VCO Current Output (Pin 3): This is a high impedance (MO) 
current output terminal which can provide ±100 /xA 
drive capability with a voltage swing equal to V + . This 
output can directly interface with CMOS or NMOS logic 
families. 

VCO Voltage Output (Pin 5): This terminal provides a low- 
impedance (~ 500) buffered output for the VCO. It can 
directly interface with low-power Schottley TTL. For in- 
terfacing with standard TTL circuits, a 7500 pull-down 
resistor from pin 5 to ground is required. For operation 
of the PLL without an external divider, pin 5 can be dc 
coupled to pin 16. 

Op Amp Compensation (Pin 6): The op amp section is fre- 
quency compensated by connecting an external capac- 
itor from pin 6 to the amplifier output (pin 8). For unity- 
gain compensation a 20 pF capacitor is recommended. 

Op Amp Inputs (Pins 7 and 9): These are the inverting and 
the non-inverting inputs for the op amp section. The 
common-mode range of the op amp inputs is from + IV 
to(V+ - 1.5) volts. 

Op Amp Output (Pin 8): The op amp output is an open- 
collector type gain stage and requires a pull-up resistor, 
R|_, to V + for proper operation. For most applications, 
the recommended value of R|_ is in 5 kfi to 10 kfl range. 

Phase Detector Output (Pin 10): This terminal provides a 
high-impedance output for the loop phase-detector. The 
PLL loop filter is formed by R-| and C-j connected to Pin 
10 (see Figure 2). With no input signal, or with no 
phase-error within the PLL, the dc level at Pin 10 is very 
nearly equal to Vr. The peak voltage swing available at 
the phase detector output is equal to ±Vr. 

Reference Voltage, Vr (Pin 11): This pin is internally bi- 
ased at the reference voltage level, Vr:Vr = V + /2 — 
650 mV. The dc voltage level at this pin forms an inter- 
nal reference for the voltage levels at pins 10, 12 and 
16. Pin 1 must be bypassed to ground with a 0.1 fiF ca- 
pacitor, for proper operation of the circuit. 

VCO Control Input (Pin 12): VCO free-running frequency is 
determined by external timing resistor, Rg, connected 
from this terminal to ground. For optimum temperature 
stability, Rg must be in the range of 10 Kfi to 100 KQ 
(see Figure 8). 

VCO Frequency Adjustment: VCO can be fine-tuned by 
connecting a potentiometer, Rx, in series with Rg at Pin 
12 (see Figure 10). 

This terminal is a low-impedance point, and is internally 
biased at a dc level equal to Vr. The maximum timing 
current drawn from Pin 1 2 must be limited to < 3 mA for 
proper operation of the circuit. 


VCO Timing Capacitor (Pins 13 and 14): VCO frequency is 
inversely proportional to the external timing capacitor, 
Cg, connected across these terminals (see Figure 5). 
Cg must be nonpolar, and in the range of 200 pF to 
10jiF. 

VCO Quadrature Output (Pin 15): The low-level («0.6 Vpp) 
output at this pin is at quadrature phase (i.e. 90° phase- 
offset) with the other VCO outputs at pins 3 and 5. The 
dc level at pin 15 is approximately 300 mV above Vr. 
The quadrature output can be used with an external 
multiplier as a “lock detect" circuit. In order not to de- 
grade oscillator performance, the output at pin 15 must 
be buffered with an external high-impedance low- 
capacitance amplifier. When not in use, pin 15 should 
be left open-circuited. 

Phase Detector Input (Pin 16): Voltage output of the VCO 
(pin 5) or the output of an external frequency divider is 
connected to this pin. The dc level of the sensing 
threshold for the phase detector is referenced to Vr. If 
the signal is capacitively coupled to pin 16, then this pin 
must be biased from pin 11, through an external resis- 
tor, Rr (Rr * 10 KU). The peak voltage swing applied to 
pin 16 must not exceed (V+ - 1 .5) volts. 

PHASE-LOCKED LOOP PARAMETERS: 

Transfer Characteristics: 

Figure 9 shows the basic frequency to voltage charac- 
teristics of XR-2212. With no input signal present, fil- 
tered phase detector output voltage is approximately 
equal to the internal reference voltage, Vr, at pin 11. 
The PLL can track an input signal over its tracking 
bandwidth, shown in the figure. The frequencies fjL 
and fjH represent the lower and the upper edge of the 
tracking range, fg represents the VCO center frequency. 



Figure 9. Phase Detector Output Voltage (Pin 10) as a 

Function of Input Signal Frequency. Note: Output 
Voltage is Referenced to Internal Reference Voltage 
Vr at Pin 11 

Design Equations: 

(See Figure 2 and Figure 9 for definition of compo- 
nents.) 

1. VCO Center Frequency, fg: fg = 1/RgCg Hz 
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2. Internal Reference Voltage, Vr (measured at Pin 11) 
V R = V + /2 - 650 mV 


3. 

4. 


Loop Low-Pass Filter Time Constant, r: 


Loop Damping, f: 


r = 



t = RiCi 


where N is the external frequency divider modular 
(See 2). If no divider is used, N = 1 . 

5. Loop Tracking Bandwidth, ± Af/fg: Af/fg = Rg/Ri 


6. Phase Detector Conversion Gain, K^: (Ka is the dif- 
ferential dc voltage across Pins 10 and 11, per unit 
of phase error at phase-detector input) K^, = 
-2 Vr/7t volts/radian 

7. VCO Conversion Gain, Kg: (Kg is the amount of 
change in VCO frequency, per unit of dc voltage 
change at Pin 10. It is the reciprocal of the slope of 
conversion characteristics shown in Figure 9). Kg 
= -1/VpCgR-i Hz/volt 

8. Total Loop Gain, Kj: 

Kj = 27rK^Kg = 4/CgR-j rad/sec/volt 
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Figure 10. Circuit Connection for FM Demodulation 


a) Choose VCO center frequency fg to be the same as 
FM carrier frequency. 

b) Choose value of timing resistor Rg, to be in the 
range of 10 K12 to 100 Kfi. This choice is arbitrary. 
The recommended value is Rg = 20 KQ. The final 
value of Rg is normally fine-tuned with the series po- 
tentiometer, Rx- 


9. Peak Phase-Detector Current, l/\; available at pin 10. 
lA = Vr (volts)/25 mA 

APPLICATION INFORMATION 
FM DEMODULATION: 

XR-2212 can be used as a linear FM demodulator for 
both narrow-band and wide-band FM signals. The gen- 
eralized circuit connection for this application is shown 
in Figure 10, where the VCO output (pin 5) is directly 
connected to the phase detector input (pin 16). The de- 
modulated signal is obtained at phase detector output 
(pin 10). In the circuit connection of Figure 10, the op 
amp section of XR-2212 is used as a buffer amplifier to 
provide both additional voltage amplification as well as 
current drive capability. Thus, the demodulated output 
signal available at the op amp output (pin 8) is fully buf- 
fered from the rest of the circuit. 

In the circuit of Figure 10, RgCg set the VCO center fre- 
quency, Ri sets the tracking bandwidth, Ci sets the 
low-pass filter time constant. Op amp feedback resis- 
tors Rr and Rq set the voltage gain of the amplifier sec- 
tion. 

Design instructions: 

The circuit of Figure 10 can be tailored to any FM de- 
modulation application by a choice of the external com- 
ponents Rg, R-|, Rq, Rr Cg and C-|. For a given FM 
center frequency and frequency deviation, the choice 
of these components can be calculated as follows, 
using the design equations and definitions given on 
page 1-34, 1-35 and 1-36. 


c) Calculate value of Cg from design equation (1) or 
from Figure 6: 

Cg = 1/Rgfg 

d) Choose R-| to determine the tracking bandwidth, Af 
(see design equation 5). The tracking bandwidth, Af, 
should be set significantly wider than the maximum 
input FM signal deviation, Af$M- Assuming the 
tracking bandwidth to be “N" times larger than 
AfsM> one can re-unite design equation 5 as: 

At = 52 _ N a) sm 

f o R i fo 

Table I lists recommended values of N, for various 
values of the maximum deviation of the input FM 
signal. 


% Deviation of FM 
Signal (Af S iv|/fo) 

Recommended value of 
Bandwidth Ratio, N 
(N = Af/AfsM) 

1 % or less 

10 

1 to 3% 

5 

1 to 5% 

4 

5 to 10% 

3 

10 to 30% 

2 

30 to 50% 

1.5 


TABLE I 


Recommended values of bandwidth ratio, N, for various 
values of FM signal frequency deviation. (Note: N is the 
ratio of tracking bandwidth Af to max. signal frequency 
deviation, Af§M)- 
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e) Calculate C-| to set loop damping (see design equa- 
tion 4). Normally, f = 1/2 is recommended. Then, C-| 
= Co/4 for f = 1/2. 

f) Calculate Rq and Rp to set peak output signal ampli- 
tude. Output signal amplitude, V ou t, is given as: 

““••(?) worn 

In most applications, Rp = 100 KG is recommended; 
then Rq, can be calculated from the above equation 
to give desired output swing. The output amplifier 
can also be used as a unity-gain voltage follower, by 
open circuiting Rq (i.e., Rq = oo). 

Note: All calculated component values except Rq 
can be rounded-off to the nearest standard value, 
and Rq can be varied to fine-tune center frequency, 
through a series potentiometer, Rx- (See Figure 10.) 

Design Example: 

Demodulator for FM signal with 67 kHz carrier frequen- 
cy with ±5 kHz frequency deviation. Supply voltage is 
+ 12V and required peak output swing is ±4 volts. 

Step a) fg is chosen as 67 kHz. 

Step b) Choose Rg = 20 KG (18 K G fixed resistor in se- 
ries with 5 KG potentiometer). 

Step c) Calculate Cg; from design Eq. (1). 

Cg = 746 pF 

Step d) Calculate R-|. For given FM deviation, AfsM^O 
= 0.0746, and N = 3 from Table I. 

Then: 

R 0 /R 1 = (3)(0.0746) = 0.224 
or: 

R-j = 89.3 KG. 

Step e) Calculate C-| = (Cg/4) = 186 pF. 

Step f) Calculate Rq and Rp to get ± 4 volts peak out- 
put swing: Let Rp = 100 KG. Then, 

Rq = 80.6 KG. 

Note: All values except Rg can be rounded-off to near- 
est standard value. 

FREQUENCY SYNTHESIS 


Figure 11 shows the generalized circuit connection for 
frequency synthesis. In this application an external fre- 
quency divider is connected between the VCO output 
(pin 5) and the phase-detector input (pin 16). When the 
circuit is in lock, the two signals going into the phase- 
detector are at the same frequency, or f$ = f-j /N where 


N is the modulus of the external frequency divider. Con- 
versely, the VCO output frequency, f-| is equal to Nfg. 

In the circuit configuration of Figure 11, the external 
timing components, Rg and Cg, set the VCO free- 
running frequency; Ri sets the tracking bandwidth and 
Cl sets the loop damping, i.e., the low-pass filter time 
constant (see design equations). 



Figure 11. Circuit Connection for Frequency Synthesizer 


The total tracking range of the PLL (see Figure 9), 
should be chosen to accommodate the lowest and the 
highest frequency, f max and f m j n , to be synthesized. 
A recommended choice for most applications is to 
choose a tracking half-bandwidth Af, such that: 

* fmax ~ fmin- 

If a fixed output frequency is desired, i.e. N and fg are 
fixed, then a ±10% tracking bandwidth is recom- 
mended. Excessively large tracking bandwidth may 
cause the PLL to lock on the harmonics of the input sig- 
nals; and the small tracking range increases the “lock- 
up” or acquisition time. 

If a variable input frequency and a variable counter 
modulus N is used, then the maximum and the mini- 
mum values of output frequency will be: 

f max = N max (fs)max ancl fmin = N min (fs)min- 

Design Instructions: 

For a given performance requirement, the circuit of 
Figure 1 1 can be optimized as follows: 

a) Choose center frequency, fg, to be equal to the out- 
put frequency to be synthesized. If a range of output 
frequencies is desired, set fg to be at mid-point of 
the desired range. 

b) Choose timing resistor Rg to be in the range of 1 5 
KG to 100 KG. This choice is arbitrary. Rg can be fine 
tuned with a series potentiometer, Rx. 

c) Choose timing capacitor, Cg from Figure 6 or Equa- 
tion 1. 
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d) Calculate R-| to set tracking bandwidth (see Figure 
9, and design equation 5). If a range of output fre- 
quencies are desired, set R-j to get: 

Af = fmax ~ fmin- 

If a single fixed output frequency is desired, set R^ 
to get: 


e) Calculate C-j to obtain desired loop damping. (See 
design equation 4). For most applications, f = 1/2 is 
recommended, thus: 

Ci = NCq/4 

Note: All component values except Rq can be rounded- 
off to nearest standard value. 
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EXAR 


Precision Phase-Locked Loop/Tone Decoder 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-221 3 is a highly stable phase-locked loop (PLL) 
system designed for control systems and tone detec- 
tion applications. It combines the features of the XR- 
221 1 and XR-221 2 into a single monolithic 1C. The cir- 
cuit consists of a high stability VCO, input preamplifier, 
phase detector, quadrature phase detector, and high 
gain voltage comparator. Initial VCO frequency accu- 
racy and supply rejection are an order of magnitude 
better than industry standards like the 567 decoder. An 
on board reference contributes to reliable operation 
and complementary outputs aid applicability. 


FEATURES 

Wide Frequency Range 0.01 Hz to 300 kHz 

Wide Supply Voltage Range_ 4.5 V to 15 V 

Uncommitted Vqq Q and Q Outputs 
Wide Dynamic Input Voltage Range 2MV to 3 V RMS 
Excellent Vqq Stability 20 PPM/°C Typ. 


APPLICATIONS 
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ORDERING INFORMATION 


Part Number 

Package 

Operating Temperature 

XR-221 3M 

Ceramic 

-55°C to + 125°C 

XR-221 3CN 

Ceramic 

0°C to + 

70°C 

XR-221 3CP 

Plastic 

0°C to + 

70°C 

XR-221 3N 

Ceramic 

-40°C to + 

85°C 

XR-221 3P 

Plastic 

-40°C to + 

85°C 


Tone Detection 
Frequency Synthesis 
FM Detection 
Tracking Filters 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 
Input Signal Level 
Power Dissipation 
Ceramic Package: 

Derate Above Ta 
P lastic Package: 
Derate Above Ta 
S torage Temperature 


15 V 
3 V RMS 

750 MW 

+ 25°C 6 MW/°C 

625 MW 

+ 25°C 5 MW/°C 

-55°C to + 150°C 


SYSTEM DESCRIPTION 

The XR-2213 is a complete PLL system including cir- 
cuitry enabling dedicated tone detection capability 
over a frequency range of 0.01 Hz to 300 kHz. Supply 
voltage may range from 4.5 V to 15 V. 

The input preamplifier has a dynamic range of 2 mV to 
3 Vrms. The high stability VCO, with buffered comple- 
mentary outputs, typically features better than 20 ppm / 
°C temperature drift and 0.05 %/V supply rejection. An 
on board voltage reference is provided, and can sink 2 
mA. The complementary lock detect outputs are each 
capable of sinking more than 7 mA. All system parame- 
ters are independantly determined by external compo- 
nents. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqq = + 12V, Tj\ = + 25°C, Rq = 10 kfi, Cq = 0.1 /xF, unless otherwise specified. See Figure 2 for 
component designation. 



XR-2213/2213M 

XR-2213C 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

GENERAL 









Supply voltage 

4.5 


15 

4.5 


15 

V 


Supply current 


9 



9 

12 

mA 

Ro > lOKfi 

OSCILLATOR SECTION 









Frequency accuracy 


±1 

±3 


±1 


% 

Deviation from 









f o=; c 

r'o'-'O 









R-] = X 

Frequency stability 









Temperature 


20 

50 


20 


PPM/°C 


Power supply 


0.05 

0.5 


0.05 


%/V 

V+ = 12V ± IV 

Upper frequency limit 

100 

300 



300 


kHz 

R 0 = 8.2Kfi, 

C 0 = 400pF 

Timing resistor R 0 









operating range 

5 


2000 




Kfi 


Recommended range 

10 


100 




Kfi 


OSCILLATOR OUTPUT 









Voltage output 









Positive swing 

9.5 

11.5 


2.5 

4.5 


V 

l|_ ^ lOOjtA 

Negative swing 


0.4 

0.8 


0.4 

0.8 

V 

l|_ = 2mA 

LOOP PHASE DETECTOR SECTION 









Peak output current 

±150 

±200 


±100 

±200 


fxA 


Output offset current 


±1 



±2 




Output impedance 


1 



1 


Mfi 


Maximum swing 

±4 

±5 


±4 

±5 


V 

Referenced to 

Vref 

INPUT PREAMP SECTION 









Input impedance 


20 



20 


KO 


Input signal to cause limiting 


2 

10 


2 


MVrms 


Internal Reference 









Voltage level 

4.9 

5.3 

5.7 

4.75 

5.3 

5.85 

V 


Output impedance 


100 



100 


fi 



PRINCIPLES OF OPERATION 

Figure 2 shows the standard connection for tone detec- 
tion. The input signal at Pin 4 is amplified and squared- 
up by the preamp before it is fed to the loop phase de- 
tector. The Vqq Q output provides the other loop phase 
detector input. The Vco provided in the XR-2213 is ac- 
tually a current controlled oscillator, ICO. The input to 
the ICO, Pin 13, is internally biased at Vre p, with the 
current drawn from this pin controlling the frequency of 
operation of the ICO. The resistor Rq from Pin 13 to 
ground will provide a constant current which will be 
made up of the current from Pin 13 and the current 
from R-| or the phase detector output. The phase detec- 
tor output, filtered by C-], will provide a voltage to R-j, 
which is proportional to the phase difference between 
the input frequency and the ICO frequency. The rela- 
tionship between this voltage and phase difference is 
shown in Figure 3. If the phase difference is 90°, Pin 6 
will be at Vref. and therefore there will be no current 


flow in R-| with all of the current in Rg coming from Pin 
13. This point is defined as the center frequency, fo, of 
the PLL and is calculated by: 


R(A) 

If the input frequency is increased, the phase shift will 
decrease causing the voltage at Pin 6 to decrease. Cur- 
rent will now flow from Pin 13 to both Rq and R-| , caus- 
ing an increase in ICO input current and thus an output 
frequency increase. If the phase detector swings all the 
way to 0 volts, the current in R-|, will be: 

In - VREF 
1 R 1 

*This condition will also occur if no input signal is ap- 
plied to Pin 4. 


1-39 



XR-221 3 



Figure 2. Generalized Circuit Connection for Tone Detection 



Figure 3. PLL input/Output Relationships 


At fg, the current from Pin 13 was: 


>13 


VrEF 

Ro 


If the ratio of Pin 13 current at fo and the change, A, 
from fg is written, the tracking range can be deter- 
mined: 

V REF 

= 52 or Af L = 5° 
f 0 V REF Rl Rl 

Ro 


fo ± Af 

The capture range of the PLL, which is always less than 
the tracking range, is described by: 


AW c = 27rAf c = 

r = R-|C-|loop time constant 
f c = capture range 



Af, 




Af L 

27tR-|Ci 


The internal voltage reference provides a voltage equal 
to: 



-.7 V 


This reference can sink up to 2 mA, but source only 100 
/xA. 

The quadrature phase detector will provide a high level, 
~Vqq, at Pin 8 whenever a frequency within the PLL 
capture range is present at Pin 4. This will drive the 
lock-detect outputs for a tone-detection indication. The 
response of the lock-detect section can be controlled 
by the capacitor, Cq, from Pin 8 to ground v The mini- 
mum value of Cq is calculated by the formula: 

~ 1 fi 

Cp (pF) > — f c = capture range in Hz 
*c 


If the input frequency was decreased, Af will have the 
same magnitude in the opposite direction. The tracking 
range of the PLL will then be: 
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Rq = 470 Kq is suitable for most applications. 

The input to the phase detector may be directly con- 
nected to the Vqq output in the stand-alone connec- 
tion. If the Vqq is not connected to the phase detector, 
the signal driving this pin must have sufficient ampli- 
tude to drive the pin above and below a voltage equal to 
VreF- For ,ow ,evel signals, Pin 5 should be connected 
to Vref through a 10 KQ resistor and the signal capaci- 
tively coupled to Pin 5. The impedance into Pin 5 is ap- 
proximately 100 KQ and this pin is clamped for swings 
above Vref +2 V. 

DESIGN EQUATIONS 


Refer to Figure 2 for component definitions. 


1 ■ Vqq center frequency, fg: 


fo 


= — — Hz 
RgCg 


2. Internal voltage reference, Vref : 



.7 V 


V 


XR-2213 

9. Loop capture range, ±Af c : 

Af c = / AfL Hz 

'\/27rR 1 C 1 

10. Lock detect filter capacitor: 

~ 16 P 
C D = — mF 
T c 


APPLICATIONS INFORMATION 

Figure 2 shows the XR-C453 connected for tone detec- 
tion. The input signal is capacitively coupled to Pin 4 
and may range from 2 mV to 3 V RMS. The Vqq Q out- 
put is directly connected to the phase detector input, 
Pin 5. The detection bandwidth is set by the ratio of Rg 
and R-] and the loop time constant, r. This corresponds 
to the capture range of the PLL. The lock-detect output, 
Pins 9 and 10, will give an active high and low indica- 
tion when a tone in the detection bandwidth is present. 


DESIGN EXAMPLE: 


3. Loop tracking range, ± Af|_: 


20 kHz tone detector with a ± 1 kHz detection band. 


AfL = fg — Hz 

Ri 

4. Loop low-pass filter time constant, r: 

r = R-|C-| sec. 

5. Loop damping, $*: 

r-l /5T 
W Ct 

6. Loop phase detector conversion gain, Kg: 

„ 2 V REF volts 

t radian 

7. Vqq conversion gain, Kg: 


A. Choose Rg = 15 KQ, 12 KQ resistor plus 5Q potenti- 
ometer. 

B. Calculate Cn = — .0033 uF 

foRo 

Cn 

C. Calculate C-j = — = .001 /xF 


D. Calculate Ri = fg — = 300 KQ 

Af c 

E. Calculate Cp = — = 0.01 /xF 

fc 

F. Fine tune fg with R x , 5 K potentiometer. 
The complete circuit is shown in Figure 4. 


Kg= - 


Hz 


Vref CgRi volt 


8. Total loop gain, Kj: 

Kj = Kg Kg 


Cg R i 


-Hz 


Figure 5 shows the connection for a frequency synthe- 
sizer. Here an input frequency of 10 kHz produces an 
output frequency of 40 kHz. The Vqq center frequency, 
fg, is set for 40 kHz. The divide by four will then provide 
the phase detector input with 10 kHz. The lock range is 
set to approximately 10% of fg. For larger divider ra- 
tios, C-| should be increased to minimize phase jitter. 
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XR-2213 



19 kHz « f t s 21 kHz V C C 0 
19 kHz > »| > 21 kHz | 0 Vqc 


Figure 4. Tone Detector 



»i = 10 kHz. »o = 40 kHz, IC1 = IC2 = '/a DM7473 DUAL JK FLIP-FLOP 


Figure 5. Frequency Synthesizer 









Tone Decoders 




XR-567 



EX4R 


Monolithic Tone Decoder 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-567 is a monolithic phase-locked loop system 
designed for general purpose tone and frequency de- 
coding. The circuit operates over a wide frequency 
band of 0.01 Hz to 500 kHz and contains a logic com- 
patible output which can sink up to 100 milliamps of 
load current. The bandwidth, center frequency, and out- 
put delay are independently determined by the selec- 
tion of four external components. 

Figure 1 contains a functional block diagram of the 
complete monolithic system. The circuit consists of a 
phase detector, low-pass filter, and current-controlled 
oscillator which comprise the basic phase-locked loop; 
plus an additional low-pass filter and quadrature detec- 
tor that enable the system to distinguish between the 
presence or absence of an input signal at the center 
frequency. 

FEATURES 

Bandwidth adjustable from 0 to 14% 

Logic compatible output with 100 mA current sinking 
capability 

High stable center frequency 
Center frequency adjustable from 0.01 Hz to 500 kHz 
Inherent immunity to false signals 
High rejection of out-of-band signals and noise 
Frequency range adjustable over 20:1 range by exter- 
nal resistor 

APPLICATIONS 

Touch-Tone® Decoding 
Sequential Tone Decoding 
Communications Paging 
Ultrasonic Remote-Control 
Telemetry Decoding 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 

Power Dissipation (package limitation) 

Ceramic Package 
Plastic Package 
Derate Above +25°C 
Temperature 
Operating 

XR-567M - 55°C to +1 25°C 

XR-567CN/567CP 0°C to +70°C 

Storage -65°C to + 150°C 


10 volts 


385 mW 
300 mW 
2.5 mW/°C 



ORDERING INFORMATION 


Part Number Package Operating Temperature 


XR-567M 

XR-567CN 

XR-567CP 


Ceramic -55°C to + 125°C 

Ceramic 0°Cto+70°C 

Plastic 0°Cto+70°C 


SYSTEM DESCRIPTION 

The XR-567 monolithic tone decoder consists of a 
phase detector, low pass filter, and current controlled 
oscillator which comprise the basic phase-locked loop, 
plus an additional low pass filter and quadrature detec- 
tor enabling detection on in-band signals. The device 
has a normally high open collector output capable of 
sinking 100 mA. 

The input signal is applied to Pin 3 (20 kU nominal input 
resistance). Free running frequency is controlled by an 
RC network at Pins 5 and 6 and can typically reach 500 
kHz. A capacitor on Pin 1 serves as the output filter and 
eliminates out-of-band triggering. PLL filtering is ac- 
complished with a capacitor on Pin 2; bandwidth and 
skew are also dependant upon the circuitry here. Band- 
width is adjustable from 0% to 14% of the center fre- 
quency. Pin 4 is + Vqq (4.75 to 9V nominal, 10V maxi- 
mum); Pin 7 is ground; and Pin 8 is open collector out- 
put, pulling low when an in-band signal triggers the 
device. 

In applications requiring two or more 567-type devices, 
consider the XR-2567 dual tone decoder. Where center 
frequency accuracy and drift are critical, compare the 
XR-567A. Investigate employing the XR-L567 in low 
power circuits. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqq = + 5V. = 25°C, unless otherwise specified. Test circuit of Figure 2. 



LIMITS 



PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

GENERAL 






Supply Voltage Range 

Supply Current 

4.75 


9.0 

Vdc 


Quiescent XR-567M 


6 

8 

mA 

R|_ = 20k0 

XR-567C 


7 

10 

mA 

R L = 20 kfi 

Activated XR-567 M 


11 

13 

mA 

RL = 20 kfl 

XR-567C 


12 

15 

mA 

R L = 20 k 

Output Voltage 



15 

V 

Negative Voltage at Input 



-10 

V 


Positive Voltage at Input 



Vcc + 0-5 

V 


CENTER FREQUENCY 






Highest Center Frequency 

Center Frequency Stability 

100 

500 


kHz 


Temperature Ta = 25°C 


35 


ppm/°C 

See Figure 9 

o < Ta < 70°C 


±60 


ppm/°C 

See Figure 9 

-55 < Ta < +125°C 


±140 


ppm/°C 

See Figure 9 

Supply Voltage 






XR-567M 


0.5 

1.0 

%/V 

f 0 = 100 kHz 

XR-567C 


0.7 

2.0 

%/V 

f 0 = 100 kHz 

DETECTION BANDWIDTH 






Largest Detection Bandwidth 






XR-567M 

12 

14 

16 

% of f 0 

f 0 = 100 kHz 

XR-567C 

Largest Detection Bandwidth Skew 

10 

14 

18 

% of f 0 

f 0 = 100 kHz 

XR-567M 


1 

2 

% of f 0 


XR-567C 

Largest Detection Bandwidth Variation 


2 

3 

% of f 0 


Temperature 


±0.1 


%/°C 

Vj n = 300 mV rms 

Supply Voltage 


±2 


%/V 

Vj n = 300 mV rms 

INPUT 






Input Resistance 


20 


kO 


Smallest Detectable Input Voltage 


20 

25 

mV rms 

lL = 100 mA, fj = f 0 

Largest No-Output Input Voltage 
Greatest Simultaneous Outband 

10 

15 


mV rms 

l|_ = 100 mA, fj = f 0 

Signal to Inband Signal Ratio 

Minimum Input Signal to Wideband 


+ 6 


dB 


Noise Ratio 


-6 


dB 

B n = 140 kHz 

OUTPUT 






Output Saturation Voltage 


0.2 

0.4 

V 

l|_ = 30 mA, Vj n = 25 mV rms 



0.6 

1.0 

V 

l[_ = 100 mA, Vj n = 25 mV rms 

Output Leakage Current 


0.01 

25 


Fastest ON-OFF Cycling Rate 


f o /20 




Output Rise Time 


150 


ns 

R L = 50 G 

Output Fall Time 


30 


ns 

R|_ = 50Q 
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DEFINITION OF XR-567 PARAMETERS 


XR-567 


CENTER FREQUENCY f 0 

f 0 is the free-running frequency of the current- 
controlled oscillator with no input signal. It is deter- 
mined by resistor Ri between pins 5 and 6, and capaci- 
tor C-j from pin 6 to ground f 0 can be approximated by 

f °~ Ric^ 

where Ri is in ohms and C-j is in farads. 

DETECTION BANDWIDTH (BW) 

The detection bandwidth is the frequency range cen- 
tered about f 0 , within which an input signal larger than 
the threshold voltage (typically 20 mV rms) will cause a 
logic zero state at the output. The detection bandwidth 
corresponds to the capture range of the PLL and is de- 
termined by the low-pass bandwidth filter. The band- 
width of the filter, as a percent of f 0 , can be determined 
by the approximation 



where Vj is the input signal in volts, rms, and C2 is the 
capacitance at pin 2 in F. 

LARGEST DETECTION BANDWIDTH 

The largest detection bandwidth is the largest frequen- 
cy range within which an input signal above the thresh- 
old voltage will cause a logical zero state at the output. 
The maximum detection bandwidth corresponds to the 
lock range of the PLL. 

DETECTION BAND SKEW 

The detection band skew is a measure of how accu- 
rately the largest detection band is centered about the 
center frequency, f 0 . It is defined as (fmax + fmin ~ 2 
f 0 )/f 0 , where f max and f m j n are the frequencies corre- 
sponding to the edges of the detection band. If neces- 
sary, the detection band skew can be reduced to zero 
by an optional centering adjustment. (See Optional 
Controls). 

DESCRIPTION OF CIRCUIT CONTROLS 
OUTPUT FILTER - C 3 (Pin 1) 

Capacitor C3 connected from pin 1 to ground forms a 
simple low-pass post detection filter to eliminate spuri- 
ous outputs due to out-of-band signals. The time con- 
stant of the filter can be expressed as T3 = R3C3, 
where R3 (4.7 k 0) is the internal impedance at pin 1. 

The precise value of C3 is not critical for most applica- 
tions. To eliminate the possibility of false triggering by 
spurious signals, it is recommended that C3 be > 2 C2, 
where C2 is the loop filter capacitance at pin 2. 


If the value of C3 becomes too large, the turn-on or 
turn-off Wme of the output stage will be delayed until the 
voltage change across C3 reaches the threshold volt- 
age. In certain applications, the delay may be desirable 
as a means of suppressing spurious outputs. Con- 
versely, if the value of C3 is too small, the beat rate at 
the output of the quadrature detector (see Figure 1) 
may cause a false logic level change at the output. 
(Pin 8) 

The average voltage (during lock) at pin 1 is a function 
of the inband input amplitude in accordance with the 
given transfer characteristic. 

vcc 

45V 



Figure 2. XR-567 Test Circuit 
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TYPICAL CHARACTERISTIC CURVES 



Figure 4. Supply Current Versus Supply Figure 5. Largest Detection Bandwidth Figure 6 . Detection Bandwidth as a 

Voltage Versus Operating Frequency Function of C 2 and C 3 



Figure 7. Bandwidth Versus Input Signal Figure 8 . Bandwidth Variation with Figure 9. Frequency Drift with 

Amplitude (C 2 in /xF) Temperature Temperature 



SUPPLY VOLTAGE - VOLTS 


CENTER FREQUENCY - kHz 


BANDWIDTH (% of f 0 ) 


Figure 10. Temperature Coefficient of Figure 11. Power Supply Dependence of Figure 12. Greatest Number of Cycles 

Center Frequency (Mean and S.D.) Center Frequency Before Output 
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LOOP FILTER - C 2 (Pin 2) 


XR-567 


Capacitor C 2 connected from pin 2 to ground serves as 
a single pole, low-pass filter for the PLL portion of the 
XR-567. The filter time constant is given by T 2 = R 2 C 2 , 
where R 2 (10 kft) is the impedance at pin 2. 

The selection of C 2 is determined by the detection 
bandwidth requirements, as shown in Figure 6 . For ad- 
ditional information see section on “Definition of 
XR-567 Parameters”. 

The voltage at pin 2, the phase detector output, is a lin- 
ear function of frequency over the range of 0.95 to 1 .05 
f 0 , with a slope of approximately 20 mV/% frequency 
deviation. 

INPUT (Pin 3) 

The input signal is applied to pin 3 through a coupling 
capacitor. This terminal is internally biased at a dc level 
2 volts above ground, and has an input impedance level 
of approximately 20 kfl. 

TIMING RESISTOR R 1 AND CAPACITOR C-| (Pins 5 and 6) 

The center frequency of the decoder is set by resistor 
R-l between pins 5 and 6 , and capacitor C-| from pin 6 
to ground, as shown in Figure 3. 

Pin 5 is the oscillator squarewave output which has a 
magnitude of approximately Vqc - 1 -4V and an aver- 
age dc level of MqqI2. A 1 kfi load may be driven from 
this point. The voltage at pin 6 is an exponential triangle 
waveform with a peak-to-peak amplitude of 1 volt and 
an average dc level of Vqq/ 2. Only high impedance 
loads should be connected to pin 6 to avoid disturbing 
the temperature stability or duty cycle of the oscillator. 


LOGIC OUTPUT (Pin 8) 

Terminal 8 provides a binary logic output when an input 
signal is present within the pass-band of the decoder. 
The logic output is an uncommitted, “base-collector” 
power transistor capable of switching high current 
loads. The current level at the output is determined by 
an external load resistor, R|_, connected from pin 8 to 
the positive supply. 

When an in-band signal is present, the output transistor 
at pin 8 saturates with a collector voltage less than 1 
volt (typically 0.6V) at full rated current of 100 mA. If 
large output voltage swings are needed, R|_ can be con- 
nected to a supply voltage, V + , higher than the Vqc 
supply. For safe operation, V+ < 20 volts. 

OPERATING INSTRUCTIONS 

SELECTION OF EXTERNAL COMPONENTS 

A typical connection diagram for the XR-567 is shown 
in Figure 3. For most applications, the following proce- 
dure will be sufficient for determination of the external 
components R-| , C-] , C 2 , and C 3 . 




Response to same input tone burst with wideband noise. 

|=-6dB R L = 100 ohms 

Noise Bandwidth = 140 Hz 

Figure 13. Typical Response 

1 . R-j and C-| should be selected for the desired center 
frequency by the expression f 0 ~ 1/R-|C-|. For opti- 
mum temperature stability, R-| should be selected 
such that 2k Q < Ri < 20 k G, and the R-|C-| product 
should have sufficient stability over the projected 
operating temperature range. 

2. Low-pass capacitor, C 2 , can be determined from the 
Bandwidth versus Input Signal Amplitude graph of 
Figure 7. One approach is to select an area of oper- 
ation from the graph, and then adjust the input level 
and value of C 2 accordingly. Or, if the input ampli- 
tude variation is known, the required f 0 C 2 product 
can be found to give the desired bandwidth. Con- 
stant bandwidth operation requires Vj > 200 mV 
rms. Then, as noted on the graph, bandwidth will be 
controlled solely by the f 0 C 2 product. 

3. Capacitor C 3 sets the band edge of the low-pass filt- 
er which attenuates frequencies outside of the de- 
tection band and thereby eliminates spurious out- 
puts. If C 3 is too small, frequencies adjacent to the 
detection band may switch the output stage off and 
on at the beat frequency, or the output may pulse off 
and on during the turn-on transient. A typical mini- 
mum value of C 3 is 2 C 2 . 
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Conversely, if C 3 is too large, turn-on and turn-off of 
the output stage will be delayed until the voltage 
across C 3 passes the threshold value. 

PRINCIPLE OF OPERATION 

The XR-567 is a frequency selective tone decoder sys- 
tem based on the phase-locked loop (PLL) principle. 
The system is comprised of a phase-locked loop, a 
quadrature AM detector, a voltage comparator, and an 
output logic driver. The four sections are internally inter- 
connected as shown in Figure 1 . 

When an input tone is present within the pass-band of 
the circuit, the PLL synchronizes or “locks” on the in- 
put signal. The quadrature detector serves as a lock in- 
dicator: when the PLL is locked on an input signal, the 
dc voltage at the output of the detector is shifted. This 
dc level shift is then converted to an output logic pulse 
by the amplifier and logic driver. The logic driver is a 
“bare collector” transistor stage capable of switching 
100 mA loads. 

The logic output at pin 8 is normally in a “high” state, 
until a tone that is within the capture range of the de- 
coder is present at the input. When the decoder is 
locked on an input signal, the logic output at pin 8 goes 
to a “low” state. 

The center frequency of the detector is set by the free- 
running frequency of the current-controlled oscillator in 
the PLL. This free-running frequency, f 0 , is determined 
by the selection of Ri and C-| connected to pins 5 and 
6 , as shown in Figure 3. The detection bandwidth is de- 
termined by the size of the PLL filter capacitor, C 2 ; and 
the output response speed is controlled by the output 
filter capacitor, C 3 . 

OPTIONAL CONTROLS 

PROGRAMMING 


losing information due to turn-on transient or output 
chatter is about 10 cycles/bit, which corresponds to an 
information transfer rate of f o /10 baud. 


~ 130 r 260 r 

c 2 = — . C 3 = — a*F 
T o T o 


In situations where minimum turn-off time is of less im- 
portance than fast turn-on, the optional sensitivity ad- 
justment circuit of Figure 14 can be used to bring the 
quiescent C 3 voltage closer to the threshold voltage. 
Sensitivity to beat frequencies, noise, and extraneous 
signals, however, will be increased. 


+ v 



♦v 



Figure 14. Optional Sensitivity Connections 


Varying the value of resistor R-j and/or capacitor C-j will 
change the center frequency. The value of R-| can be 
changed either mechanically or by solid state switches. 
Additional C-| capacitors can be added by grounding 
them through saturated npn transistors. 

SPEED OF RESPONSE 

The minimum lock-up time is inversely related to the 
loop frequency. As the natural loop frequency is low- 
ered, the turn-on transient becomes greater. Thus maxi- 
mum operating speed is obtained when the value of ca- 
pacitor C 2 is minimum. At the instant an input signal is 
applied its phase may drive the oscillator away from the 
incoming frequency rather than toward it. Under this 
condition, the lock-up transient is in a worst case situa- 
tion, and the minimum theoretical lock-up time will not 
be achievable. 

The following expressions yield the values of C 2 and 
C 3 , in microfarads, which allow the maximum operating 
speeds for various center frequencies. The minimum 
rate that digital information may be detected without 


CHATTER 

When the value of C 3 is small, the lock transient and ac 
components at the lock detector output may cause the 
output stage to move through its threshold more than 
once, resulting in output chatter. 

Although some loads, such as lamps and relays will not 
respond to chatter, logic may interpret chatter as a se- 
ries of output signals. Chatter can be eliminated by 
feeding a portion of the output back to the input (pin 1 ) 
or, by increasing the size of capacitor C 3 . Generally, the 
feedback method is preferred since keeping C 3 small 
will enable faster operation. Three alternate schemes 
for chatter prevention are shown in Figure 15. Gener- 
ally, it is only necessary to assure that the feedback 
time constant does not get so large that it prevents op- 
eration at the highest anticipated speed. 
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SKEW ADJUSTMENT 

The circuits shown in Figure 16 can be used to change 
the position of the detection band (capture range) with- 





Figure 15. Methods of Reducing Chatter 



+v 



Figure 16. Connections to Reposition Detection Band 


in the largest detection band (or lock range). By moving 
the detection band to either edge of the lock range, in- 
put signal variations will expand the detection band in 
one direction only. Since R3 also has a slight effect on 
the duty cycle, this approach may be useful to obtain a 
precise duty cycle when the circuit is used as an oscil- 
lator. 

OUTPUT LATCHING 

In order to latch the output of the XR-567 “on” after a 
signal is received, it is necessary to include a feedback 
resistor around the output stage, between pin 8 and pin 
1, as shown in Figure 17. Pin 1 is pulled up to unlatch 
the output stage. 

BANDWIDTH REDUCTION 

The bandwidth of the XR-567 can be reduced by either 
increasing capacitor C2 or reducing the loop gain. In- 
creasing C2 may be an undesirable solution since this 
will also reduce the damping of the loop and thus slow 
the circuit response time. 


XR-567 

Figure 18 shows the proper method of reducing the 
loop gain for reduced bandwidth. This technique will im- 
prove damping and permit faster performance under 
narrow band operation. The reduced impedance level 
at pin 2 will require a larger value of C2 for a given cut- 
off frequency. 




Ca prevents latch up 
WHEN POWER SUPPLY IS 
TURNED ON 

Figure 17. Output Latching 



NOTE ADJUST CONTROL FOR SYMMETRY OF 
DETECTION BAND EDGES ABOUT f () . 


Figure 18. Bandwidth Reduction 
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PRECAUTIONS 

1. The XR-567 will lock on signals near (2n + 1) f 0 and 
produce an output for signals near (4n + 1) f 0 , for n 
= 0,1,2- etc. Signals at 5 f 0 and 9 f 0 can cause an 
unwanted output and should, therefore, be attenu- 
ated before reaching the input of the circuit. 

2. Operating the XR-567 in a reduced bandwidth mode 
of operation at input levels less than 200 mV rms 
results in maximum immunity to noise and out-band 
signals. Decreased loop damping, however, causes 
the worst-case lock-up time to increase, as shown 
by the graph of Figure 12. 

3. Bandwidth variations due to changes in the in-band 
signal amplitude can be eliminated by operating the 
XR-567 in the high input level mode, above 200 mV. 
The input stage is then limiting, however, so that out- 
band signals or high noise levels can cause an ap- 
parent bandwidth reduction as the in-band signal is 
suppressed. In addition, the limited input stage will 
create in-band components from subharmonic sig- 
nals so that the circuit components from subhar- 
monic signals so that the circuit becomes sensitive 
to signals at f 0 /3, f 0 /5 etc. 

4. Care should be exercised in lead routing and lead 
lengths should be kept as short as possible. Power 
supply leads should be properly bypassed close to 
the integrated circuit and grounding paths should be 
carefully determined to avoid ground loops and un- 
desirable voltage variations. In addition, circuits re- 
quiring heavy load currents should be provided by a 
separate power supply, or filter capacitors increased 
to minimize supply voltage variations. 

ADDITIONAL APPLICATIONS 

DUAL TIME CONSTANT TONE DECODER 

For some applications it is important to have a tone de- 
coder with narrow bandwidth and fast response time. 
This can be accomplished by the dual time constant 
tone decoder circuit shown in Figure 19. The circuit has 
two low-pass loop filter capacitors, C 2 and C' 2 - With no 
input signal present, the output at pin 8 is high, transis- 
tor Qi is off, and C '2 is switched out of the circuit. Thus 
the loop low-pass filter is comprised of C 2 , which can 
be kept as small as possible for minimum response 
time. 

When an in-band signal is detected, the output at pin 8 
will go low, Q-| will turn on, and capacitor C '2 will be 
switched in parallel with capacitor C 2 . The low-pass filt- 
er capacitance will then beC 2 + C' 2 - The value of C '2 
can be quite large in order to achieve narrow band- 
width. Notice that during the time that no input signal is 
being received, the bandwidth is determined by capaci- 
tor C 2 . 

NARROW BAND FM DEMODULATOR WITH 
CARRIER DETECT 

For FM demodulation applications where the bandwidth 
is less than 10% of the carrier frequency, an XR-567 



Figure 19. Dual Time Constant Tone Decoder 


can be used to detect the presence of the carrier sig- 
nal. The output of the XR-567 is used to turn off the FM 
demodulator when no carrier is present, thus acting as 
a squelch. In the circuit shown, an XR-215 FM demodu- 
lator is used because of its wide dynamic range, high 
signal/noise ratio and low distortion. The XR-567 will 
detect the presence of a carrier at frequencies up to 
500 kHz. 



Figure 20. Narrow Band FM Demodulator with Carrier Detect 
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DUAL TONE DECODER 


XR-567 


In dual tone communication systems, information is 
transmitted by the simultaneous presence of two sepa- 
rate tones at the input. In such applications two XR-567 
units can be connected in parallel, as shown in Figure 
21 to form a dual tone decoder. The resistor and capaci- 
tor values of each decoder are selected to provide the 
desired center frequencies and bandwidth require- 
ments. 



Figure 21. Dual Tone Decoder 


PRECISION OSCILLATOR 

The current-controlled oscillator (CCO) section of the 
XR-567 provides two basic output waveforms as shown 
in Figure 22. The squarewave is obtained from pin 5, 
and the exponential ramp from pin 6. The relative phase 
relationships of the waveforms are also provided in the 
figure. In addition to being used as a general purpose 
oscillator or clock generator, the CCO can also be used 
for any of the following special purpose oscillator appli- 
cations: 

1 . High-Current Oscillator 

The oscillator output of the XR-567 can be amplified 
using the output amplifier and high-current logic out- 
put available at pin 8. In this manner, the circuit can 
switch 100 mA load currents without sacrificing os- 
cillator stability. A recommended circuit connection 
for this application is shown in Figure 23. The oscil- 
lator frequency can be modulated over ±6% in fre- 
quency by applying a control voltage to pin 2. 

2. Oscillator with Quadrature Outputs 

Using the circuit connection of Figure 24 the XR-567 
can function as a precision oscillator with two sepa- 
rate squarewave outputs (at pins 5 and 8, respec- 
tively) that are at nearly quadrature phase with each 


other. Due to the internal biasing arrangement the 
actual phase shift between the two outputs is typi- 
cally 80°. 



Figure 22. Oscillator Output Waveform Available From CCO 
Section. 

Top: Square Wave Output at Pin 5: 

Amplitude = (V+ -1.4V), pp., 

Avg. Value = V + /2 

Bottom: Exponential Triangle Wave at Pin 6: 
Amplitude = IV pp., Avg. Value = V + /2 


V * V* 



Figure 23. Precision Oscillator to Switch 100 mA Loads 

3. Oscillator with Frequency Doubled Output 

The CCO frequency can be doubled by applying a 
portion of the squarewave output at pin 5 back to the 
input at pin 3, as shown in Figure 25. In this manner, 
the quadrature detector functions as a frequency 
doubler and produces an output of 2 f 0 at pin 8. 

FSK DECODING 

XR-567 can be used as a low speed FSK demodulator. 
In this application the center frequency is set to one of 
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the input frequencies, and the bandwidth is adjusted to 
leave the second frequency outside the detection band. 
When the input signal is frequency keyed between the 
in-band signal and the out-band signal, the logic state of 
the output at pin 8 is reversed. Figure 26 shows the 
FSK input (f2 = 3 f i ) and the demodulated output sig- 
nals, with f 0 = f2 - 1 kHz. The circuit can handle data 
rates up to f o /10 baud. 


v* v* 



L 



"ITL 


1 0001 2 


Figure 24. Oscillator with Quadrature Output 


v ♦ 



jiruip'o 

Jim 


Figure 25. Oscillator with Double Frequency Output 



Figure 26. Input and Output Waveforms for FSK Decoding 
Top: Input FSK Signal (f 2 = 3f-|) 

Bottom: Demodulated Output 
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EX4R 


XR-567A 


Precision Tone Decoder 


GENERAL DESCRIPTION 

The XR-567A provides all the necessary circuitry for 
constructing a variety of tone detector and frequency 
decoder applications. Phase-locked loop circuit tech- 
niques are used to provide operation from 0.01 Hz to 
500 kHz. The circuit also features an input preamp, a 
high-current logic output, and programmable output de- 
lay. 

The XR-567A, available in an 8-Pin DIL package, is de- 
signed to offer improved frequency accuracy and drift 
characteristics over the standard industry 567. These 
changes offer improved overall circuit performance, 
while reducing initial circuit adjustments. 


FUNCTIONAL BLOCK DIAGRAM 



OUTPUT 


GROUND 


TIMING 

RESISTOR 

AND 

CAPACITOR 


FEATURES 


ORDERING INFORMATION 


Programmable Detection Bandwidth 0% to 14% 
Logic Output 100 mA 

Wide Center 

Frequency Range 0.01 Hz to 500 kHz 

High Rejection 

of Out-of-Band Signals and Noise 
Direct Replacement for standard 567 
Inherent immunity to 
out-of-band signals & noise 


APPLICATIONS 

Tone Detection 

Touch-Tone® Decoding 

Communications Paging 

Ultrasonic Remote Control 

Precision Oscillator 

Wireless Intercom 

Carrier-Tone Transceiver 

FSK Demodulation 

Dual Time Constant Tone Detector 


Part Number 

XR-567AM 

XR-567ACN 

XR-567ACP 


Package Operating Temperature 

Ceramic -55°C to + 125°C 

Ceramic 0°Cto+70°C 

Plastic 0°C to + 70°C 


SYSTEM DESCRIPTION 

The XR-567A is an improved version of the popular 567 
tone decoder. Center frequency accuracy is guaran- 
teed by design modifications and testing to 5%, and is 
typically better than 2%. Temperature drift of the cen- 
ter frequency is also improved. Thus, in most applica- 
tions, no trimming is required. 

The XR-567A monolithic tone decoder consists of a 
phase detector, low pass filter, and current controlled 
oscillator which comprise the basic phase-locked loop, 
plus an additional low pass filter and quadrature detec- 
tor enabling detection of in-band signals. The device 
has a normally high open collector output capable of 
sinking 100 mA. 


ABSOLUTE MAXIMUM RATINGS 

10 volts 

385 mW 
300 mW 
2.5 mW/°C 

55°C to + 125°C 
0°C to +70°C 
65°C to + 1 50°C 


The input signal is applied to Pin 3 (20 kfi nominal input 
resistance). Free running frequency is controlled by an 
RC network at Pins 5 and 6 and can typically reach 500 
kHz. A capacitor on Pin 1 serves as the output filter and 
eliminates out-of-band triggering. PLL filtering is ac- 
complished with a capacitor on Pin 2; bandwidth and 
skew are also dependant upon the circuitry here. Band- 
width is adjustable from 0% to 14% of the center fre- 
quency. Pin 4 is + Vqq (4.75 to 9V nominal, 10V maxi- 
mum); Pin 7 is ground; and Pin 8 is open collector out- 
put, pulling low when an in band signal triggers the 
device. 


Power Supply 
Power Dissipation 
Ceramic Package 
Plastic Package 
Derate above 25°C 
Operating Temperature Range 
XR-567AM 
XR-567ACN/ACP 
Storage Temperature Range 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqq = +5V. T A = 25° C, unless otherwise specified. 



LIMITS 



PARAMETL 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

GENERAL 






Supply Voltage Range 

4.75 


9.0 

Vdc 


Supply Current 






Quiescent XR-567AM 


6 

8 

mA 

R L = 20 kO 

Quiescent XR-567AC 


7 

10 

mA 

R l = 20 Ml 

Activated XR-567AM 


11 

13 

mA 

R L = 20 Ml 

Activated XR-567AC 


12 

15 

mA 

R|_ = 20 Ml 

Output Voltage 



15 

V 


Negative Voltage at Input 



-10 

V 


Positive Voltage at Input 



V C C +0-5 

V 


CENTER FREQUENCY 






Highest Center Frequency 

100 

500 


kHz 


Center Frequency Stability 






Temperature T A = 25 °C 


35 


ppm/°C 


0 < T A < 70°C 


±60 


ppm/°C 


-55 < T A < + 125°C 


±120 


ppm/°C 


Supply Voltage 






XR-567AM 


0.5 

1.0 

%/V 

f 0 = 100 kHz 

XR-567AC 


0.7 

2.0 

%/V 

f 0 = 100 kHz 

Initial Accuracy 


±2.0 

±5.0 

% 

f 0 = 100 kHz 

DETECTION BANDWIDTH 






Largest Detection Bandwidth 






XR-567AM 

12 

14 

16 

% of f 0 

f 0 = 100 kHz 

XR-567AC 

10 

14 

18 

% of f 0 

f 0 = 100 kHz 

Largest Detection Bandwidth Skew 






XR-567AM 


1 

2 

% of f 0 


XR-567AC 


2 

3 

% of f 0 


Largest Detection Bandwidth Variation 






Temperature 


±0.1 


%/°C 

Vj n = 300 mV rms 

Supply Voltage 


±1 

±2 

%/V 

Vj n = 300 mV rms 

INPUT 






Input Resistance 


20 


kfl 


Smallest Detectable Input Voltage 


20 

25 

mV rms 

l L = 100 mA, fj = f 0 

Largest No-Output Input Voltage 

10 

15 


mV rms 

l L = 100 mA, fj =f o 

Greatest Simultaneous Outband 






Signal to Inband Signal Ratio 


+ 6 


dB 


Minimum Input Signal to Wideband 






Noise Ratio 


-6 


dB 

B n = 140 kHz 

OUTPUT 






Output Saturation Voltage 


0.2 

0.4 

V 

l|_ = 30 mA, Vj n = 25 mV rms 



0.6 

1.0 

V 

l|_ = 100 mA, Vj n = 25 mV rms 

Output Leakage Current 


0.01 

25 

nA 


Fastest ON/OFF Cycling Rate 


f o /20 




Output Rise Time 


150 


ns 

R L = 500 

Output Fall Time 


30 


ns 

R L = 500 
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EXAR 


XR-L567 


Micropower Tone Decoder 


GENERAL DESCRIPTION 

The XR-L567 is a micropower phase-locked loop (PLL) 
circuit designed for general purpose tone and frequen- 
cy decoding. In applications requiring very low power 
dissipation, the XR-L567 can replace the popular 567- 
type decoder with only minor component value 
changes. The XR-L567 offers approximately 1/1 Oth the 
power dissipation of the conventional 567-type tone de- 
coder, without sacrificing its key features such as the 
oscillator stability, frequency selectivity, and detection 
threshold. Typical quiescent power dissipation is less 
than 4 mW at 5 volts. It operates over a wide frequency 
band of 0.01 Hz to 60 kHz and contains a logic compati- 
ble output which can sink up to 10 milliamps of load 
current. The bandwidth, center frequency, and output 
delay are independently determined by the selection of 
four external components. 


FEATURES 

Very Low Power Dissipation («4 mW at 5V). 
Bandwidth Adjustable from 0 to 14%. 

Logic Compatible Output with 10 mA Current Sinking 
Capability. 

Highly Stable Center Frequency. 

Center Frequency Adjustable from 0.01 Hz to 60 kHz. 
Inherent Immunity to False Signals. 

High Rejection of Out-of-Band Signals and Noise. 
Frequency Range Adjustable Over 20:1 Range by Ex- 
ternal Resistor. 


APPLICATIONS 

Battery-Operated Tone Detection 
Touch-Tone® Decoding 
Sequential Tone Decoding 
Communications Paging 
Ultrasonic Remote-Control 
Telemetry Decoding 

ABSOLUTE MAXIMUM RATINGS 

Power Supply 

Power Dissipation (package limitation) 

Ceramic Package 
Plastic Package 
Derate Above +25°C 
Operating Temperature 0°Cto+70°C 

Storage Temperature - 65°C to + 1 50°C 


FUNCTIONAL BLOCK DIAGRAM 



ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-L567CN Ceramic 0°Cto+70°C 

XR-L567CP Plastic 0°Cto+70°C 


SYSTEM DESCRIPTION 

The XR-L567 monolithic circuit consists of a phase de- 
tector, low pass filter, and current controlled oscillator 
which comprise the basic phase-locked loop, plus an 
additional low pass filter and quadrature detector ena- 
bling detection of in-band signals. The device has a nor- 
mally high open collector output. 

The input signal is applied to Pin 3 (100 k 12 nominal in- 
put resistance). Free running frequency is controlled by 
an RC network at Pins 5 and 6. A capacitor on Pin 1 
serves as the output filter and eliminates out-of-band 
triggering. PLL filtering is accomplished with a capaci- 
tor on Pin 2; band-width and skew are also dependant 
upon the circuitry here. Pin 4 is + Vqq (4.75 to 8V nomi- 
nal, 10V maximum): Pin 7 is ground; and Pin 8 is the 
open collector output, pulling low when an in-band sig- 
nal triggers the device. 

The XR-L567 is pin-for-pin compatible with the standard 
XR-567-type decoder. Internal resistors have been 
scaled up by a factor of ten, thereby reducing power 
dissipation and allowing use of smaller capacitors for 
the same applications compared to the standard part. 
This scaling also lowers maximum device center fre- 
quency and load current sinking capabilities. 


10 volts 

385 mW 
300 mW 
2.5 mW/°C 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqq = + 5V. T/\ = 25°C, unless otherwise specified. Test Circuit of Figure 1. 



LIMITS 



PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

General 






Supply Voltage Range 

Supply Current 

4.75 


8.0 

V 


Quiescent 


0.6 

1.0 

mA 

R L = 20 kfi 

Activated 


0.8 

1.4 

mA 

R L = 20 k Q 

Center Frequency 






Highest Center Frequency 

Center Frequency Drift 

10 

60 


kHz 


Temperature T/\ = 25°C 


-35 


ppm/°C 

See Figures 10 and 1 1 

o < Ta < 70°C 


-150 


ppm/°C 

See Figures 10 and 1 1 

Supply Voltage 


0.5 

3.0 

%/V 

f 0 = 10 kHz, Vqq = 5.25 ± 0.5V 

Detection Bandwidth 






Largest Detection Bandwidth 

10 

14 

18 

% of f 0 

f 0 = 10 kHz 

Largest Detection Bandwidth Skew 
Largest Detection Bandwidth Variation 


2 

3 

% of f 0 

See Figure 13 for Definition 

Temperature 


±0.1 


%/° C 

Vj n = 300 mV rms 

Supply Voltage 


±2 


%/V 

Vj n = 300 mV rms 

Inputs 






Input Resistance 


100 


kfi 


Smallest Detectable Input Voltage 


20 

25 

mV rms 

l[_ = 10 mA, fj = f 0 

Largest No-Output Input Voltage 
Greatest Simultaneous Outband 

10 

15 


mV rms 

l|_ = 10 mA, fj = f 0 

Signal to Inband Signal Ratio 
Minimum Input Signal to Wideband 


+ 6 


dB 


Noise Ratio 


-6 


dB 

B n = 140 kHz 

Outputs 






Output Saturation Voltage 


0.2 

0.4 

V 

ll_ = 2 mA, Vj n = 25 mV rms 



0.3 

0.6 

V 

ll_ = 10 mA, Vj n = 25 mV rms 

Output Leakage Current 


0.01 

25 


Fastest On/Off Cycling Rate 


f o /20 




Output Rise Time 


150 


ns 

Rl = 1 kfi 

Output Fall Time 


30 


ns 

R|_ = 1 kQ 


EQUIVALENT SCHEMATIC DIAGRAM 



PRINCIPLES OF OPERATION 

The XR-L567 is a frequency selective tone decoder sys- 
tem based on the phase-locked loop (PLL) principle. 
The system is comprised of a phase-locked loop, a 
quadrature am detector, a voltage comparator, and an 
output logic driver. 

When an input tone is present within the pass-band of 
the circuit, the PLL synchronizes or “locks” on the in- 
put signal. The quadrature detector serves as a lock in- 
dicator: when the PLL is locked on an input signal, the 
dc voltage at the output of the detector is shifted. This 
dc level shift is then converted to an output logic pulse 
by the amplifier and logic driver. The logic output at Pin 
8 is an “open-collector” NPN transistor stage capable 
of switching 10 mA current loads. 
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The logic output at Pin 8 is normally in a “high” state, 
until a tone that is within the capture range of the de- 
coder is present at the input. When the decoder is 
locked on an input signal, the logic output at Pin 8 goes 
to a “low” state. 

Figure 3 shows the typical output response of the cir- 
cuit for a tone-burst applied to the input, within the de- 
tection band. 

The center frequency of the detector is set by the free- 
running frequency of the current-controlled oscillator in 
the PLL. This free-running frequency, f 0 , is determined 
by the selection of R-j and Ci connected to Pins 5 and 
6, as shown in Figure 2. The detection bandwidth is de- 
termined by the size of the PLL filter capacitor, C2 (see 
Figure 10); and the output response speed is controlled 
by the output filter capacitor, C3. 

DEFINITION OF DEVICE PARAMETERS 


Center Frequency f 0 

f 0 is the free-running frequency of the current- 
controlled oscillator with no input signal. It is deter- 
mined by resistor R-| between Pins 5 and 6, and capaci- 
tor C-j from Pin 6 to ground. f 0 can be approximated by 


f 0 * 


1 

R1C1 


Hz 


where R-j is in ohms and C-| is in farads. 


Detection Bandwidth (BW) 


The largest detection bandwidth is the frequency range 
centered about f 0 , within which an input signal larger 
than the threshold voltage (typically 20 mV rms) will 
cause a logic zero state at the output. The detection 
bandwidth corresponds to the capture range of the PLL 
and is determined by the low-pass loop filter at Pin 2. 
Typical dependence of detection bandwidth on the filt- 
er capacitance and the input signal amplitude is shown 
in Figures 10 and 11, or may be calculated by the ap- 
proximation 


BW (%) « 338 


r 

V' 


Vj (RMS) 
Fo(Hz)*C2 (fiF) 



Figure 1 . XR-L567 Test Circuit 
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Largest Detection Bandwidth 

The largest detection bandwidth is the largest frequen- 
cy range within which an input signal above the thresh- 
old voltage will cause a logical zero stage at the output. 
The maximum detection bandwidth corresponds to the 
lock range of the PLL. 

Detection Band Skew 

The detection band skew is a measure of how accu- 
rately the largest detection band is centered about the 
center frequency, f 0 . This parameter is graphically illus- 
trated in Figure 4. In the figure, f m j n and f max corre- 
spond to the lower and the upper ends of the largest de- 
tection band, and f-| corresponds to the apparent cen- 
ter of the detection band, and is defined as the 
arithmetic average of f m j n and f max and f 0 is the free- 
running frequency of the XR-L567 oscillator section. 
The bandwidth skew, Af x , is the difference between 
these frequencies. Normalized to f 0 , this bandwidth 
skew can be expressed as: 

Bandwidth Skew = ^ = (<max + fmin ~ 2<o) 

*o 2f 0 


INPUT 


OUTPUT 



Response to 100 mV rms tone burst. 
R|_ = IK ohms 

Figure 3. Typical Output Response to 100 mV Input 
Tone-Burst 
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If necessary, the detection band skew can be reduced 
to zero by an optional centering adjustment. (See Op- 
tional Controls.) 



f mln *o *1 fm«* 


»o * PLL free-running frequency , mM + ^ 

fl = Center freq. of detection band = 

2 

Figure 4. Definition of Bandwidth Skew 

DESCRIPTION OF CIRCUIT CONTROLS 
Input (Pin 3) 

The input signal is applied to Pin 3 through a coupling 
capacitor. This terminal is internally biased at a dc level 
2 volts above ground, and has an input impedance level 
of approximately 100 kfl. 

Timing Resistor Rj and Capacitor Ci (Pins 5 and 6 ) 

The center frequency of the decoder is set by resistor 
R-| between Pins 5 and 6, and capacitor C-j from Pin 6 
to ground, as shown in Figure 2. 

Pin 5 is the oscillator squarewave output which has a 
magnitude of approximately Vqq - 1 .4V and an aver- 
age dc level of Vqq/2. A 5 kfl load may be driven from 
this point. The voltage at Pin 6 is an exponential triangle 
waveform with a peak-to-peak amplitude of * (Vqq - 
1.3)/3.5 volts and an average dc level of Vqq/2. Only 
high impedance loads should be connected to Pin 6 to 
avoid disturbing the temperature stability or duty cycle 
of the oscillator. 

Loop Filter— C 2 (Pin 2) 

Capacitor C2 connected from Pin 2 to ground serves as 
a single pole, low-pass filter for the PLL portion of the 
XR-L567. The filter time constant is given by T2 = 
R2C2, where R2 (100 kfi) is the impedance at Pin 2. 

The selection of C2 is determined by the detection 
bandwidth requirements, as shown in Figure 10. For 
additional information see section on “Definition of De- 
vice Parameters.” 

The voltage at Pin 2, the phase detector output, is a lin- 
ear function of frequency over the range of 0.95 f 0 to 
1.05 f 0 , with a slope of approximately 20 mV/% fre- 
quency deviation. 

Output Filter— C 3 (Pin 1 ) 

Capacitor C3 connected from Pin 1 to ground forms a 
simple low-pass post detection filter to eliminate spuri- 
ous outputs due to out-of-band signals. The time con- 


stant of the filter can be expressed as T3 = R3C3, 
where R3 (47 kO) is the internal impedance at Pin 1. 

If the value of C3 becomes too large, the turn-on or 
turn-off time of the output stage will be delayed until the 
voltage change across C3 reaches the threshold volt- 
age. In certain applications, the delay may be desirable 
as a means of suppressing spurious outputs. Con- 
versely, if the value of C3 is too small, the beat rate at 
the output of the quadrature detector may cause a 
false logic level change at the output (Pin 8). 

The average voltage (during lock) at Pin 1 is a function 
of the in-band input amplitude in accordance with the 
given transfer characteristic. 

Logic Output (Pin 8 ) 

Terminal 8 provides a binary logic output when an input 
signal is present within the pass-band of the decoder. 
The logic output is an uncommitted, open-collector 
power transistor capable of switching high current 
loads. The current level at the output is determined by 
an external load resistor, R[_, connected from Pin 8 to 
the positive supply. 

When an in-band signal is present the output transistor 
at Pin 8 saturates with a collector voltage of less than 

0. 6. at full rated output current of 10 mA. If large out- 
put voltage swings are needed, R|_ can be connected to 
a supply voltage, V + , higher than the Vqq supply. For 
safe operation, V+ <15 volts. 

OPERATING INSTRUCTIONS 

Selection of External Components 

A typical connection diagram for the XR-L567 is shown 
in Figure 2. For most applications, the following proce- 
dure will be sufficient for determination of the external 
components R-| , C-j , C2, and C3. 

1 . R-| and C-j should be selected for the desired center 
frequency by the expression f 0 « 1/R-jCI. For opti- 
mum temperature stability, R-j should be selected 
such that 20 kO < R-| < 200 k 0, and the R-|C*| pro- 
duct should have sufficient stability over the project- 
ed operating temperature range. 

2. Low-pass capacitor, C2, can be determined from the 
Bandwidth versus Input Signal Amplitude graph of 
Figure 10. One approach is to select an area of op- 
eration from the graph, and then adjust the input lev- 
el and value of C2 accordingly. Or, if the input ampli- 
tude variation is known, the required f 0 C2 product 
can be found to give the desired bandwidth. Con- 
stant bandwidth operation requires Vj > 200 mV 
rms. Then, as noted on the graph, bandwidth will be 
controlled solely by the f 0 C2 product. 

3. Capacitor C3 sets the band edge of the low-pass fil- 
ter which attenuates frequencies outside of the de- 
tection band and thereby eliminates spurious out- 
puts. If C3 is too small, frequencies adjacent to the 
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detection band may switch the output stage off and 
on at the beat frequency, or the output may pulse off 
and on during the turn-on transient. A typical mini- 
mum value for C3 is 2 C2. 

Conversely, if C3 is too large, turn-on and turn-off of 
the output stage will be delayed until the voltage 
across C3 passes the threshold value. 

Precautions 


der this condition, the lock-up transient is in a worst 
case situation, and the minimum theoretical lock-up 
time will not be achievable. 

The following expressions yield the values of C2 and 
C3, in microfarads, which allow the maximum operating 
speeds for various center frequencies where f 0 is Hz. 

13 26 r; 

c 2 = — . C 3 = — jt*F 

'0 'o 


1. The XR-L567 will lock on signals near (2n + 1) f 0 
and produce an output for signals near (4n + 1) f 0 , 
for n = 0,1,2 — etc. Signals at 5 f 0 and 9 f 0 can 
cause an unwanted output and should, therefore, be 
attenuated before reaching the input of the circuit. 

2. Operating the XR-L567 in a reduced bandwidth 
mode of operation at input levels less than 200 mV 
rms results in maximum immunity to noise and out- 
band signals. Decreased loop damping, however, 
causes the worst-case lock-up time to increase, as 
shown by the graph of Figure 13. 

3. Bandwidth variations due to changes in the in-band 
signal amplitude can be eliminated by operating the 
XR-L567 in the high input level mode, above 200 mV. 
The input stage is then limiting, however, so that out- 
band signals or high noise levels can cause an ap- 
parent bandwidth reduction as the in-band signal is 
suppressed. In addition, the limited input stage will 
create in-band components from subharmonic sig- 
nals so that the circuit becomes sensitive to signals 
at f 0 /3, f 0 /5 etc. 

4. Care should be exercised in lead routing and lead 
lengths should be kept as short as possible. Power 
supply leads should be properly bypassed close to 
the integrated circuit and grounding paths should be 
carefully determined to avoid ground loops and un- 
desirable voltage variations. In addition, circuits re- 
quiring heavy load currents should be provided by a 
separate power supply, or filter capacitors increased 
to minimize supply voltage variations. 

OPTIONAL CONTROLS 

Programming 

Varying the value of resistor R-| and/or capacitor C 1 will 
change the center frequency. The value of R-| can be 
changed either mechanically or by solid state switches. 
Additional Ci capacitors can be added by grounding 
them through saturated npn transistors. 

Speed of Response 

The minimum lock-up time is inversely related to the 
loop frequency. As the natural loop frequency is low- 
ered, the turn-on transients becomes greater. Thus 
maximum operating speed is obtained when the value 
of capacitor C2 is minimum. At the instant an input sig- 
nal is applied, its phase may drive the oscillator away 
from the incoming frequency rather than toward it. Un- 


The minimum rate that digital information may be de- 
tected without losing information due to turn-on tran- 
sient or output chatter is about 10 cycles/bit, which cor- 
responds to an information transfer rate of f o /10 baud. 
In situations where minimum turn-off is of less impor- 
tance than fast turn-on, the optional sensitivity adjust- 
ment circuit of Figure 5 can be used to bring the qui- 
escent C3 voltage closer to the threshold voltage. Sen- 
sitivity to beat frequencies, noise, and extraneous 
signals, however, will be increased. 



Figure 5. Adjustable Sensitivity Connections 
Chatter 

When the value of C3 is small, the lock transient and ac 
components at the lock detector output may cause the 
output stage to move through its threshold more than 
once, resulting in output chatter. 

Although some loads, such as lamps and relays will not 
respond to chatter, logic may interpret chatter as a se- 
ries of output signals. Chatter can be eliminated by 
feeding a portion of the output back to the input (Pin 1) 
or, by increasing the size of capacitor C3. Generally, the 
feedback method is preferred since keeping C3 small 
will enable faster operation. Three alternate schemes 
for chatter prevention are shown in Figure 6. Generally, 
it is only necessary to assure that the feedback time 
constant does not get so large that it prevents opera- 
tion at the highest anticipated speed. 
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Figure 6 . Methods of Reducing Chatter 


Skew Adjustment 

The circuits shown in Figure 7 can be used to change 
the position of the detection band (capture range) with- 
in the largest detection band (lock range). By moving 
the detection band to either edge of the lock range, in- 
put signal variations will expand the detection band in 
one direction only. Since R3 also has a slight effect on 
the duty cycle, this approach may be useful to obtain a 
precise duty cycle when the circuit is used as an oscil- 
lator. 


♦ V 



Figure 7. Detection Band Skew Adjustment 
CHARACTERISTIC CURVES 
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Figure 9. Largest Detection Bandwidth Versus 
Operating Frequency 
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Figure 10. Detection Bandwidth as a Function 
of C 2 and C 3 



OPTIONAL 

SENSITIVITY 

ADJUSTMENT 

REQUIRED 


Figure 11. Bandwidth Versus Input Signal Amplitude 
(C 2 «n /*F) 


Figure 8 . Supply Current Versus Supply Voltage 
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Figure 12. Bandwidth Variation With Temperature 


Figure 13. Greatest Number of Cycles Before Output 
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Figure 14. Power Supply Dependence of Center Frequency 



TEMPERATURE, C 

Figure 15. Typical Center Frequency Drift With Temperature 
(V+ = 5V, Ri = 80 kfi, f 0 = 1 kHz) 
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Figure 16. Typical Frequency Drift as a Function of 
Temperature 
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XR-2567 


Z* EXAR 


Dual Monolithic Tone Decoder 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-2567 is a dual monolithic tone decoder of the 
567-type that is ideally suited for tone or frequency de- 
coding in multiple-tone communication systems. Each 
decoder of the XR-2567 can be used independently or 
both sections can be interconnected for dual opera- 
tion. The matching and temperature tracking charac- 
teristics between decoders on this monolithic chip are 
superior to those available from two separate tone de- 
coder packages. 

The XR-2567 operates over a frequency range of 0.01 
Hz to 500 kHz. Supply voltages can vary from 4.5V to 
12V, with internal voltage regulation provided for sup- 
plies between 7V and 12V. Each decoder consists of a 
phase-locked loop (PLL), a quadrature AM detector, a 
voltage comparator, and a logic compatible output that 
can sink more than 100 mA of load current. 

The center frequency of each decoder is set by an ex- 
ternal resistor and capacitor which determine the free- 
running frequency of each PLL. When an input tone is 
present within the passband of the circuit, the PLL 
“locks” on the input signal. The logic output, which is 
normally “high”, then switches to a “low” state during 
this “lock” condition. 

FEATURES 

Replaces two 567-type decoders 

Excellent temperature tracking between decoders 

Bandwidth adjustable from 0 to 14% 

Logic compatible outputs with 100 mA sink capability 
Center frequency matching (1 % typ.) 

Center frequency adjustable from 0.01 Hz to 500 kHz 
Inherent immunity to false triggering 
Frequency range adjustable over 20:1 range by 
external resistor. 

APPLICATIONS 



Operating Temperature 
XR-2567M 
XR-2567C 

Storage Temperature 

ORDERING INFORMATION 
Part Number Package 

XR-2567M Ceramic 

XR-2567CN Ceramic 

XR-2567CP Plastic 

SYSTEM DESCRIPTION 


- 55°C to + 125°C 
0°C to +70°C 
-65°C to +150°C 


Temperature Range 

-55°C to +125°C 
0°C to +70°C 
0°C to + 70°C 


The XR-2567 dual monolithic tone decoder consists of 
two independant 567-type circuits and an on board volt- 
age regulator. Each decoder has a phase detector, low 
pass filter, and current controlled oscillator which com- 
prise the basic phase locked loop, plus an additional 
low pass filter and quadrature detector enabling detec- 
tion of in-band signals. Both devices have normally high 
open collector outputs capable of sinking 100 mA. 


Touch-Tone® Decoding 
Sequential Tone Decoding 
Dual-Tone Decoding/ 
Encoding 

Communications Paging 
Ultrasonic Remote- 
Control and Monitoring 


Full-Duplex Carrier-Tone 
Transceiver 
Wireless Intercom 
Dual Precision 
Oscillator 

FSK Generation and 
Detection 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 

With Internal Regulator 14V 

Without Regulator (Pins 12 and 13 shorted) 10V 
Power Dissipation 

Ceramic Package 750 mW 

Derate Above +25°C 6 mW/°C 

Plastic Package 625 mW/°C 

Derate Above + 25°C 5.5 mW/°C 


The input signal is applied to Pin 14 (device A) or Pin 1 1 
(device B), both with 20 kfi nominal input resistance. 
Free running frequency is controlled by an RC network 
at Pins 1 and 16 (device A) or Pins 8 and 9 (device B). A 
capacitor on Pin 2 (A), or Pin 7 (B) serves as the output 
filter and eliminates out-of-band triggering. PLL filtering 
is accomplished with a capacitor on Pin 15 (A), or Pin 
10 (B); bandwidth and skew are also dependant upon 
the circuitry here. Bandwidth is adjustable from 0% to 
14% of the center frequency. Pin 13 is + Vqq (4.75 to 
12V nominal, 14V maximum); Pin 7 is ground; and Pin 3 
(A) or Pin 6 (B) is the open collector output, pulling low 
when an in-band signal triggers the device. 

Voltage supplies below 7 V necessitate bypassing the 
internal regulator. This is accomplished by shorting Pin 
12 to Vqq; for supplies over 7V, a bypass capacitor of 
at least 1>F should AC ground Pin 12. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqc = + 5V, T A = 25° C, unless otherwise specified.Test circuit of Figure 2, S-j closed unless 
otherwise specified. 



LIMITS 



PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

GENERAL 






Supply Voltage Range 






Without Regulator 

4.75 


7 

Vdc 

See Figure 5, S-| closed. 

With Internal Regulator 

6.5 


12 

Vdc 

See Figure 5, S-| open. 

Supply Current (both decoders) 





See Figure 7, 8 

Quiescent XR-2567M 


12 

16 

mA 

R L = 20 kfl 

XR-2567C 


14 

20 

mA 

R l = 20 kfl 

Activated XR-2567M 


22 

26 

mA 

R l = 20 kfl 

XR-2567C 


24 

30 

mA 

Rj_ = 20 kfl 

Output Voltage 



15 

V 

Negative Voltage at Input 



-10 

V 


Positive Voltage at Input 



Vcc + 0.5 

V 


CENTER FREQUENCY (each decoder section) 






Highest Center Frequency 

Center Frequency Stability 

100 

500 


kHz 


Temperature T A = 25 °C 


35 


ppm/°C 

See Figure 14 

0°<T A < +70°C 


±60 


ppm/°C 

See Figure 14 

-55°<T a < + 125°C 


±140 


ppm/°C 

See Figure 14 

Supply Voltage 

Without Regulator 






XR-2567M 


0.5 

1.0 

%/V 

f 0 = 100 kHz 

XR-2567C 

With Internal Regulator 


0.7 

2.0 

%/V 

f 0 = 100 kHz 

XR-2567 M 


0.05 


%/V 

f 0 = 100 kHz, V CC = 9V 

XR-2567C 


0.1 


%/V 

f 0 = 100 kHz, Vqq = 9V 

DETECTION BANDWIDTH 






(each decoder section) 






Largest Detection Bandwidth 






XR-2567M 

12 

14 

16 

% of f 0 

f 0 = 100 kHz 

XR-2567C 

Largest Detection Bandwidth Skew 

10 

14 

18 

% of f 0 

f 0 = 100 kHz 

XR-2567M 


1 

2 

% of f 0 


XR-2567C 

Largest Detection Bandwidth Variation 


1 

3 

% of f 0 


Temperature 


±0.1 


%/°C 

Vj n = 300 mV rms 

Supply Voltage 


±2 


%/V 

Vj n = 300 mV rms 

INPUT (each decoder section) 






Input Resistance 


20 


k fl 


Smallest Detectable Input Voltage 


20 

25 

mV rms 

l L = 100 mA, fj = f 0 

Largest No-Output Input Voltage 

Greatest Simultaneous Outband 

10 

15 


mV rms 

l L = 100 mA, fj = f 0 

Signal to Inband Signal Ratio 


+ 6 


dB 


Minimum Input Signal to Wideband 

Noise Ratio 


-6 


dB 

Noise Bw = 140 kHz 

OUTPUT (each decoder section) 






Output Saturation Voltage 


0.2 

0.4 

V 

l[_ = 30 mA, Vj n = 25 mV rms 



0.6 

1.0 

V 

l|_ = 100 mA, Vj n = 25 mV rms 

Output Leakage Current 


0.01 

25 


Fastest ON-OFF Cycling Rate 


f o /20 




Output Rise Time 


150 


ns 

R l = 50fl 

Output Fall Time 


30 


ns 

R L = 50fl 

MATCHING CHARACTERISTICS 






Center Frequency Matching 


1 


% 

f 0 = 10 kHz 

Temperature Drift Matching 


±20 


ppm/°C 

0°C<T A <70°C 



±50 


ppm/°C 

- 55°C < T A < 1 25°C 
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Figure 2. Test Circuit 



Figure 3. XR-2567 Typical Response 


DEFINITIONS OF XR-2567 PARAMETERS 

f 0 is the free-running frequency of the current- 
controlled oscillator of the PLL with no input signal. It is 
determined by resistor R-| and capacitor Ci ; f 0 can be 
approximated by 


where Ri is in ohms and Ci is in farads. 

The detection bandwidth is the frequency range cen- 
tered about f 0 , within which an input signal larger than 
the threshold voltage (typically 20 mV rms) will cause a 
“logic zero” state at the output. The detection band- 
width corresponds to the capture range of the PLL and 
is determined by the low-pass bandwidth filter. The 
bandwidth of the filter, as a percent of f 0 , can be deter- 
mined by the approximation 


BW * 1070 


where Vj is the input signal in volts, rms, and C 2 is the 
capacitance in fiF at Pins 10 or 15. 



The largest detection bandwidth is the largest frequen- 
cy range within which an input signal above the thresh- 
old voltage will cause a logical zero state at the output. 
The maximum detection bandwidth corresponds to the 
lock range of the PLL. 

The detection band skew is a measure of how accu- 
rately the largest detection band is centered about the 
center frequency, f 0 . It is defined as (f m ax + fmin ~ 
2fo)/fo> where f max and f m j n are the frequencies corre- 
sponding to the edges of the detection band. If neces- 
sary, the detection band skew can be reduced to zero 
by an optional centering adjustment. (See Optional 
Controls.) 

DESCRIPTION OF CIRCUIT CONTROLS 
INPUT (Pins 11 and 14) 

The input signal is applied to Pins 14 and/or 1 1 through 
a coupling capacitor, C c . These terminals are internally 
biased at a dc level 2 volts above ground and they have 
an input impedance level of approximately 20 kfi. 

TIMING RESISTOR ^ AND CAPACITOR C-j (Pins 1, 8, 9, 
and 16) 

The center frequency, f 0 , of each decoder section is set 
by a resistor R-j and a capacitor C-j. R-ia is connected 
between Pins 1 and 16 in decoder section A, and Rib 
between Pins 8 and 9 of decoder section B. C-| a is con- 
nected from Pin 1 to ground, and Cib from Pin 8 to 
ground, as shown in Figure 4. R-| and C-| should be se- 
lected for the desired center frequency by the expres- 
sion f 0 * 1/R-|C-|. For optimum temperature stability, 
R-| should be selected such that 2 kQ < Ri <20 kR, 
and the R-jC-j product should have sufficient stability 
over the projected operating temperature range. 



For decoder section A, the oscillator output can be ob- 
tained at either Pin 1 or 16. Pin 16 is the oscillator 
squarewave output which has a magnitude of approxi- 
mately Vqq - 1 .4V and an average dc level of Vqq/ 2. A 
1 kfi load may be driven from this point. The voltage at 
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Figure 13. Bandwidth Variation With 
Temperature 
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pin 1 is an exponential triangle waveform with a peak- 
to-peak amplitude of 1 volt and an average dc level of 
Vqq/ 2. Only high impedance loads should be connect- 
ed to Pin 1 to avoid disturbing the temperature stability 
or duty cycle of the oscillator. For section B, Pin 9 is the 
squarewave output and Pin 8 the exponential triangle 
waveform output. 

LOOP FILTER, C 2 (Pins 10 and 15) 

Capacitors C2A and C2B connected from Pins 15 and 
10 to ground are the single-pole, low-pass filters for the 
PLL portion of decoder sections A and B. The filter time 
constant is given by T2 = R2C2, where R2 (1 0 kfi) is the 
impedance at Pins 10 or 15. The selection of C2 is de- 
termined by the detection bandwidth requirements and 
input signal amplitude as shown in Figures 10 and 12. 
One approach is to select an area of operation from the 
graph and then adjust the input level and value of C2 
accordingly. Or, if the input amplitude variation is 
known, the required f 0 C2 product can be found to give 
the desired bandwidth. Constant bandwidth operation 
requires Vj > 200 mV rms. Then, as noted in Figure 10, 
bandwidth will be controlled solely by the f 0 C2 product. 
(For additional information, see Optional Controls Sec- 
tion, “Speed of Response” and “Bandwidth Reduc- 
tion”.) 

Pins 10 and 15 correspond to the PLL phase detector 
outputs of sections A and B, respectively. The voltage 
level at these pins is a linear function of frequency over 
the range of 0.95 to 1 .05 f 0 , with a slope of approxi- 
mately 20 mV/% frequency deviation. 

OUTPUT FILTER, C 3 (Pins 2 and 7) 

Capacitors C3A and C3B connected from Pins 2 and 7 
to ground form low-pass post detection filters for sec- 
tions A and B respectively. The function of the post de- 
tection filter is to eliminate spurious outputs caused by 
out-of-band signals. The time constant of the filter can 
be expressed as T3 = R3C3, where R3 (4.7 k) is the in- 
ternal impedance at Pins 2 or 7. 

The precise value of C3 is not critical for most applica- 
tions. To eliminate the possibility of false triggering by 
spurious signals, a minimum value for C 3 is 2C2, where 
C2 is the loop filter capacitance for the corresponding 
decoder section. If C3 is smaller than 2C2, then fre- 
quencies adjacent to the detection band may switch 
the output stage “off” and “on” at the beat frequency, 
or the output may pulse “off” and “on” during the turn- 
on transient. 

If the value of C 3 becomes too large, the turn-on or 
turn-off time of the output stage will be delayed until the 
voltage change across C3 reaches the threshold volt- 
age. In certain applications, this delay may be desirable 
as a means of suppressing spurious outputs. (For addi- 
tional information, see Optional Controls Section, 
“Speed of Response” and “Chatter”.) 


LOGIC OUTPUT (Pins 3 and 6) 

Output terminals 3 and 6 provide a binary logic output 
when an input signal tone is present within the 
detection-band of each respective decoder section. 
The logic outputs are uncommitted “bare-collector” 
power transistors capable of switching high current 
loads. The current level at the output is determined by 
an external load resistor, R|_, connected from Vcc to 
Pins 3 or 6. 

When an in-band signal is present, the output transistor 
at Pins 3 or 6 saturates with a collector voltage less 
than 1 volt (typically 0.6V) at full rated current of 100 
mA. If large output voltage swings are needed, Rj_ can 
be connected to a supply voltage, V + higher than the 
Vcc supply. For safe operation, V + < 15 volts. 

REGULATOR BY-PASS (Pin 12) 

This pin corresponds to the output of the voltage regu- 
lator section. For circuit operation with a supply voltage 
greater than 7V, Pin 12 should be ac grounded with a 
bypass capacitor > 1 /xF. For circuit operation over a 
supply voltage range of 4.5 to 7V, the voltage regulator 
section is not required; Pin 12 should be shorted to 

Vcc- 

GROUND TERMINALS (Pins 4 and 5) 

To eliminate parasitic interaction, each decoder section 
has a separate ground terminal. The internal regula- 
tor shares a common ground with decoder section A 
(Pin 4). 

Independent ground terminals also allow additional 
flexibility for split supply operation. Pin 4 can be used as 
V - , and Pin 5 as ground, as shown in Figure 16. When 
the circuit is operated with split supplies, the positive 
supply should always be >6V, and the dc potential 
across Pins 13 and 14 should not exceed 15 volts. 



Figure 16. Split-Supply Operation Using Independent Ground 
Terminals of Units A and B. Unit A Operates 
Between V + and V ~ ; Unit B Operates Between 
V+ and Ground 
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OPTIONAL CONTROLS 

SPEED OF RESPONSE 


XR-2567 


The minimum lock-up time is inversely related to the 
loop frequency. As the natural loop frequency is low- 
ered, the turn-on transient becomes greater. Thus, max- 
imum operating speed is obtained when the value of ca- 
pacitor C 2 is minimum. At the instant an input signal is 
applied, its phase may drive the oscillator away from 
the incoming frequency rather than toward it. Under 
this condition, the lock-up transient is in a worst case 
situation, and the minimum theoretical lock-up time will 
not be achievable. 



Figure 18. Methods of Reducing Chatter 


SKEW ADJUSTMENT 


The following expressions yield the values of C2 and 
C3, in microfarads, which allow the maximum operating 
speeds for various center frequencies. The minimum 
rate that digital information may be detected without 
losing information due to turn-on transient or output 
chatter is about 10 cycles/bit, which corresponds to an 
information transfer rate of f o /10 baud. 


C 2 


130 


.c 3 


260 

fo 


In situations where minimum turn-off time is of less im- 
portance than fast turn-on, the optional sensitivity ad- 
justment circuit of Figure 17 can be used to bring the 
quiescent C3 voltage closer to the threshold voltage. 
Sensitivity to beat frequencies, noise, and extraneous 
signals, however, will be increased. 



OECRE ASt 
SENSITIVITY 


INCREASE 

sensitivity 


silicon 
diodes for 

TEMPERATURE 

COMPENSATION 

(OPTIONAL! 


Figure 17. Optional Connections for Sensitivity Control 


The circuits shown in Figure 19 can be used to change 
the position of the detection band (capture range) with- 
in the largest detection band (or lock range). By moving 
the detection band to either edge of the lock range, in- 
put signal variations will expand the detection band in 
one direction only. Since R3 also has a slight effect on 
the duty cycle, this approach may be useful to obtain a 
precise duty cycle when the circuit is used as an oscil- 
lator. 



Figure 19. Connections to Reposition Detection Band 


OUTPUT LATCHING 

After a signal is received, the output of either decoder 
section can be latched “on” by connecting a 20 k!2 re- 
sistor and diode from the “output” terminal to the “out- 
put filter” terminal as shown in Figure 20. The output 
stage can be unlatched by raising the voltage level at 
the output filter terminal. 


CHATTER 

When the value of C3 is small, the lock transient and ac 
components at the lock detector output may cause the 
output stage to move through its threshold more than 
once, resulting in output chatter. 

Although some loads, such as lamps and relays will not 
respond to chatter, “logic” may interpret chatter as a 
series of output signals. Chatter can be eliminated by 
feeding a portion of the output back to the input or, by 
increasing the size of capacitor C3. Generally, the feed- 
back method is preferred since keeping C3 small will 
enable faster operation. Three alternate schemes for 
chatter prevention are shown in Figure 18. Generally, it 
is only necessary to assure that the feedback time con- 
stant does not get so large that it prevents operation at 
the highest anticipated speed. 



POSITIONING OF DETECTION BANDS 

Figure 21 defines the respective band-edge and band- 
center frequencies for sections A and B of the dual tone 
decoder. 
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Frequencies f[_ and Fh with appropriate subscripts re- 
fer to the low and the high band-edge frequencies for 
decoder sections A and B, and f 0 is the center frequen- 
cy. 


DETECTION BAND DETECTION BAND 



FREQUENCY 


(a) Independent Detection of Two Separate Tones 



(b) Addition of Detection Bandwidth for Wide-Band 
Detection 


TOTAL DETECTION 


—| |— 



FREQUENCY 


(c) Subtraction of Bandwldths for Narrow-Band Detection 
Figure 21. Positioning of Detection Bands 


The two sections can be interconnected to form a sin- 
gle tone detector with an overall detection bandwidth 
equal to the sum or the difference of the detection 
bands for the two individual detector sections. For ex- 
ample, if the individual decoder sections are intercon- 
nected as shown in Figure 25, then the total detection 
bandwidth would be approximately equal to the sum of 
the respective bandwidths as shown in Figure 21(b). 
Similarly, if the decoders are interconnected as shown 
in Figure 23, then the overall detection band would be 
equal to the difference, or the overlap, between the re- 
spective bandwidths as shown in Figure 21(c). 

BANDWIDTH REDUCTION 

The bandwidth of each decoder can be reduced by ei- 
ther increasing the loop filter capacitor C 2 or reducing 
the loop gain. Increasing C 2 may be an undesirable so- 
lution since this will also reduce the damping of the 
loop and thus slow the circuit response time. 

Figure 22 shows the proper method of reducing the 
loop gain for reduced bandwidth. This technique will im- 
prove damping and permit faster performance under 
narrow band operation. Bandwidth reduction can also 
be obtained by subtracting overlapping bandwidths of 
the two decoder sections (see Figures 21(c) and 23). 



Figure 22. Bandwidth Reduction 


APPLICATIONS 
DUAL-TONE DETECTION 

In most dual-tone detection systems, the decoder out- 
put is required to change state only when both input 
tones are present simultaneously. This can be imple- 
mented by setting the detection bandwidth of each of 
the XR-2567 decoder sections to cover one of the input 
tones; and then connecting the respective outputs 
through a NOR gate, as shown in Figure 23. In this 
case, the output of the NOR gate will be “high” only 
when both input tones are present simultaneously. 



1/4 SN7402 


Figure 23. Connection for Decoding Dual-Tone Encoded Input 
Signals 


Figure 24 shows additional circuit configurations which 
can be used for decoding multiple-tone input signals. In 
Figure 24(a), the output of Unit A is connected to the 
output filter (Pin 7) of Unit B through the diode D-| . If no 
input tone is present within the detection-band of Unit 
A, then its output (pin 3) is “high”, which keeps diode 
D-) conducting and “disables” Unit B by keeping its out- 
put (pin 6) “high”. If an input tone is present within the 
detection-band of Unit A, Pin 3 is low, diode D-| is re- 
verse biased, and decoder B is no longer disabled. If 
under these conditions an input signal is - present within 
the detection-band of Unit B, then its output at Pin 6 
would be “low”. Thus, the output at Pin 6 is “low” only 
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when input tones within the detection-band of A and B 
are present simultaneously. 

The dual-tone decoder circuit of Figure 24(b) makes 
use of the split-ground feature of the XR-2567. The out- 
put terminal of Unit A is used as a “switch” in series 
with the ground terminal (Pin 5) of Unit B. If the input 
tone A is not present, Pin 3 is at its high-impedance 
state, and the ground terminal of Unit B is open- 
circuited. When the input tone A is present, Pin 3 goes 
to a low-impedance state and Unit B is activated. In this 
manner, the output of Unit B will be "low” only when 
both tones A and B are present. 

In the circuit connection of Figure 24(b), Unit B does 
not draw any current until it is activated. Therefore, its 
power dissipation in a stand-by condition is lower than 
other dual-tone decoder configurations. However, due 
to finite series resistance between Pin 3 and ground 
when Unit B is activated, the output current sink capa- 
bility is limited to < 10 mA. 



(a) 



(b) 


Figure 24. Additional Dual-Tone Decoding Circuits 


SEQUENTIAL TONE DECODING 

Dual-tone decoder circuits can also be used for se- 
quential tone decoding where one tone must be present 
before the other for the circuit to operate. This can be 
achieved by making the output filter capacitance, C3, 
of one of the sections large with respect to the other. 
For example, in the circuits of Figures 24(a) and 24(b), if 
C3A is chosen to be much larger than 633 (C3A ^ 
C3B), then Unit A will remain “on” and activate B for a 
finite time duration after tone A is terminated. Thus, the 
circuit will be able to detect the two tones only if they 
are present sequentially, with tone A preceding tone B. 

The circuit of Figure 24(a) can also be modified for se- 
quential tone decoding by addition of a diode, D2, be- 
tween pins 3 and 6. Once activated by Unit A, Unit B 
will stay “on” as long as tone B is present, even though 
tone A may terminate. Once tone B disappears, the cir- 
cuit is reset to its original state and would require tone 
A to be present for activation. 

HIGH-SPEED NARROW-BAND TONE DECODER 

The circuit of Figure 23 can be used as a narrow-band 
tone decoder by overlapping the detection bands of 
Units A and B (see Figure 21(c)). The output of the NOR 
gate will be high only when an input signal is present 
within the overlapping portions of the detection band. 
To maintain uniform response within the pass-band, the 
input signal amplitude should be > 80 mV rms. For 
minimum response time, PPL filter capacitors C2A and 
C2B should be: 

C 2 A = C 2B = 7^77^ 

<o (Hz) 

Under this condition, the worst-case output delay is 
«10 to 14 cycles of the input tone. 

The practical matching and tracking tolerances of indi- 
vidual units limit the minimum bandwidth to »4% of f 0 . 

WIDE-BAND TONE DECODER 

Figure 25 is a circuit configuration for increasing the 
detection bandwidth of the XR-2567 by combining the 
respective bandwidths of individual decoder sections. If 
the detection bands of each section are located adja- 
cent to each other as shown in Figure 21(b), and if the 
two outputs (pins 3 and 6) are shorted together, then 
the resulting bandwidth is the sum of individual band- 
widths. In this manner, the total detection bandwidth 
can be increased to 24% of center frequency. To main- 
tain uniform response throughout the pass band, the in- 
put signal level should be >80 mV, rms, and the re- 
spective pass-bands of each section should have 
*3% overlap at center frequency. 

TONE TRANSCEIVER 

The XR-2567 can be used as a full-duplex tone trans- 
ceiver by using one section of the unit as a tone detec- 
tor and the remaining section as a tone generator. 
Since both sections operate independently, the circuit 
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Figure 25. Wide-Band Tone Detection 

can transmit and receive simultaneously. A recom- 
mended circuit connection for transceiver applications 
is shown in Figure 26. In this case, Unit A is utilized as 
the receiver, and Unit B is used as the transmitter. The 
transmitter section can be keyed “on” and “off” by ap- 
plying a pulse to pin 8 through a disconnect diode D*|. 
The oscillator section of Unit B will be keyed “off” when 
the keying logic level at pin 8 is at a “low” state. 

The output of the transmitter section (Unit B) can also 
be frequency modulated over a +6% deviation range 
by applying a modulation signal to pin 10. 

HIGH CURRENT OSCILLATOR 

The oscillator output of each section of XR-2567 can be 
amplified using the high current logic driver sections of 
the circuit. In this manner, each section of the circuit 
can switch 100 mA loads, without sacrificing oscillator 
stability. A recommended circuit connection for this ap- 
plication is shown in Figure 27. The oscillator frequency 
can be modulated over ±6% of f 0 by applying a control 
voltage to pins 15 or 10. 



Figure 26. Tone Transceiver 


Vcc- v cc 



Figure 27. Precision Oscillator with High Current Output 
Capability 
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XR-1 000-1 008 


General Purpose Low Pass Filter 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAMS 


The XR-1 000 is a general purpose 4th order low pass 
filter utilizing switched capacitor (SCF) circuit tech- 
niques. XR-1 000 is available in several options provid- 
ing Butterworth or Chebyshev filter responses. The 
Chebyshev option is also available with passband ripple 
specifications of 0.01, 0.1, or 1.0 dB specifications. 

The SCF techniques used provide a clock tunable cut- 
off frequency, with either 50:1 or 100:1 clock to cutoff 
frequency ratios available. The clock may be externally 
generated or an on-board Schmitt trigger is supplied for 
providing an internal clock with an external resistor/ 
capacitor combination. 

The XR-1 000, utilizing CMOS technology, is available in 
either a 14-Pin or 8-Pin DIL package. 

FEATURES 

Switched Capacitor Circuit Techniques 
Single 5 Volt Operation 
Low External Parts Count 
No Precision Components Necessary 
Low Power Operation 

50:1/100:1 Clock to Cutoff Frequency Options 
8-Pin/I 4-Pin Package Options 
0.1 to 20 kHZ Cutoff Frequency Range 
Internal/External Clock Operation 

APPLICATIONS 

General Purpose Low Pass Filters 

Telecom Filtering 

Medical Systems 

Audio Applications 

Data Acquisition Systems 


ORDERING INFORMATION 



i 


Part Number 

Package 

Pins 

Response/Ripple 

fCLK/fc 

Operating Temperature Range 

XR-1000CP/CN 

Plastic/Ceramic 

14 

BW-CH/- 

50/100 

0°C to 70°C 

XR-1 001 CP/CN 

Plastic/Ceramic 

8 

BW/- 

100 

0°C to 70°C 

XR-1002CP/CN 

Plastic/Ceramic 

8 

BW/- 

50 

0°C to 70°C 

XR-1003CP/CN 

Plastic/Ceramic 

8 

CH/0.01 dB 

100 

0°C to 70°C 

XR-1004CP/CN 

Plastic/Ceramic 

8 

CH/0.01 dB 

50 

0°C to 70°C 

XR-1005CP/CN 

Plastic/Ceramic 

8 

CH/0.1 dB 

100 

0°C to 70°C 

XR-1006CP/CN 

Plastic/Ceramic 

8 

CH/0.1 dB 

50 

0°C to 70°C 

XR-1007CP/CN 

Plastic/Ceramic 

8 

CH/1.0 dB 

100 

0°C to 70°C 

XR-1008CP/CN 

Plastic/Ceramic 

8 

CH/1.0 dB 

50 

0°C to 70°C 


1-71 



XR-1 000-1 008 


ABSOLUTE MAXIMUM RATINGS 

Power Supply V+ + |V~ | 14 Volts 

Power Dissipation 

14-Pin 750 mW 

8-Pin 500 mW 

Derate Above 25° 

14-Pin 6 mW/°C 

8-Pin 2.5 mW/°C 

Storage Temperature Range -65°C to + 150°C 

PIN DESCRIPTIONS 

V + , V - ,— The power supplies are applied to these 
pins. The XR-1 000 series will operate over a range of 
5V to 14V with a single supply, or ± 2.5V to ± 7V for du- 
al supplies. 

Filter In— The raw signal, biased to mid-supply or capac- 
itively coupled, is applied to this pin. 

Clock Input (CLK IN)— A dual purpose Schmitt trigger, ac- 
cessed at this pin, aids system flexibility by allowing ei- 
ther an external CMOS level clock or generation of an 
internal clock signal (self clocking) with an external re- 
sistor and capacitor. See CLK R for further information. 

Clock Resistor (CLK R)— A TTL level clock may be applied 
here. Alternately, a resistor connected between CLK R 
and CLK IN and a capacitor from CLK IN to ground, al- 
lows self clocking operation with the internal Schmitt 
trigger. 

Level Shift (L.SH)— The level shift pin provides clock se- 
lection and switching thresholds. The voltage at L.SH 
determines the threshold of the clock level' shift stage, 
which converts either external TTL, external CMOS, or 
the internally generated clock signal to full V + to V - 
excursions. Comparison threshold voltage level is two 
volts above the voltage on L.SH. For TTL clocks, L.SH 
should be held at power supply ground and dual sup- 
plies of ±5V or greater must be employed. For CMOS 


or internal clocking, connect L.SH to V~ (or ground, 
with single supplies). Forcing L.SH to V + disables the 
filter. 

Analog Ground (AGND)— The analog, or signal ground 
should be directly connected to system power supply 
ground for dual supply operation. This pin is internally 
biased to (V + + V~)/2, and should be heavily by- 
passed with capacitors to power supply ground for sin- 
gle supply operation. In noisy environments, perform- 
ance may be improved with an additional bypass ca- 
pacitor to V + . 

Filter Out— The filter output will typically source 3 mA 
and sink 0.9 mA. With a 5kfi or larger load resistance, 
the output will typically swing to within IV of either sup- 
ply. 

Frequency Ratio Select (50/100)— (XR-1 000 only) The 
clock to center frequency ratio is determined by this 
pin. When tied to V+, the ratio is 50:1, when tied to 
V~, 100:1 operation is selected. 

Filter Response Select (RLO and RL1) — (XR-1 000 only) The 
desired filter response is selected by programming 
these pins. Logic 1 is V + , logic 0 is V - . Table 1 depicts 
the programming necessary to select the various op- 
tions available from the XR-1 000. 


Table 1. XR-1 000 Programming 


RLO 

RL1 

50/100 

RESPONSE 

RIPPLE 

f CLK /fc 

0 

0 

0 

Butterworth 

X 

50:1 

0 

0 

1 

Butterworth 

X 

100:1 

0 

1 

0 

Chebyshev 

0.01 dB 

50:1.., 

0 

1 

1 

Chebyshev 

0.01 dB 

100:1 

1 

0 

o 

Chebyshev 

0.1 dB 

50:1 

1 

0 

1 

Chebyshev 

0.1 dB 

100:1 

1 

1 

0 

Chebyshev 

0.5 dB 

50:1 

1 

1 

1 

Chebyshev 

0.5 dB 

100:1 
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ADVANCE INFORMATION 


XR-2103 


FSK Modem Filter 

GENERAL DESCRIPTION 

The XR-2103 is a Monolithic Switched-Capacitor Filter 
designed to perform the complete filtering function 
necessary for a Bell 103 Compatible Modem. The XR- 
2103 is specifically intended for use with the XR-14412 
Modulator/Demodulator to form a complete stand 
alone two-chip modem. In addition to complete high 
and low bandpass filters, the XR-2103 contains internal 
mode switching, auto-zeroing limiter and dedicated du- 
plexer op amp. An on board carrier detect circuit is al- 
so included to complete the overall system. Designed 
for crystal-controlled operation, the XR-2103 may oper- 
ate from a 1.0 MHz or 4.0 MHz crystal or external 
clock. A 1 MHz buffered clock output is provided for the 
XR-14412. A self-test circuit is included. 

The XR-2103, available in a 20 pin package, utilizes 
CMOS technology for low power operation with a sup- 
ply voltage range from 4.75V to 15V. 


FEATURES 

Single 5 Volt Operation 
4.0 MHz/1 MHz Clock Input — Slaveable 
Complete On Board Output Active Filters 
Low Supply Current 

Internal Answer/Originate Mode Switching 
Programmable Input Receive Gain 
Carrier Detect Output 
Active Duplexer 


FUNCTIONAL BLOCK DIAGRAM 


v oo 


CNO 


Ay OUT 


MODE 


V 0 


SEIF 


CLOCK 



ORDERING INFORMATION 


Part Number 


Package Operating Temperature 


XR-2103CP Plastic 0°C to 70°C 

XR-2103CN Ceramic 0°C to 70°C 


APPLICATIONS 

Bell 103 Transmit/Receive Filtering 
Complement to XR-14412 or other Modulator/ 
Demodulators 


ABSOLUTE MAXIMUM RATINGS 

Power Supply 16V 

Power Dissipation 1 .0W 

Derate Above 25°C 5.0 mW/°C 

Operating Temperature 0°C to 70°C 

Storage Temperature -65°C to 150°C 

Any Input Voltage (Vqd + 0.5 V) to (V$s-0.5V) 


SYSTEM DESCRIPTION 

The XR-2103 internally consists of four main signal 
blocks. They are: input and output multiplexers to route 
the transmit and receive signals to the proper filter and 
output, according to the mode input; high and low band 
filters, 6 poles each, to perform precise bandpass filter- 
ing; output RC active filters to perform output recon- 
struction and filtering; carrier detection circuit for sys- 
tem interfacing. 

An input amplifier with programmable gain is provided 
for the receive signals. The XR-2103 contains an inter- 
nal clock oscillator which accepts either a crystal or an 
external oscillator of 1 MHz or 4 MHz. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Vdq = 5V, Vgs = OV, X|n = 4.0 MHz, X se | = Vdd. t J = 25°C, unless otherwise specified. 


SYMBOL 

PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

V DD 

Power Supply Voltage Range 

4.75 


15 

V 

Vss = 0 

>DD 

Power Supply Current 


8 

10 

mA 

Vdd = 5V 





35 


Vdd = 15V 

ANALOG SECTION RECEIVE AMPLIFIER | 

Vos 

Offset Voltage 

-50 


50 

mV 


a 0L 

Open Loop Gain 


66 


dB 

R L = 100k 

>B 

Input Bias Current 


1 


pA 


SR 

Slew Rate 

2 


V/^s 




Output Swing 

3 

4.5 


Vp-p 

R l = 100k to GND (Pin 2) 

DUPLEXER | 


Isolation 


20 


dB 

R 2 = Line Resistance = 600 Q 


Output Swing 

3 

4.5 


Vp-p 


V 0S 

Offset Voltage 

-100 


100 

mV 


LIMITER | 


Output Symmetry Error 


±15 

±2.0 

% 

C c = 1 Mf Deviation from 50% 


Output Swing 


4 


Vp-p 

R|_ = 1 meg Duty Cycle 


Output Current 


100 


/xA 

R L = Ik 

CARRIER DETECT | 

V t h 

Threshold Voltage 


-48 


dBM 

Receive Amplifier Gain = 14 dB 


Hysteresis 

2 

4 

6 

dB 


ton 

Turn On Time 


>100 


msec 

C C d = 0.1 mF, V in = -48 dBM 

toff 

Turn Off Time 


<100 


msec 


LOW BAND FILTER | 

to 

Center Frequency 

1160 

1170 

1180 

Hz 


BW 

Bandwidth 


500 


Hz 


Vfs 

Full Scale Input 


2.5 


Vp-p 


A r 

Pass Band Gain 

3 

4 

5 

dB 


DR 

Dynamic Range 


50 


dB 


PSRR 

Power Supply Rej. 


15 


dB 

f = 2 KHz 


Pass Band Ripple 



2 

dB 

p-p 1070 Hz-1270 Hz 


High Band Rejection 

40 



dB 

2025 Hz-2225 Hz 

GD 

Differential (Group) Delay 


200 

500 




Clock Feedthrough 


-60 


dBV 


HIGH BAND FILTER | 

to 

Center Frequency 

2105 

2125 

2145 

Hz 


BW 

Bandwidth 


500 


Hz 


Vfs 

Full Scale Input 


2.5 


Vp-p 


A r 

Pass Band Gain 

3 

4 

5 

dB 


DR 

Dynamic Range 


50 


dB 


PSRR 

Power Supply Rej. 


18 


dB 

f = 1 kHz 


Pass Band Ripple 



2 

dB 

p-p 2025 Hz-2225 Hz 


Rejection 

40 



dB 

1070 Hz-1270 Hz 

GD 

Differential Delay (Grp.) 


200 

500 

MS 

2025 Hz-2225 Hz 


Clock Feedthrough 


-60 


dBV 

62.5 kHz 

TRANSMIT | 

Vos 

DC Offset Voltage 



100 

mV 



Output Swing 

2.2 



Vp-p 

R 2 = Line Resistance = 600Q 


Output Current 


1.2 


mA 


DIGITAL CMOS LOGIC LEVELS (V DD = 5V, V$S = 

OV) 





Vih 

Input Voltage 


2.75 

3.5 

V 

‘V Level 

Vil 

Input Voltage 

1.5 

2.25 


V 

‘0’ Level 

'oh 

Output Current 


500 


mA 

‘1’ Level CLK OUT 

IqI 

Output Current 


1000 


mA 

‘0’ Level CLK OUT 

'oh 

Output Current 


100 


M 

‘1’ Level X OUT 

'ol 

Output Current 


200 


mA 

‘0’ Level X OUT 

tc 

Clock Frequency 


1.0 

4.0 

MHz 


fx 

Crystal Frequency 

1.0 


4.0 

MHz 
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OPERATING PRINCIPLES 

The XR-2103 contains all the filtering and multiplexing 
functions necessary for a Bell 103 type (300 baud) FSK 
modem. A complete modem requires only the XR-2103, 
theXR-14412, and telephone line interfacing hardware. 
A description of the main functional blocks follows. 

Bandpass Filtering: Two six pole, 500 Hz bandwidth 
switched capacitor filters, designed for Bell 103 stan- 
dard center frequencies of 1170 Hz (low band) and 
2125 Hz (high band), constitute the main portion of the 
device. Both filters feature +4 dB passband gain, 
50 dB dynamic range, and more than 40 dB opposite 
band rejection. Filter response curves are depicted in 
Figure 3. On board multiplexing allows using these filt- 
ers for both transmitting and receiving. Active low pass 
filters reconstruct the time sampled output signals, 
characteristic of switched capacitor filters, and attenu- 
ate the unwanted energy above 15 kHz. 

Duplexer: An operational amplifier is employed as an 
active two to four wire converter (duplexer). The two 
phone wires are “split” into transmit and receive com- 
ponents for proper processing; the transmit output 
from Pin 8 is applied to the lines through a resistor and 
the received signal is drawn from the line and routed in- 
to a preamplifier. Transmit energy appears as a com- 
mon mode signal, hence does not appear on the du- 
plexer output. The received signal, meanwhile, is ampli- 
fied by two. Isolation is maximized when the transmit 
injection resistor (between Pins 6 and 8) is equal in 
magnitude to the phone line impedance (600 Q nomi- 
nal). Transmit signal levels are typically -9 dBm. Re- 
ceived signals can vary over a 50 dB dynamic range. 

Received Carrier Amplifier: An operational amplifier, with 
its inverting input on Pin 20 and output on Pin 3, serves 
as a received carrier amplifier. Duplexer output (Pin 7) 
is routed to Pin 20 through a 100 kQ or larger resistor. 
Gain, typically 5 (14 dB), equals the ratio of the feed- 
back resistor (Pin 3 to Pin 20) to the input resistor (Pin 7 
to Pin20).The non-inverting input is internally biased to 


XR-2103 

one half supply. The amplifier features open loop gain 
of 66 dB, output swings of 4.5 Vp-p, and a slew rate of 
2V//*s. This pin-out allows flexible signal processing ca- 
pabilities: for example, an input low pass filter for elimi- 
nating aliasing is easily achieved. 

Auto-Zeroing Limiter: An automatic offset zeroing com- 
parator (limiter) compensates for errors caused by sys- 
tem offset voltages and currents, and converts the re- 
ceived carrier into an accurate 50% duty cycle wave- 
form. The resultant square wave on Pin 16 is at digital 
logic levels and can interface directly with the modu- 
lator/demodulator circuit. 

Carrier Detector: An on board carrier detection circuit 
simplifies total system interfacting. Carrier detect out- 
put (Pin 1 8 ) pulls low when a suitable signal is received. 
With 14 dB of gain in the receiver preamplifier, the 
threshold level is -48 dBm and has 4 dB of hysteresis. 
Turn on/off delay time is externally programmable by a 
capacitor from Pin 19 to ground. A 0.1 ^F unit yields 
100 ms; delay is directly proportional to capacitance. 

Clocking: Filter frequency accuracy is directly related to 
the clock frequency. The device operates within specifi- 
cations with a 1 MHz clock, provided by either a 1 MHz 
or 4 MHz crystal (divided down internally) or by sharing 
the 1 MHz clock signal from the XR-14412. The device 
will operate at other clock frequencies, but the filter 
center frequencies will differ. The crystal and a parallel 
10 MO resistor are attached between Pins 11 and 12. 
The crystal should be series resonant with a shunt ca- 
pacitance less than 9 pF. Pin 13, when high, divides the 
input frequency by 4; when low, the internal prescaler 
is bypassed. Pin 10 is the clock output for interconnec- 
tion with other devices. 

Self Test: An on board self test diagnostic activates an 
analog loop-back mode: the transmit carrier is routed 
through the proper filter and back through the receive 
carrier preamplifier and filters, allowing performance 
verification of all systems. 
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APPLICATIONS 

The Bell 103 compatible modem of Figure 4 consists of 
the XR-2103 FSK modem filter and the XR-14412 FSK 
modulator/demodulator. Designed for full duplex 300 
baud operation, the circuit requires only telephone line 
and computer interfacing. The entire system uses a 
single 5V supply, and performs both answer and origi- 
nate functions. Answer/Originate selection is controlled 
by the mode input; low inputs select answer, high se- 
lects originate. 

The telephone line is connected via an isolation trans- 
former to the duplexer input (Pin 6) of the XR-2103. A 
resistor, equal to the line resistance, attaches from Pin 
6 to the transmit output (Pin 8) and couples the transmit 
signal to the line. The received signal is removed from 
the line via the duplexer (also called a “two to four wire 
converter” or “hybrid”). Duplexer output is coupled 
through the receive carrier preamplifier into the multi- 
plexer, where the proper band pass filter is selected. 
Transmit energy is seen as a common mode signal and 
does not appear on the duplexer output. 

If the system is in the originate mode (mode pin pulled 
high), the received signal passes through the low band* 
filter. Then, the sampled signal is reconstructed by an 
on board RC active low pass filter and is fed into the 


XR-2103 

limiter and carrier detect circuit. Carrier detect output 
(Pin 18) pulls low after a 100 ms delay, controlled by the 
0.1 /xF capacitor on the Cqd pin (Pin 19). The limiter cir- 
cuit compensates for circuit imperfections (offset volt- 
ages, etc.), and outputs a 50% duty cycle waveform to 
the demodulator input (Pin 1) of the XR-14412. The de- 
modulated data appears on Pin 7 of the XR-14412. 

Transmit data is applied to the modulator input (Pin 11) 
of the XR-14412. Depending on mode, originate or an- 
swer, the data modulates either the high or low band. 
The modulated signal exits Pin 9 and is applied to the 
transmit multiplexer input (Pin 5) of the XR-2103; is fil- 
tered, reconstructed, and sent into the duplexer and 
the phone line. 

One shared time base is employed: here, the oscillator 
of the XR-2103 serves both devices. Buffered output is 
routed from Pin 10 of the XR-2103 into Pin 4 of the 
XR-14412. With a 1 MHz crystal, the oscillator divide by 
four prescaler is bypassed — Pin 13 is held low. With 
Pin 13 high, a 4 MHz crystal is used. 

This circuit requires no adjustments. With suitable tele- 
phone line coupling and data system interfacing, this 
modem realizes its goals of high performance and reli- 
ability at low cost. 
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XR-2120 



PSK Modem Filter 

GENERAL DESCRIPTION 

The XR-2120 is a self-contained bandpass filter set de- 
signed for realization of Bell 212A compatible 1200 bits / 
sec PSK Modems. The XR-2120 utilizes CMOS tech- 
nology and switched capacitor circuit techniques to 
minimize external components to a single crystal or fre- 
quency source. Contained in the device are two com- 
plete bandpass filters centered around the Bell stan- 
dard 1200 Hz and 2400 Hz send and receive frequen- 
cies. These filters also provide compromise line 
equalization. Additional features included are digitally 
programmable transmit and receive gains as well as in- 
put anti-aliasing and complete output smoothing filters. 
Separate V$s pins for transmit, receive, and digital sec- 
tions are provided to minimize crosstalk. 

The XR-2120, available in a 22-Pin package (0.4 inch 
wide), is designed to operate from a single 12 volt or 
dual 6 volt supplies. 


FEATURES 

On-board Crystal Oscillator With Buffered Output 
Internal Anti-aliasing Filters 
Complete On-board Output Active Filters 
Digitally Programmable Transmit and Receive Gains 
MODE Input Internally Switches Filters 
for Answer/Originate 
Single or Split Supply Operation 
Center Frequencies Movable with Input Clock 
High-Impedance Inputs (100 koj min) 

Low Supply Current 
1 % Center Frequency Accuracy 
Separate CLK IN and CLK OUT Pins 


APPLICATIONS 

Bell 21 2A Transmit/Receive Filtering 
Answer Back Signal Filtering 


ABSOLUTE MAXIMUM RATINGS 

Power Supply 16 V 

Power Dissipation 1 .0 W 

Derate above 25°C 5 mW/°C 

Operating Temperature 0°C to 70°C 

Storage Temperature - 65°C to 1 50°C 

Any Input Voltage (Vqd + 0.5V) to (V$s -0.5V) 
DC Current Into Any Input ± 1 mA 


FUNCTIONAL BLOCK DIAGRAM 
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ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-2120CN Ceramic 0°Cto+70°C 

XR-2120CP Plastic 0°Cto+70°C 

SYSTEM DESCRIPTION 

The XR-2120 is comprised of four main signal blocks: 
The digitally programmable gain amplifier, an input anti- 
aliasing switched capacitor filter, switched capacitor 
bandpass filters at 1200 Hz and 2400 Hz, and output 
RC active filters. These sections serve to: (1) Amplify 
and condition incoming signals, (2) remove noise which 
can cause aliasing problems in the bandpass filters, (3) 
provide very precise bandpass filtering and phase com- 
pensation, and (4) perform output reconstruction and 
filtering. To perform these necessary filtering and phase 
compensation functions, a total of 48 poles are used in 
the XR-2120. 

The programmable gain stages provide 4 selectable 
gains for transmit or receive. Separate clock output and 
input pins are provided for flexibility. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: V DD = 6V, V S s = -6V, X (N = 4.032 MHz (CLK IN = 1.008 MHz), Tj = 25°C, unless otherwise 
specified. 


SYMBOL 

PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

DIGITAL SECTION 

CLK OUT 

CLK OUT Drive Capability 



50 

PF 


ii 

Digital Input Current 



1.0 

/xA DC 


V|L 

Digital Input Voltage 

V SS 


Vss + 2 

V 

For “0” Level 

V|H 


Vdd-2 


Vdd 

V 

For "O” Level 

ANALOG SECTION 

f OL 

Filter Center 

1190 

1200 

1210 

Hz 

Low Band 

f OH 

Frequencies 

2380 

2400 

2420 

Hz 

High Band 

BW 

3 dB Bandwidth 


960 


Hz 

Either Band 

R| 

Input Impedance 

100K 



Ohms 


C| 

Input Capacitance 



10 

PF 


f SI 

Anti-Aliasing Filter 







Sampling Frequency 


504 


kHz 


*SB 

High/Low Band 







Sampling Frequency 


126 


kHz 



Tran/Recv Output 

10K 



Ohms 



Drive Capability 



50 

PF 



Output Clock Feedthrough 



2 

mV rms 

at 126 kHz 

e o100 

Output Noise 


160 


/xV rms 

In Passbands (100 Hz BW) 

e o1000 

Output Noise 


700 


/xV rms 

In Passbands (1 kHz BW) 

e 'range 

Dynamic Range of Filters 


85 


dB 

Note 1 

Vo sw 

Output Voltage Swing 

7.2 

8.2 


V pp 

Note 2 

2nd Harm 

2nd Harmonic Content 


-60 


dB 

f|N = 1200 Hz 

Referenced to Fundamental 

T SW 

Mode Switching 


10 


ms 


'DD 

Supply Current 


18 

27 

mA 


Vsup 

Supply Voltage Range 

±4.75 

±6 

±7.5 

V 

Vdd Reference to Vss 



9.5 

12 

15.0 

V 



Note 1: Dynamic range is defined as: ei ran n e = 20 Log (Vosw/ e o)- 
Note 2: Vo sw is the maximum output swing oefore output clipping occurs. 


XR-21 20 


PRINCIPLES OF OPERATION 

Figure 1 shows the typical connection for the XR-21 20 
in a split supply configuration. In this mode, Pins 4, 10, 
and 13, are simply tied to ground. For single supply op- 
eration, Pins 10 and 13 internally bias to half supply and 
should be externally bypassed with 2.2 jxF capacitors. 
Pin 4 does not internally dc bias, however, Pin 10 or 13 
can provide it with a half supply bias point. In this con- 
nection, a 10 kfl resistor should be used between Pin 4, 
and Pin 10 or 13, with Pin 4 bypassed with a 2.2 /xF ca- 
pacitor. 

Signal flow is illustrated as shown in Figure 2. The 
transmit or receive signal will follow a path through four 
internal blocks. First it passes through a digitally pro- 
grammable gain stage. The gain, as a function of a 2-Bit 
digital input, is shown in Figure 3. Next, the signal 
passes through a two-pole anti-aliasing low-pass filter 
at 12 kHz. This is used to remove noise around the 
main filter switching frequency of 126 kHz. The anti- 
aliasing filter is also a sampled-data filter, but is switch- 
ed at a much higher rate of 504 kHz. It is necessary, 
therefore, to ensure that wideband noise above 252 kHz 
is not present at the inputs. In noisy environments a sin- 


gle noise pole RC filter at 30 kHz is usually sufficient for 
filtering input noise. The third signal block is the main 
bandpass filtering section at 1200 Hz or 2400 Hz, de- 
pending on the mode selected. The last section is the 
output smoothing filter; a two-pole RC active filter used 
to reconstruct the signal from its sampled data form. 

The mode input pin is used to direct the transmit and re- 
ceive signals to the appropriate filter section. Figure 4 
shows mode selection logic convention. 

The XR-21 20 is designed to be operated with a 4.032 
MHz crystal between the X|n and XouT pins. The 
4.032 MHz is divided by four and output on the CLK 
OUT pin, Pin 22. For normal operation, the CLK OUT is 
tied to the CLK IN pin, Pin 21; however, the bandpass 
center frequencies can be decreased by providing a di- 
vider between these two pins. An external CLK can be 
used by inputing a 1 .008 MHz clock into the CLK IN pin, 
or a 4.032 MHz clock into the X|n pin. 

Figure 5 shows circuitry suitable for translating TTL sig- 
nals to the CMOS levels required by all XR-21 20 digital 
inputs. The amplitude and group delay characteristics 
of the XR-21 20 are shown in Figures 6 through 8. 


EQUIVALENT SCHEMATIC DIAGRAM 
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Figure 1. Typical Split Supply Connection. 


ANTI-ALIASING HIGH OR LOW 

PROGRAMMABLE FILTER BAND FILTER 

GAIN STAGE (SCF) (SCF) 



B1 / B3 

B0/B2 

INPUT 

GAIN (dB) 

0 

0 

0 

0 

1 

6 

1 

0 

10 1 = Lot 

1 

1 

o 

ii 

r- 

o 


Figure 3. Gain Programming (Nominal Gain as shown in 


XR-2120 



o 


MODE 

ANSWER/ORIG. 



TRANSMIT 
GAIN ADJUST 



TRANSMIT 

OUTPUT 



o-® v 


OUTPUT 

FILTER 


Oo 



]ic High 


gic Low 

ig. 6) 




GAIN (dB) 


















DELAY ( M s) 


XR-2120 






ADVANCE INFORMATION 


XR-2120A 



EX4R 


212A/V.22 Modem Filter 


GENERAL DESCRIPTION 

The XR-2120A is a filter system for performing the com- 
plete filter function for Bell 21 2A or CCITT V. 22 type 
modems. The XR-2120A supplies both transmit and re- 
ceive filtering functions for the standard 1200 Hz and 
2400 Hz 212A/V.22 carrier frequencies. Also supplied 
are mode switching, internal clock generators, input 
anti-aliasing filters, output reconstruction filters, and 
digitally controlled transmit and receive gains. Addition- 
al features included are CCITT notch filters, additional 
pin selectable equalization for worst case phone lines 
and complete analog loopback function. 

The XR-2120A utilizes silicon gate CMOS technology 
and switched-capacitor circuit techniques to minimize 
external components and enhance overall perform- 
ance. 

The XR-2120A, available in a 24-Pin Package, is de- 
signed to operate from dual 5 volt or a single 10 volt 
power supply. 

FEATURES 

1200 Hz/2400 Hz Transmit and Receive Bandpass 
Filters 

Mode Switching for Answer/Originate 
Internal Anti-Aliasing Filters 
Complete On-Board Output Reconstruction Filters 
Self-Contained Analog Loopback Function 
Digitally Programmable Transmit and Receive Gains 
Additional Pin-Selectable Equalization for Worst Case 
Phone Lines 

Single or Split Supply Operation 

Low Supply Current 

CCITT Notch Filter (1800 Hz) 

Center Frequencies Movable with Clock Input 


FUNCTIONAL BLOCK DIAGRAM 



ORDERING INFORMATION 

Part Number Package 

XR-2120ACN Ceramic 

XR-2120ACP Plastic 


Operating Temperature 

0°C to 70°C 
0°C to 70°C 


APPLICATIONS 


SYSTEM DESCRIPTION 


Bell 212A/CCITT V.22 Transmit and Receive Filtering 
Answer Back Signal Filtering 

ABSOLUTE MAXIMUM RATINGS 


Power Supply 
Power Dissipation 
Derate Above 25° C 
Operating Temperature Range 
Storage Temperature Range 
Any input Voltage Vgs - 


11V 
1.0W 
5 mW/°C 
0° C to 70°C 
-65° C to 150°C 
0.3V to V DD + 0.3V 


The XR-2120A is made up of five main signal blocks; 
Digitally programmable gain transmit and receive am- 
plifiers, input anti-aliasing filters, switched capacitor 
bandpass filters centered at 1200 Hz and 2400 Hz, out- 
put RC active filters, and 3600 Hz oscillator and mixer. 
These blocks serve to (1) Amplify and condition incom- 
ing signals, (2) Remove noise and signals which may 
cause aliasing problems in the bandpass filters, (3) Pro- 
vide precise bandpass filtering and phase equalization, 
(4) Provide output reconstruction and filtering, and, (5) 
Perform analog loop back functions. 
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XR-21 20A 


ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqd = 5V, Vgs = -5V, X|n = 1,8432 MHz, Tj = 25°C, unless otherwise specified. 


SYMBOL 

PARAMETER 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

VdD 

Power Supply 

4.75 

5.0 

5.25 

V 


V SS 

Voltage 

4.75 

-5.0 

-5.25 

V 


'dd 

Power Supply 


20 

40 

mA 


'ss 

Current 


-20 

-40 

mA 


DIGITAL SECTION 

CLK OUT 

CLK OUT Drive Capability 



50 

PF 


ii 

Digital Input Current 



10 

/*A 

Vin = Vnn or GND 

V|H 

Input High Voltage 

2.4 



V 


VlL 

Input Low Voltage 



0.8 

V 


VOH 

Output High Voltage 

2.6 



V 

Iqh = 400 /xA 

VOL 

Output Low Voltage 



0.5 

V 

Iql = 1.6 MA 

ANALOG SECTION 

fol 

Bandpass Center 

1190 

1200 

1210 

Hz 

See Note 1 

fob 

Frequencies 

2380 

2400 

2420 

Hz 

See Note 1 

BW 

3 dB Bandwidth of Filters 


±480 


Hz 

Either Band 







See Note 1 

A v t 

Transmit Gain at 

5 

6 

7 

dB 

= HIGH 

A vt 

Center Frequency 

14 

15 

16 

dB 

A vt = LOW 

A vr 

Receive Gain at 

10 

11 

12 

dB 

A vr = LOW 

A vr 

Center Frequency 

19 

20 

21 

dB 

A vr = HIGH 

Ri 

Input Impedance 


100 


Kohm 


Ci 

Input Capacitance 



10 

PF 


ej range 

Input Dynamic Range 


80 


dB 

R|_ = 600 ohm 

Vo swing 

Output Voltage Swing 

7.2 

8.2 


Vp-p 


CHSEP 

Channel Separation 

60 



dB 

See Note 2 


Note: 1. Filter Characteristics Shown in Figure 
2. Test Circuit Shown in Figure 
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XR-2120A 


V DD 


•SUBSTRATE 


13 


RXC IN 


AVR 


NOTCH 

EN 


ANALOG 

GND 


V SS LB 


12 


REC 

GAIN 

CONTROL 


ANTI- 

ALIASING 

FILTER 


ANTI- 

ALIASING 

FILTER 


TRANS 

GAIN 

CONTROL 


14 


0 

1 1 



, A 


1 1 

15 

i , < y 

< > , 1 



ALB SP 


INPUT 

GND 


RXC OUT 


VINV 




ANALOG 
LOOP BACK 
OSCILLATOR 



17 


• ; ; \ 7 ': : \ ; 









9 pAV- 

100K 


PINS 
-12 AND 
14 


m 


ALB 

L/yV-J 

ALB 


i 

n 

LZJ 


SWITCHES 

aa r 

SWITCHES 


M 


20 


21 


ALB 

MIXER 


OUTPUT 
BUFFER AMP 


VOB 


22 




EQUIVALENT SCHEMATIC DIAGRAM 


MODE 

TXC IN 

AVT 

EQ EN 

DIG GND 

v ss hb 
v ss dig 

ALB EN 

TXC OUT 

CLK OUT 

XOUT 

XIN 
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EMR 


Modem Basics 


GENERAL INFORMATION 


MODULATION TECHNIQUES 


The modem or modulator/demodulator serves as the inter- 
connecting link for digital equipment to communicate 
over telephone or other wire media. As shown in Figure 
1 the modem encodes (modulates) incoming binary da- 
ta into signals suited for transmission over the available 
media. 

Conversely on the opposite end, the other modem de- 
codes (demodulates) the received signals from the line. 
In this figure, Rxd 2 (received data) would be identical to 
that of Txdi and Rxd-| equal to Txd 2 - That is a properly 
operating modem receiving an encoded signal would 
reproduce at its output exactly what the transmitting 
modem had at its Txd input. The modem initiating the 
“conversation” is termed the originate and the receive 
modem the answer. Figure 1 illustrates modems which 
have the ability to communicate both directions, which 
when able to do simultaneously is known as full-duplex 
operation. This same communication in both directions 
but only one direction at a time is half-duplex operation. 
Communication in only one direction is simplex opera- 
tion. These modes of operation can be likened to a tele- 
vision for simplex, a CB which has to be keyed to talk for 
half duplex and a telephone for full duplex where both 
parties can talk at once. 

Modem speeds of transmitting and receiving are speci- 
fied in BPS (bits per second). This term describes the 
number of binary data bits that can be transmitted per 
second. For low speed modems, baud rate is inter- 
changeably used in place of BPS. Low speed modems 
are usually those with 0 to 1200 BPS, medium speed for 
2400 to 9600 BPS, and those above 9600 BPS high 
speed. Most modems are generally classified accord- 
ing to which Bell (US) or CCITT (European) standard they 
conform to. This standard indicates the modem speed, 
operation and encoding technique used. Figure 2 
shows the most popular low and medium speed stan- 
dards used. 


Many types of encoding formats are used in modems, 
with the speed of the modem and type of media usually 
the determining factors, here the two most popular will 
be discussed, FSK and PSK. 

FSK or frequency shift keying, illustrated in Figure 2, en- 
codes binary data into two discrete frequencies. 





ENCODING 

STANDARD 

SPEED 

OPERATION 

TECHNIQUE 

103 

0-300 BPS 

Full-Duplex 

FSK 

201 

1200 BPS 

Half-Duplex 

PSK 

202 

1200 BPS 

Half-Duplex 

FSK 

21 2A 

0-300 

Full-Duplex 

FSK 


1200 


PSK 


(A) 



V.21 

0-300 BPS 

Full-Duplex 

FSK 

V.22 

1200 BPS 

Full-Duplex 

PSK 

V.23 

1200 BPS 

Half-Duplex 

FSK 


75 BPS 



V.26 

2400 BPS 

Half-Duplex 

PSK 


(B) 




Figure 2. Popular Bell (A) and CCITT (B) Standards 


^A)v\M|AAMAAM/tAA 

{ 'mark I 'jRACI j | 


Figure 3. FSK Encoding 


BINARY DATA TO BE PHONE LINE OR 

TRANSMITTED OTHER MEDIA 



RECEIVED BINARY DATA 
Figure 1. Modem System Block Diagram 


ENCODED 
LINE SIGNAL 
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The pair of frequencies used in the FSK scheme are 
chosen to be within the bandwidth of the media used. 
For example; the telephone line has a bandpass char- 
acteristic with the low frequency cutoff of about 300 Hz 
and a high frequency cutoff of about 3 kHz. For the tele- 
phone line the FSK frequencies would have to both fall 
within its 300 Hz to 3 kHz frequency restriction. With 
the FSK scheme the higher frequency is known as the 
Mark frequency and the lower the Space. The placing of 
the frequencies, as mentioned, strongly depends on 
the media bandwidth, however, the spacing between 
the mark and space frequencies also depends on the 
demodulation techniques used. For PLL (Phase-Locked 
Loop), demodulation, described in subsequent sec- 
tions, the following relationships must be met: 

A. For wide mark-space deviations (close to 2 to 1) 

fmark-fspace = Af > baud rate (BPS) X .83 

B. For narrow spacing 

fmark - fspace = Af > baud rate (BPS) X .67 

In full-duplex systems two mark/space frequency pairs 
must be used, one for answer mode and another for 
originate. This is necessary because of the simulta- 
neous two way communication for full-duplex opera- 
tion. The phase of the frequencies, one relative to the 
next, of mark to space or space to mark transitions can 
be either coherent or noncoherent. Coherent indicating 
that the phase is continuous on frequency transitions or 
the phase of the “new” frequency takes over where the 
“old” left off. Noncoherent indicating the phase of the 
new frequency has no relationship to that of the old. 
Here again the demodulation technique used being the 
determining factor of the necessity of phase coherency. 
PLL demodulation is one popular scheme requiring 
phase coherent FSK signals. 

The other popular encoding scheme used is PSK or 
phase shift keying. Here a constant carrier frequency is 
used with the relative phase of it indicating the “value” 
of the binary data bit. Because the relative and not ab- 
solute phase of the carrier is important, most PSK 
schemes are DPSK or dibit PSK. DPSK measures the 
phase of the carrier in two successive bit frames in or- 
der to determine the phase change. Figure 4 illustrates 
PSK encoding, with Figure 5 listing the phase shifts and 
dibit values of two popular PSK modems. 

PSK operates in either SYNC (synchronous) or ASYN 
(asynchronous) formats. Sync systems use a transmit 
clock from the digital equipment to clock data out and 
maintain synchronization. In this format the data 
stream itself has no synchronizing information. In 
ASYNC systems, there is no timing signal from the digi- 
tal equipment to the modem. Here synchronization and 
timing information is derived from start and stop bits 
placed in the data stream bracketing each character. 
Timing is maintained by the modem inserting or remov- 
ing stop bits. Figure 6 illustrates a terminal connected 
to a SYNC system in (A) and ASYNC system in (B). Dif- 
ferent character lengths are used, with Bell 21 2A hav- 
ing options for 9 or 10 bit lengths, or 7 or 8 data bits 
each with one start and one stop bit. 


PHASE 

CNCOOCD 

CARRIER 


VUWVlA/WlA/ 


Figure 4. PSK Encoding 


STANDARD BELL 212A/V.22 BELL 201/V.26 

Phase Shift 0° +90° -90° +180° 45° 135° 225° 315° 
Dibit Value 01 00 11 10 00 01 11 10 

Figure 5. Popular Phase Shifts and Dibit Values 




<B> ASYNC SYSTEM 


Figure 6. SYNC and ASYNC Formats 


ERROR VOLTAGE 



SLICE* 

— ° 


CARRIER DETECT 


Figure 7 
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DEMODULATION TECHNIQUES 

Once data has been encoded onto a carrier, Txcar, by 
the modulator in either FSK or PSK formats, the receiv- 
ing modem (answer mode) must decode or demodulate 
this received carrier, Rxcar. For FSK encoding, analog 
and digital techniques are used for demodulation. Popu- 
lar analog schemes often employ PLL type demodula- 
tion. Using this method, illustrated in Figure 7, a PLL 
locks to the incoming FSK frequencies and produces 
two different DC error voltages at the phase detector 
output. These voltages are compared to a reference to 
indicate whether the incoming frequencies lie above or 
below a reference frequency, or whether they are mark 
(high) or space (low) frequencies. 

A second phase detector (quadrature) is often added 
whose output, when filtered and sliced, produces a car- 
rier detector (CD) output. This output is active only when 
the PLL is in lock, allowing an indication when valid da- 
ta is present at Rx data. 

PSK demodulators typically employ one of two popular 
schemes, differential digital or coherent demodulation 
techniques. The differential scheme examines zero 
crossings to determine carrier phase. With coherent 
demodulators internal PLL’s are used to lock and to de- 
termine the phase of the incoming carrier. Coherent 
schemes usually provide better overall performance, 
but at the sacrifice of higher circuit complexity and 
cost. 


The output jitter is usually specified in percent, indicat- 
ing what percentage of the bit frame the peak to peak 
jitter is. 


Jitter = 
<%) 


Tmaximum - Tminimum 
- Tb - 


100 


FILTER REQUIREMENTS 


Filters in modems serve two functions; to filter the mod- 
ulator output for band limiting and filtering of the re- 
ceived carrier (Rxcar) before the demodulator. Figure 
10 illustrates these filter functions. 


RECEIVED CARRIER ttlTH NOISE "CLEAN" 

ANO LOCAL OSC COMPONENTS RECEIVED 

r arriei. 



BANOUMITEO MOOULAIEO 

TRANSMIT CARRlEH CARRIER 

(LOCAL OSC I 


Figure 10. Transmit/Receive Filtering 

The transmit filter is typically a lowpass or bandpass 
structure. As this filter is used to bandlimit the modulat- 
ed carrier, it is usually of low order (low number of poles 
to zeros). The complexity is defined by the frequency 
spectrum generated by the modulator and how well this 
has to be confined on the media. For example; tele- 
phone lines have restrictions as to the amplitude of fre- 
quency even above its narrow 3 kHz band width (see 
FCC requirements). 


The demodulator affects and determines several key 
parameters of the modem. The demodulation process 
adds several degradations to the other originally trans- 
mitted data. One, Bias distortion, illustrated in Figure 8, is 
easiest seen in an alternating 0,1, 0,1... data pattern. 
This pattern should have equal times for each bit, high 
(1) and low (0) (T 1t = T ot ). 


TRANSMJTTED 
DATA 
T X DATA 



RECIEVEO 
DATA 
R X DATA 


Figure 8. Bias Distortion 


Bias distortion describes how far from equal the re- 
ceived data, Rx<j a t a , high and low times are; 


Bias distortion = 
(%) 


T1RX 

( T1PX + T0RX 


100 


Output jitter is another parameter describing the quality 
of the demodulation process. Illustrated in Figure 9 
again with an alternating 0,1, 0,1... data pattern. 



The receive filter serves two functions: remove noise 
from the received signal and more importantly remove 
any local modulator signal which gets mixed with the 
receiver carrier. Figure 1 1 illustrates the function of the 
receive filter. 

An additional block (duplexer) must be considered 
when specifying the receive filter. The duplexer acts to 
channel the received carrier from the media to the de- 
modulator, A, and channel the transmit carrier to the 
media, B (four to two wire conversion). Imperfections in 
the duplexer allow some of the Txcar to get into the Rx- 
car, C. Therefore, to maintain a good S/N (signal to 
noise) ratio at the demodulator input, Rxcar, the receive 
filter must remove this unwanted local Txcar. An exam- 
ple illustrates the consideration in terminating the com- 
plexity of the receive filter. In this case, an FSK, Bell 
103 Type, modem is examined, as shown in Figure 11, 
with the following requirements: 

Demodulator: fmark = 2225 Hz; fspace = 2025 Hz, 
2225 Hz - 2025 Hz 

fc = = 2125 Hz 

2 

Rxcar dynamic range = -10 dBm to 
-48 dBm 

s/n at Rxcar = 15 dB 

Modulator: fmark = 1270 Hz, fspace = 1070 Hz, 

fc = 1170 Hz 


Figure 9 


Txcar (B) = -9 dBm 
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Figure 11. Modem Signal Paths 


Because of line impedance variations, 600B ± 100Q or 
more (telephone lines), the duplexer may only be able to 
maintain 10 dB of Txcar ejection to the receive filter in- 
put. Rxcar will contain more than -19 dBm of Txcar and 
at a minimum, Rxcar = 54 dB [Path (A) has a 6 dB loss 
due to termination]. If the receive filter has 0 dB pass- 
band gain, to achieve a 15 dB s/n ratio at Rxcar the Tx- 
car “bleed through” (Path C) attenuation is calculated 
as follows: 

at Rxcar: Signal = 54 dBm 

Txcar (C) = -54 dBm -15 dBm = -69 dBm 

Attenuation = -10 dBm - (-69 dBm) = 

50 dB 

The filter requirements are illustrated in Figure 12. 

Other requirements to consider are filter bandwidth, 
which optimally is set close to the FSK baud rate, or 
here 300 Hz (small bandwidths can alter the transmit- 
ted carrier’s spectrum). The phase response or specifi- 
cally group delay within the passband can degrade the 
quality of the Rx data in terms of jitter. The group delay 
(GD) is a measure of the difference in time it takes for a 
mark or space frequency to pass through the filter. It is 
calculated by taking the first derivative of phase, with 
respect to frequency: 


d 6 



FREQUENCY IKMl) 

Figure 12. 103 FSK Receive Filter 

Typical differential group delay values for the 103 exam- 
ple are 50 - 300 us over the pass band. 

For full or half-duplex modems the receive filter can be 
used for transmit filtering of the opposite band, shown 
in Figure 13 (mode switching). 

An additional filtering requirement for many modems 
must be considered. This is the second harmonic con- 



Figure 13. Mode Switching 


tent of the transmitted local carrier. An example of prob- 
lems caused by the term are seen in the FSK 103 type 
modem. If the local modulator is transmitting 1070 Hz, 
the second harmonic content (2140 Hz) falls right in the 
receive filter’s passband. Therefore, the transmit filter 
must attenuate this harmonic content to an acceptable 
level. 

PHONE LINE INTERFACING 

The phone line interfacing has to couple the Txcar onto 
the line while removing the Rxcar and channeling it to 
the receiver. Figure 14 shows a simple acoustical con- 
nection which uses the telephone’s internal carbon mi- 
crophone and speaker. 



Figure 14. Acoustical Coupling 


In this connection the telephone headset itself acts as 
the duplexer or 2 to 4 wire converter. Attenuation of Tx- 
car to Rxcar should be infinite, but mechanical trans- 
mission or bleed through may occur and should be Con- 
sidered. 

Typically acoustical coupling is only used for FSK type 
modems with low data rates, 1200 BPS and down. This 
is because of the poor quality carbon microphones 
found in most telephones. 

The other coupling configuration is the direct connect, 
typically design DAA (Direct Access Arrangements). The 
DAA, shown in Figure 15, serves to: 


1 . Provide DC isolation between modem and telephone 
line-T -j . 



Figure 15 
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2. Provide a ring detect to control the on/off hook 
switch — may be manual. 

3. Provide a DC current path during off — hook to 
“hold” the Line — LI. This current is monitored by 
the telephone company to indicate when someone 
is connected to the line. 

4. Provide transient protection — R-|/Z-|. 

A hybrid transformer is often used in place of the differ- 
entially connected op amp to perform the duplexer 
function, shown in Figure 16. 

The hybrid transformer, T-|, provides better Txcar bleed- 
through attenuation (typically 20 dB) but at additional 
expense over the op amp duplexer. 



Figure 16 


COMPLETE MODEM SPECIFICATIONS 

Line signals received by the modem are often greatly 
changed by the media from the originally transmitted 
signal at the originating modem. With telephone com- 
munications Bell specifies five different lines which ap- 
pear in standard dial-up lines as shown in Figure 17. 
Since which line will appear is totally unknown, the 
worst case line (Bell 3002) is generally used for modem 
evaluation. 

From Figure 17 it can be seen that severe amplitude 
variations can occur on received line signals. Typically 
modems should function with received line signals from 
0 to -45 dBm (2.2 V to 12.3 mVp-p). 

Group delay also can experience large changes. Figure 
18 shows the general shape of the group delay charac- 
teristics as a function of frequency. Medium to high 
speed modems (PSK encoding) generally use some 
kind of equalization to compensate for group delay vari- 


ations. The dotted line in Figure 18 illustrates a compro- 
mise line equalization to flatten the effective group de- 
lay variation. 

Direct connection to the telephone line requires FCC approval 

as specified in Part 68 of the FCC regulations. One of 
the main requirements of this FCC regulation is the 
maximum in-band power levels over frequency bands 
not only within the 300 to 3000 Hz line bandwidth, but 
also above it be restricted to given levels. Figure 19 
shows the maximum power levels to be put on the line. 

Because modems communicate over vast distances of- 
ten automatically operated, test facilities are often add- 
ed. These test facilities are used to test the local mo- 
dem as well as the distant one. Figure 20 illustrates 
these functions. 



FREQUENCY IKHlI 

Figure 18. Group Delay Characteristics 

Frequency 

(KHz) 3.995 to 4.005 4 to 10 10 to 25 25 to 40 Above 50 

Maximum -18 -16 -24 -36 -50 

Power Level 

(dBm) 

Figure 19. FCC Phone Line Restrictions 



Figure 20. Test Facilities 


BELL SCHEDULE 

3002 

Cl 

C2 

C4 

DCS-S# 

Attenuation Characteristic 
(referenced to 1 000 Hz) 

300 to 3000 Hz 
-3 to + 12 dB 

300 to 2700 Hz 
-2 to +6 dB 

300 to 3000 Hz 
-2 to +6 dB 

300 to 3200 Hz 
-2 to +6 dB 

300 to 3000 Hz 
- 1 to + 3 dB 

Envelope Delay Distortion 
(max. nsec) 

800 to 2600 Hz 
1750 /xsec 

1000 to 2400 Hz 
1000 /isec 

1000 to 2600 Hz 
500 nsec 

1000 to 2600 Hz 
300 n sec 

1000 to 2600 Hz 
100 ixsec 



800 to 2600 Hz 
1750 ptsec 

600 to 2600 Hz 
1500 fisec 

800 to 2800 Hz 
500 fisec 

600 to 2600 Hz 
300 n sec 




500 to 2800 Hz 
3000 nsec 

600 to 3000 Hz 
1500 /zsec 

500 to 2800 Hz 
600 **sec 





500 to 3000 Hz 
3000 /isec 



Figure 17. Bell Dial-up Line Characteristics 
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EXAR CROSS REFERENCE TO MODEM TYPE 


XR PART NUMBER 

FUNCTION 

STANDARD 

BELL 

CCITT 

XR-210 

FSK Mod or Demod 

103, 21 2A (FSK), 202, NS 

V.21 , V.23, NS 

XR-2211 

FSK Demod 

103, 21 2A (FSK), 202, NS 

V.21 , V.23, NS 

XR-2206 

FSK Mod 

103, 21 2A (FSK), NS 

V.21 , V.23, NS 

XR-2207 

FSK Mod 

103, 21 2A (FSK), NS 

V.21, V.23, NS 

XR-14412 

FSK Mod/Demod 

103 

V.21 

XR-2103 

FSK Filter 

103 


XR-2104* 

FSK Filter 


V.21 

XR-2120 

PSK/FSK Filter 

21 2A, 103 

V.22 (needs 1800 Hz notch) 

XR-2120A 

PSK/FSK Filter 

21 2A, 103 

V. 22 

XR-2121 

PSK/FSK Modulator 

21 2A 

V.22 (no guard tone generator) 

XR-2122 

PSK/FSK Demodulator 

21 2A 

V. 22 

XR-2123 

PSK Mod/Demod 

21 2A (PSK), 201 

V.22, V. 26, NS 

XR-2125 

Data Buffer 

21 2A 



NS = Non Standard 
* No Data Available at Time of Printing 


EXAR MODEM SUPPORT CIRCUITS 


XR PART NUMBER 

FUNCTION 

LINE INTERFACE 


XR-1488 

Quad Line Driver 

XR-1489 

Quad Line Receiver 

OPERATIONAL AMPLIFIERS 


XR-082/083 

Dual Bipolar JFET Operational Amplifier 

XR-084 

Quad Bipolar JFET Operational Amplifier 

XR-094 

Quad Programmable Bipolar JFET Operational Amplifier 

XR-095 

Quad Programmable Bipolar JFET Operational Amplifier 

XR-096 

Quad Programmable Bipolar JFET Operational Amplifier 

XR-1 46/246/346 

Programmable Quad Operational Amplifier 

XR-1 458/4558 

Dual Operational Amplifier 

XR-3403/3503 

Quad Operational Amplifier 

XR-4136 

Quad Operational Amplifier 

XR-4202 

Programmable Quad Operational Amplifier 

XR-4212 

Quad Operational Amplifier 

XR-4739 

Dual Low-Noise Operational Amplifier 

XR-4741 

Quad Operational Amplifier 

TONE DECODERS 


XR-567/567A 

Monolithic Tone Decoder 

XR-L567 

Micropower Tone Decoder 

XR-2567 

Dual Monolithic Tone Decoder 
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XR-14412 


FSK Modem System 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-14412 contains all the necessary circuitry to 
construct a complete FSK modulator/demodulator 
(MODEM) system. Included is circuitry for pin- 
programmable frequency bands, either U.S. or foreign 
(CCITT) standards for low-speed MODEMS. The 
XR-14412 provides T 2 L-compatible inputs and outputs. 
Included in the XR-14412 are features for self-testing 
and an echo suppression tone generator. The XR-14412 
utilizes complementary MOS technology for low-power 
operation. 


FEATURES 

Simplex, Half-Duplex, and Full-Duplex Operation 

Crystal Controlled 

Answer or Originate Modes 

Single Supply Operation 

Self-test Mode 

Selectable Data Rates — 300, or 600 bps 
T2L- or CMOS-Compatible Inputs and Outputs 
Echo Suppressor Disable Tone Generator 
U.S. or Foreign (CCITT) Compatible 


Rxcar 

ST 

OSCout 

OSCin 

RS 

Rx RATE 

Rx DATA 

Vss 


E 


[I 


[XR-14412 


2 L 


INPUT 
DEMODULATOR 
OUTPUT 




Vdd” 


n 


i -Cl 


MODULATOR 


16 


14 


13 


12 


11 


10 


Vdd 

TTLD 

TYPE 

ECHO 

Tx EN 

Tx DATA 

MODE 


9 T XC 


ORDERING INFORMATION 


APPLICATIONS 

Part Number 

Package 

Operating 
Voltage Range 

XR-14412FP 

Plastic 

4.75V to 15V 

Stand-Alone MODEMS 

XR-1 441 2VP 

Plastic 

4.75V to 6V 

Remote Terminals 

XR-14412FN 

Ceramic 

4.75V to 15V 

Acoustical Couplers 

XR-14412VN 

Ceramic 

4.75V to 6V 

Built-in MODEMS 





SYSTEM DESCRIPTION 



ABSOLUTE MAXIMUM RATINGS 


15V 

6V 

+ ,5V to V S s ~ -5V 
10 mA 

35 mA 
-40°C to +85°C 
-65°C to + 150°C 

1000 mW 

8.0 mW/°C 
625 mW 

5.0 mW/°C 


The XR-14412 is basically comprised of two main com- 
ponents; the FSK modulator and demodulator. The 
modulator serves to convert or encode incoming binary 
data into two discrete frequencies. The pair of frequen- 
cies generated are determined by which standard (US 
or CCITT), and mode (answer or originate), are select- 
ed. These frequencies are within a range suitable for 
transmission over the telephone lines. The demodulator 
performs the opposite function by decoding the re- 
ceived pairs of frequencies into binary data. It also re- 
sponds to those frequencies selected by the standard 
and mode selected. All functions within the XR-14412 
are digital and controlled by a master clock. This clock 
is generated by an external crystal connected between 
the OSCin and OSCqut Pi ns - As well as being used in- 
ternally by the 14412, the clock may be used to clock 
other circuitry by using the OSCqut P in - 


Power Supply 
XR-14412F 
XR-1 4412V 

Any Input Voltage Vqd 

Output Current from any Pin 
(Except Pins 7 or 8) 

Output Current from Pin 7 or 8 
Operating Temperature Range 
Storage Temperature Range 
Power Dissipation 
Ceramic Package 
Derate Above Ta = + 25°C 
Plastic Package 
Derate Above T/\ = +25°C 
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XR-14412 

ELECTRICAL CHARACTERISTICS 


SYMBOL 

PARAMETERS 

vdd** 

Vdc 

-40°C 

+ 25°C 

+ 85°C 

UNIT 

MIN 

MAX 

MIN 

TYP 

MAX 

MIN 

MAX 

v OL 

Output Voltage “0” Level 

5.0 

— 

0.05 

— 

0 

0.05 

— 

0.05 

Vdc 


V IN = V DD or 0 

10 

— 

0.05 

— 

0 

0.05 

— 

0.05 




15 

— 

0.05 

— 

0 

0.05 

— 

0.05 


v OH 

“1” Level 

5.0 

4.95 

— 

4.95 

5.0 


4.95 

— 

Vdc 


V|N = 0 or V dd 

10 

9.95 

— 

9.95 

10 

— 

9.95 

— 




15 

14.95 

— 

14.95 

15 

— 

14.95 

— 


V|L 

Input Voltage* “0” Level 









Vdc 


(V 0 = 4.5 or 0.5 Vdc) 

5.0 

— 

1.5 

— 

2.25 

1.5 

— 

1.5 



(V 0 = 9.0 or 1.0 Vdc) 

10 

— 

3.0 

— 

4.50 

3.0 



3.0 



(V 0 = 13.5 or 1.5 Vdc) 

15 

— 

4.0 

— 

6.75 

4.0 

— 

4.0 


V|H 

“1” Level 









Vdc 


(V O = 0.5 or 4.5 Vdc) 

5.0 

3.5 

— 

3.5 

2.75 

— 

3.5 

— 



(V 0 = 1.0 or 9.0 Vdc) 

10 

7.0 

— 

7.0 

5.50 

— 

7.0 

— 



(V 0 = 1 .5 or 13.5 Vdc) 

15 

11.0 

— 

11.0 

8.25 

— 

11.0 

— 



Pins 12, 15 

5 to 15 

0.75 

— 

0.8 

2.0 

— 

0.85 

— 


'OH 

Output Drive Current 









mAdc 


(V OH = 2.5) (Pin 7) 

5 

-0.62 

— 

-0.5 

-1.5 

— 

-0.35 

— 



(V 0 H = 9-5) 

10 

-0.62 

— 

-0.5 

-1.0 

— 

-0.35 

— 



(V OH = 13.5) 

15 

-1.8 

— 

-1.5 

-3.6 

— 

-1.1 

— 


<OL 

(V O l = 0.4) 

4.75 

2.3 

— 

2.0 

4.0 

— 

1.6 

' — 

mAdc 


(V O l = 0.5) 

10 

5.3 

— 

4.5 

10 

— 

3.6 

— 



(V 0l =1.5) 

15 

15 

— 

13 

35 

— 

10 

— 


'in 

Input Current (Pin 15 = Vdd) 

— 

— 

— 

— 

±0.00001 

±0.1 

— 

— 

/iAdc 

Ip 

Input Pull-up Resistor Source Current 

5 

285 

— 

250 

460 



205 

— 

jiAdc 


(Pin 15 = V S S. V||\j = 2.4 Vdc) 











Pin 1,2,5,6,10,11,12,13,14 










C|N 

Input Capacitance 

— 

— 

— 

— 

5.0 

— 

— 

— 

PF 

'T 

Total Supply Current 

5 

— 

4.5 

— 

1.1 

4.0 

— 

3.5 

mAdc 


(Pin 15 = Vqd) 

10 

— 

13 

— 

4.0 

12 

— 

11 




15 

— 

27 

— 

8.0 

25 

— 

23 


ACC 

Modulator/Demodulator Frequency 

5 to 15 

— 

— 

— 

0.5 

— 

— 

— 

% 


Accuracy 











(Excluding Crystal) 










V 2H 

Transmit Carrier Output 

5 to 10 

— 

— 

-20 

-26 

— 

— 

— 

dB 


2nd Harmonic 

10 to 15 

— 

— 

-25 

-32 

— 

— 

— 


v OUT 

Transmit Carrier Output 

5 

— 

— 

0.2 

0.30 

— 

— 

— 

Vrms 


Voltage (R L =100 kfi) 

10 

— 

— 

0.5 

0.85 

— 

— 

— 



(Pin 9) 

15 

— 

— 

1.0 

1.5 

— 

— 

— 


tTLH. 

Receive Carrier Rise and 

5 

— 

15 

— 

— 

15 

— 

15 

ns 

tTHL 

Fall Times (Pin 1) 

10 

— 

5.0 

— 

— 

5.0 

— 

5.0 




15 

— 

4.0 

— 

— 

4.0 

— 

4.0 



*DC Noise Immunity (V||_,V|h) is defined as the maximum voltage change from an ideal “0” or “1” input level, 
that the circuit will withstand before accepting an erroneous input. 

**Note: Only 5-Volt specifications apply to XR-14412VP devices. 
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XR-14412 


PRINCIPLES OF OPERATION 

Figure 1 shows the typical connection for the XR-1441 2 
as a modem system. The system has four main compo- 
nent blocks. They are FSK modulator and demodulator, 
which are contained in the XR-14412, the bandpass fil- 
ter, and the line hybrid. The function of each block is as 
follows: 

Line Hybrid: This block acts to direct received FSK infor- 
mation to the bandpass filter and demodulator, while 
the FSK modulated carrier is directed to the telephone 
network. 

Bandpass Filter and Limiter: Received FSK information is 
filtered by this block to remove extraneous signals re- 
ceived from the telephone network. The local transmit- 
ter carrier is also filtered out. The limiter stage is used 
to provide the XR-14412 with a TTL- or CMOS- 
compatible signal. 

Modulator: This block, contained in the XR-14412, con- 
verts serial binary data into an FSK-encoded carrier sig- 
nal.\The carrier frequency is controlled by the mode 
and type inputs. Input data must be TTL- or CMOS- 
compatible. The output of the modulator is a digitally 
synthesized sine wave (see Fig. 2), with its harmonic 
content shown in Fig. 3. 

Demodulator: This is used to convert an FSK-encoded 
carrier signal into serial data. The rate at which data 
can be received and decoded is controlled by the Rx 
rate and type control inputs. 

Description of Control Inputs— Refer to Figure 1 and Table 1. 

Type (Pin 14): This input is used to select either U.S. or 
CCITT operating frequencies. 

Transmit Data (Tx DATA* Pin 11 ): This is the input for binary 
serial data. 

Transmit Carrier (Tx CAR* p * n 9 ) : This output provides a 
digitally synthesized sine wave derived from a 1 MHz 
crystal oscillator. The carrier frequency is controlled by 
the type and mode inputs. 

Transmit Enable (Tx ENABLE* Pin 12 ) : This pin is used to 
enable and disable the modulator, or Tx CAR- output. 

Mode (Pin 10): In conjunction with the type input, the 
carrier frequencies are selected with this input. 

Echo (Pin 13): This input is used to program the modula- 
tor to produce a 2100-Hz tone for disabling line echo 
suppressors. 

Receive Data (Rx DATA* p * n 7 ) : This is the binary data out- 
put resulting from demodulating the FSK-encoded re- 
ceive carrier. 


Receive Carrier (Rx CAR* Pin 1 ) : The FSK-encoded receive 
carrier is fed into this input. The input signal must have 
either TTL or CMOS logic levels with a duty cycle of 
50% ± 4%. 

Receive Data Rate (Rx RATE* Pin 6 ) : This in P ut is used t0 
adjust the demodulator for the incoming data rate. 

Self-Test (Pin 2): This input can be used for self-testing 
the demodulator section. A square wave applied to this 
pin will internally apply an FSK signal to the demodula- 
tor input, thus causing the Rx data output, Pin 7, to fol- 
low Pin 2. 

Reset (Rs, Pin 5): This input can be used to disable the 
demodulator. With reset at logic “1”, the demodulator 
output is forced high, logic “1”. For normal operation, 
reset is tied low, logic "0”. 

Crystal (OSCin, OSCguT* Pln 4 * Pin 3 > respectively): A 

1.0 MHz crystal is connected between these two pins 
for utilizing the on-chip oscillator. An external oscillator 
can also be used by feeding it into the OSCin, Pin 4, in- 
put. In the crystal mode, external parasitic capaci- 
tance, including crystal shunt capacitance, must be 
less than 9 picofarads at Pin 4. 

TTL Pull-Up Disable (TTLD, Pin 15): All of the inputs to the 
XR-14412 have on-chip pull-up resistors. These pull-up 
resistors may be disabled when interfacing to CMOS 
logic by taking the TTLD input to a logic “1”. For TTL 
logic interfacing, TTLD is tied to a logic “0”. 


APPLICATIONS J 

Figure 4 shows the XR-14412 connected as a 300-baud 
FSK modem. Amplifiers A-| - A3 are connected as 
bandpass filters to remove extraneous signals picked 
up from the phone line as well as local oscillator isola- 
tion. A4 is connected as a comparator to provide limit- 
ing to the received carrier and provide the necessary 
square wave for Pin 1 , Rx CAR- input. A5 acts as a line 
hybrid. It provides amplification to the received carrier 
while attenuating the local oscillator, trying to go toward 
the bandpass filter. Aq is simply used to buffer the Tx 
CAR, Pin 9, output of the XR-14412. 

The configuration as shown is for answer mode, as the 
mode pin is at a logic “0”. This circuit will work over a 
received carrier range of - 10 dBm to -40 dBm. 

Figure 5 shows a connection using the two spare ampli- 
fiers from the XR-346 to provide a carrier detect output. 
Here A7 acts to amplify and peak detect the received 
carrier from the output of the bandpass filter. This volt- 
age is then fed to Aq, connected as a comparator, to 
provide a logic output for carrier detect indication. 
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Table 1. Input/Output Controls 


INPUTS 

OUTPUTS 

Tx ENABLE 

RX RATE 

MODE 

TYPE 

ECHO 






! (12) 

(6) 

(10) 

(14) 

(13) 

STANDARD 

MODE 

Tx DATA 

Tx CARRIER 

BAUD RATE 

1 

0 

1 

1 

0 

US 

ORIGINATE 

MARK 1 

1270 Hz 

600 bps 

1 

0 

1 

1 

0 

US 

ORIGINATE 

SPACE 0 

1070 Hz 

600 bps 

1 

0 

0 

1 

0 

US 

ANSWER 

MARK 1 

2225 Hz 

600 bps 

1 

0 

0 

1 

0 

US 

ANSWER 

SPACE 0 

2025 Hz 

600 bps 

1 

1 

1 

1 

0 

US 

ORIGINATE 

MARK 1 

1270 Hz l 

300 bps 

1 

1 

1 

1 

0 

US 

ORIGINATE 

SPACE 0 

1070 Hz £) 

300 bps 

1 

1 

0 

1 

0 

US 

ANSWER 

MARK 1 

2225 Hz 

300 bps 

1 

1 

0 

1 

0 

US 

ANSWER 

SPACE 0 

2025 Hz 

300 bps 

1 

1 

1 

0 

0 

CCITT 

CHANNEL 1 

MARK 1 

980 Hz 

300 bps 

1 

1 

1 

0 

0 

CCITT 

CHANNEL 1 

SPACE 0 

1180 Hz 

300 bps 

1 

1 

0 

0 

0 

CCITT 

CHANNEL 2 

MARK 1 

1650 Hz 

300 bps 

1 

1 

0 

0 

0 

CCITT 

CHANNEL 2 

SPACE 0 

1850 Hz 

300 bps 

1 

X 

0 

0 

1 

CCITT 

CHANNEL 2 

— 1 

2100 Hz 

— 

0 

X 

X 

X 

X 

— 

- 

- — 

NO OUTPUT 

— 


1 — Input or output is at a digital high, refer to Electrical Characteristics for exact value. 
0 — Input or output is at a digital low, refer to Electrical Characteristics for exact value. 
X — Can be either a 1 or a 0. 



RS = 540 11 TYP, Co = 7 pF TYP 
SUGGESTED SUPPLIERS 

TYCO, CTS KNIGHT, MOTOROLA CRYSTAL PRODUCTS 
** FOR DIRECT CONNECT TO PHONE LINE, SYSTEM MUST BE APPROVED BY FCC 
Ti = ■ MICROTRAN T1 104 OR EQUIVALENT 

PT = ADJUSTED FOR 50% SQUARE WAVE AT Rx CAR INPUT AT MINIMUM RECEIVED CARRIER 



GND 

DATA 

RECEIVED 


v 

1 Figure 4. Complete 300 Baud, Answer Mode, FSK Modem 



Figure 5. Carrier Detect Circuit 
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. % wmmm 


GRND. 
PHONE LINE 
PHONE LINE 



DATA TO X MIT 
DATA RECIEVED 
GRND. 


Figure 6. Complete FSK Modem Printed Circuit Board Layout 
(Circuit Shown in Figure 4) 


Table 2. Parts List for 300 Baud MODEM. 

*1 % tolerance; all other resistors are 1/4W, 10%; all capacitors are 10%. 
Resistors are in ohms and capacitors are in ^F. 



ANSWER 

ORIGINATE 


ANSWER 

ORIGINATE 

*R1 

40.2K 

47.5K 

R24 

20 K 

20K 

*R2 

499 

191 

R26 

500 

500 

*R3 

270K 

357K 

*R27 

600 

600 

*R4 

383K 

270K 




*R5 

680 

160 

C1-C6 

.01 

.01 

*R6 

60.4K 

39.4K 

C7 

.1 

.1 

*R7 

160K 

160K 

C8 

22 

22 

*R8 

24.9K 

20K 

C9 

.01 

.01 

*R9 

1 .21 K 

360 

CIO 

4.7 

4.7 

R10-R11 

IK 

IK 

C11 

3.3 

3.3 

R12 

500K 

500K 




R13 

500K Pot 

500K Pot 

D.1 

IN914 

IN914 

R14 

10K 

10K 

D2 

LED 

LED 

R15 

220K 

220K 




R16 

15M 

15M 

T1 

Microtran 

Microtran 

R17-R18 

10K 

10K 


Til 04 

T1104 

*R19 

600 

600 




R20 

220K 

220K 

CRYSTAL 

1 MHz ± .1% 

1 MHz ± .1% 

R21 

22K 

22K 




R22 

2.2M 

2.2M 

A1-A8 

XR-346 

XR-346 

R23 

3. OK 

3. OK 




R24 

20K 

20K 

MODEM IC-i 

XR-14412VP 

XR-14412VP 

R25 

30K 

30K 
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XR-21 21/21 22 



EXAR 


Bel! 212A Modulator/Demodulator 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAMS 


The XR-21 21 and XR-21 22 are designed to provide the 
complete modulator and demodulator functions for the 
Bell Standard 21 2A PSK Modem. These devices, when 
used with the XR-21 20 PSK Filter, offer a three-chip so- 
lution for realizing this 1200/300 bps Modem System. 

The XR-21 21 Modulator Provides either a 1 200 bps PSK 
or 0 to 300 bps FSK output. Crystal controlled operation 
offers extremely accurate and stable 1200/2400 Hz car- 
riers for the PSK and 1170/2125 Hz carriers for the 
FSK. An enable/disable pin is provided for blanking the 
modulator output. A transmit clock output, 1200 Hz, is 
also provided for synchronization of the terminal and 
other facilities. An internal scrambler and an asyn- 
chronous to synchronous converter are also provided. 

The XR-21 22 Demodulator provides the complete de- 
modulation function for either 1200 bps PSK or 0 to 300 
bps FSK incoming carriers. Auto speed selection is pro- 
vided for the answer mode. An internal descrambler 
and an synchronous to asynchronous converter are al- 
so provided. 

Both XR-21 21 and XR-21 22 utilize CMOS technology for 
low power operation. They are designed to operate 
from dual 6-volt power supplies, and provide CMOS or 
T^L compatible inputs and outputs. 

FEATURES 

Bell Standard 21 2A Compatible 
XR-21 21— Modulator 
6-Bit Synthesized Sine Wave Output 
Enable/Disable Input 
1200 Hz Transmit Clock Output 
Internal Scrambler 

Asynchronous to Synchronous Converter 
Crystal Controlled with Buffered Clock Output 
External Clock Input 
CMOS/TTL Compatible Inputs 
XR-21 22 — Demodulator 
Automatic Speed Selection in Answer Mode 
36 dB (-9 to -45 dBm) Dynamic Input Range 
On-Board Descrambler 
Synchronous to Asynchronous Converter 
Carrier Detect Output 

APPLICATIONS 


XR 2 

21 

■\J 

n 


1200 BPS 
TIMING CKT 
ADDRESS GEN 
ROM ADDER 

S 

1 

— 

I 


II 


■ 

i 

m 

r 


1 

I 

a 

n 


1 



■** 


L 

r_ 


- 

— 


c 




300 BPS FSK 
MODULATOR 


1 





J 



ORDERING INFORMATION 


Stand-Alone Modems 
Remote Terminals 
Built-In Modems 


Part Number 


Package Operating Temperature 


XR-21 21 /22CN Ceramic 

XR-21 21 /22CP Plastic 


0°C to +70°C 
0°C to +70°C 
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XR-21 21/21 22 

ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqd = 6V, V SS = -6V, X IN = 1-8432 MHz, Tj = 25°C 


SYMBOL 

PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

DIGITAL SECTION I 

VOH 

Output High Voltage 

3.5 



V 

l 0 = 1 mA 

v OL 

Output Low Voltage 



0.5 

V 

l 0 = 1.5 mA 

V|H 

Input High Voltage 

3.5 



V 


V|0 

Input Low Voltage 



1.5 

V 


l|N 

Input Current 



10 

mA 


'OH 

Output Drive Current 

-0.5 

-1.5 


mA 

V 0 H = 3.5V 

'OL 

Output Drive Current 

2.0 

4.0 


mA 

Vql = 0.5V 

c L 

CLK OUT Drive Capability 



50 

PF 

ANALOG SECTION | 

Z|N 

Input Impedance — 

50 



kQ 

XR-21 22 

Vo CAR 
V 2H 

R x CAR 

Output Level — T x CAR 

2nd Harmonic Content — 

0.3 

0.4 


V rms 

XR-21 21, Ri_ > 600G 
Referenced to Vq CAR 

T x CAR 


-40 


dB 

Vj CAR 

Dynamic Range — R x CAR 

-45 


-9 

dBM 

XR-21 22 

IDD 

Power Supply Current 


100 

150 

mA 


Vsup 

Supply Voltage Range 


±6 


V 



Terminal 

or 

CPU 



Telephone 
or Leased 
Line 


Figure 1. Modem Block Diagram 
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XR-21 21/21 22 


PRINCIPLES OF OPERATION 


Figure 1 illustrates a general block diagram of a com- 
plete modem system. These blocks are necessary for 
the modem to be able to: (1) Interface to the telephone 
network; (2) accept control signals and supply timing, 
(3) process data, and (4) modulate and demodulate 
data. 

The XR-21 21 and XR-21 22 provide the modulation and 
demodulation function, and when used with the 
XR-21 20 filter, perform the complete modem signal 
processor function. 

Description of Control Inputs and Outputs 
XR-21 21 

X|N, XouT : These are the crystal input pins. 

CLK OUT: This provides a buffered crystal output for the 
XR-21 22 or other circuits. 

TRANS CLK: A 1200 Hz square wave is available at this 
output for a terminal or other circuits. 

TRANS CLK IN/EXT: This selects whether an external 
trans clock at the EXT TRANS CLK input is used for car- 
rier timing or an internal clock is used. 

EXT TRANS CLK: Provides an input for an external trans- 
mit clock input. 


SPEED SEL: 1200 bps PSK or 0 to 300 bps operation is 
selected by this input. 

ENABLE C0NV/C0NV LENGTH: These pins select the bit 
length of input characters, and if the internal asyn- 
chronous to synchronous converter is used or not. In- 
put character length is either 9 or 10 bits. 

Tx DATA: This is the input for data to be transmitted. 

XR-2122 

CLK IN: A 1 .8432 MHz clock is fed into this pin from the 
XR-21 21 or other source. 

RC CLK: A 1200 Hz signal is available at this output for 
synchronization of other circuits. 

Cg, Rcd> Ccd : P rov ' cles a carrier detect output indi- 

cating a valid carrier is present at the Rx CAR input. 
The Rod ar| d Cqd input provide the carrier ON and car- 
rier OFF times. 

MODE SEL: Answer or originate mode is selected by this 
pin. 

Rx DATA: Demodulated Data is present at this output. 

Rx CAR: Received modulated carriers are input to this 
pin. 


Tx CAR: This output provides a digitally synthesized 
sine wave output. The modulation on this carrier, either 
FSK or PSK, is determined by the speed input. 

Tx ENABLE: This input can be used to enable or disable 
the Tx CAR output. 

CTS: The clear-to-send signal is supplied by this pin. 

MODE: Answer or originate mode of operation is select- 
ed by this pin. 


ATTACK TIME: These pins are used to set attack and de- 
cay times of the input AGC circuit. 

APPLICATIONS INFORMATION 

Figure 2 shows the interconnections between the 
XR-21 21 and XR-2122 Modulator/Demodulator, and the 
XR-21 20 Filter. Here the XR-21 21 supplies the XR-2122 
with its clock input. The auto speed function of the 
XR-2122 sets the speed of the XR-21 21 automatically 
through the speed indicator output of the XR-2122. 



Figure 2. Complete 1200/300 BPS Modem Signal Processor 
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BELL 212A TYPE MODEM 



XR-212AS Bell 21 2A Type Modem 


XR-21 21/21 22 






XR-2123 


Z* EX4R 


PSK Modulator/Demodulator 


GENERAL DESCRIPTION 

The XR-2123 provides the phase-shift keying (PSK) 
Modulator and Demodulator Functions for implement- 
ing a full-duplex 1200 bps or 2400 half-duplex Modem 
System. Using fully digital circuit techniques allows the 
XR-2123 to be externally programmed for operation for 
Bell Standards 201 B and C or 21 2A (1200 bps only), 
and CCITT V.22 or V. 26. Internal logic and timing func- 
tions minimized external parts, while crystal controlled 
operation provides stable and accurate operation. 

The XR-2123 utilizes CMOS technology for low power 
operation while providing single +5 volt operation, 
packaged in a standard 28 pin DIL plastic or ceramic 
package. The XR-2123 operates from 0°C to 70°C. 

FEATURES 

Single +5 Volt Operation 

Low Power Consumption (Typ lOmw) 

1200 bps Full-Duplex 
2400 bps Half-Duplex 

Programmable for US or European Standards 
(CCITT) 

Dibit PSK (DPSK) Operation 
Crystal Controlled 

Synthesized Sine Wave Modulator Output 
Adjustable Modulator Output Amplitude 
Input Protection 

APPLICATIONS 

Bell Standard 201 or 21 2A Modems 
CCITT Standard V.22 or V.26 Modems 

ABSOLUTE MAXIMUM RATINGS 

Power Supply 
Power Dissipation 
Derate Above 25°C 
Operating Temperature 
Storage Temperature 
All Input Voltage 
DC Current Into Any Input 


ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-2123CN Ceramic 0°Cto+70°C 

XR-2123CP Plastic 0°Cto+70°C 


5.5V 
1.0W 
5 mW/°C 
0°C to 70°C 
-65°C to 150°C 
-0.5V to (V DD to 0.5V) 
±1 mA 


FUNCTIONAL BLOCK DIAGRAM 
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COD 
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SYSTEM DESCRIPTION 

The XR-2123 provides the complete demodulation, 
modulation, and control functions for DPSK Modem 
Systems. The Demodulation is a digital type using 
Phase-Locked Loops (PLL). The Modulator provides a 
synthesized sine wave output in a dibit Phase-Shift Key- 
ing (DSPK) Format. The Phase Shifts and carrier fre- 
quencies are programmable with logic inputs. 
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XR-2123 

ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqd = + 5V, Vss = OV, Tj = 0°C to 70°C 

Digital Inputs: RXS, MOC, CCL, RTS, ANS, TDA, RTE, COD, V22, TXC, BAC, SYN, NSY, LSD 
Digital Outputs: C22, RBA, RXD, QUA, TBA, 4CR, TTG, RBY, RXC 


SYMBOL 

PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

VOL 

Output Low Voltage 



0.4 

V 

Iql = 1-6 MA 

VOH 

Output High Voltage 

4.6 



V 

lOH = 1-0 MA 

V|L 

Input Low Voltage 

0.5 


11 

V 


V|H 

Input High Voltage 

3.5 


5 

V 


l|L 

Input Leakage Current 


100 


PA 


Idd 

Power Supply Current 


2.5 

4 

MA 


C| 

Input Capacitance 


5 


PF 


tR 

Low to High Logic Transition Time 


20 


nS 

C L = 10 pF 

tF 

High to Low Logic Transition Time 


20 


nS 

C L = 10 pF 

VtXS 

Transmitted Carrier Signal Level 


-9 


dBm 

Vp|N 11 = 0.8V 


EQUIVALENT SCHEMATIC DIAGRAM 



TXS 
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XR-2123 


Coding 

European/US Std. 

ANSI Std. 

00 

+ 90° 

+ 45° 

01 

0° 

135° 

10 

180° 

315° 

11 

-90° 

225° 


ALT. A 

ALT.B 


RTE (Pin 18) controls the baud rate of the modem. 
When RTE is LO the transmission rate is 1200 b/s, and 
when RTE is HI, the transmission rate is 2400 b/s. ANS 
(Pin 16) controls the an swerin g tone (21 00 H z) to the 
transmission line. When ANS is LO and V22 is HI, the 
answering tone (2100 Hz) is connected to the transmis- 
sion line. 

BAC (Pin 25) is the time base input which is 512 times 
the normal receiver baud timing. In the case of a 1200 
b/s, full duplex modem, BAC = 307.2 kHz or MOC/15 
TXC (Pin 21) is the transmitter bit timing input. It may be 
tied directly to TTG (Pin 22) which is the transmitter tim- 
ming set by RTE. 

RTE HI TTG = BAC/256 
RTE LO TTG = BAC/512 

Of course external timing signals may be applied for 
nonstandard uses. 

TLV (Pin 11) sets the transmitter amplitude by using a 
resistive divider between +5V and ground. This signal 
may be set between 1.0V and 5V. TRM (Pin 9) signals 
that the modem is in the transmit mode. When TRM is 
HI, the unit is transmitting, When TRM is LO, the unit is 
not transmitting. The relationship between the voltage 
at TLV and the amplitude of TXS is shown in the Electri- 
cal Characteristics. 

The data to be modulated and transmitted is applied at 
TDA (Pin 1 7). The modulated signal is output at TXS (Pin 
10 ). 

DEMODULATION 

There are two types of incoming signal processing 
which will be discussed. The first concerns full duplex 
reception. In this case, using the Bell 21 2A as our ex- 
ample, the received signal will be centered on 1200 Hz. 
The signal is passed through a 1200 Hz filter and ap- 
plied to a peak detection circuit. This signal is then 
passed through an amplification stage and applied to 
Pin 3 (RXS). After the amplifier stage, the signal is si- 
multaneously applied to a sync-generating circuit and 
passed to Pin 26 (SYN). The output of the peak detector 
is also applied to a level dete ctor a nd provides the input 
for Pin 28 (LSD) and Pin 27 (NSY). 

The second type of modem to discuss is a half-duplex 
system. Speeds of up to 3200 b/s are available for use 
on leased lines. The received signal is coupled through 
the line interface to a 1.8 kHz filter. The signal is then 
sent to a peak-detector circuit and is then applied to a 
narrow band filter. The signal is then applied to a syn- 


chronized digital phase-locked loop which maintains 
the basic timing and initiates all phase shift detection 
operations. 

This filtered signal is then applied to Pin 3 (RXS). The 
phase-locked loop is synchronized by the signal avail- 
able from Pin 13 (4CR). Synchronization is maintained 
by generating a sync pulse from the phase-locked loop 
and applying it to Pin 26 (SYN). RBA, Pin 4, provides the 
output from the receiver’s synchronizer. This output 
command the phase shift detector to start a single 
measuring cycle. 

Coherent demodulation techniques are used in the re- 
ceiver section. The reference frequency used to detect 
phase shifts in the carrier from the transmission line is 
generated in an internal phase locked loop. In the case 
of a 1200 bit/sec application, the reference frequency 
is synchronized to the line carrier. 

In applications requiring 2400 bits/sec and upwards, 
the reference frequency is five (5) times the carrier. 
This permits phase detection at much higher rates. 

This phase shift detector subtracts the carrier from the 
reference. The difference sets a “window” in which 
standard pulses are counted. The following table shows 
the correlation between angles and counts: 


Phase Angles (°) Pulse Counts MSB (bit 8) 


A 

B 

Reg. 1 

Reg. 2 

Reg. 1 

Reg. 2 

0 

45 

64 

64 

0 

0 

90 

135 

192 

64 

1 

0 

180 

225 

192 

192 

1 

1 

270 

315 

64 

192 

0 

1 


The counting results should be identical to the table. If 
not, the reference is either ahead or behind the ideal 
phase. This information is decoded and the phase 
locked loop is either accelerated or decelerated. 

Once demodulation has been accomplished, the data is 
available at Pin 5 (RXD). The data at RXD is changed to 
“1” when Pin 28 (LSD) is "0” or Pin 27 (NSY) is "1”. 
LSD is a line signal detector which tells the system that 
there is a signal present. The 1.8 kHz filter is applied to 
a level detection circuit, which consists of a compara- 
tor. NSY is a “new synchronizer” input. When it is “1”, 
data is disabled; when "0”, date is enabled. However, 
on the transition from “1” to “0”, the receiver clock, 
Pin 24 (RXC), immediately synchronizes with the SYN 
signal during the next symbol interval. RXC provides the 
user with bit rate timing (baud timing) for synchronized 
transmission to the receiving terminal. The following ta- 
ble represents the above discussion. 


LSD 

NXY 

RXD 

RXC 

0 

0 

1 

free running 

0 

1 

1 

free running 

1 

0 

Data 

Synchronized 

1 

1 

Data 

Synchronized 

1 

1 

— 

Fast Synchronization 
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Pin 2 (C22/TBY) provides the carrier clock signal for 
both reception and transmission. When V22 is “0”, C22 
is defined as in the following table: 

V22 ANS COD C22 
0 0 0 1228.8 kHz (512 x 2400 Hz) 

0 0 1 614.4 kHz (512 x 1200 Hz) 

0 1 0 614.4 kHz 

0 1 1 1228.8 kHz 

C22 may be tied directly to Pin 8 (CCL). With V22 = 
“1”, TBY provides transmitter byte timing which is 16 
times the transmitter baud timing. 



VTLV<VDC> 


Figure 5. Txs vs Vj[y 


Pin 12 (RLD) provides a signal which indicates to the re- 
ceiving terminal that a signal has been detected. RLD 
= "1” when a received signal is detected, and RLD = 
“0” when a received signal is not present. 

RBY, Pin 23, provides a timing signal for 3000 b/s, half- 
duplex modem usage. It is similar in use to RXC. 

QUA, Pin 6, provides an indication of the quality of the 
demodulated signal. It is “0” when errors are greater 
than 22.5° during one symbol interval. This phase error 
is measured with respect to RBA. 



Figure 1. Timing Diagram of the Transmitter 



Figure 2. Timing Diagram of the Receiver 


V22 1 
tby 



RTE 0 

bby ~uTrLTLmi_arm 



RTE ^ 
RBY 



Figure 3. Timing Circuit 



Figure 4. Quality 
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CAR Carrier detector 

REC Receive mode 

HDX Half duplex 

LOP " 0 " Connects Local Loop 

V. 26/201 Modem 2400 bps 



LOP " 1 ” Connects Local Loop 

ANS " l " Connects answering tone to line 

CHN Selects the channels 


V.22/212A (PSK Only) Modem 1200 bps 

1-107 















XR-2123 

The following is a description of the operation of each 
pin of the XR-2123. 


INPUTS 


Pin 

Number 

Desig- 

nation 

Description 

i 

14 

VDD 

VSS 

+ 5V ± 0.5% 
ground 

19 

20 

16 

COD 

V. 22 
ANS 

?° d , e ' (Mode 

V.22 mode j selectlon 

answering tone < 



V22 ANS COD 



0 0 0 V.22/212A modem; Tx high ch; 

Rx high ch. (local loop) 

0 0 1 V.22/212A modem; Tx low ch; 

Rx low ch. (local loop) 

0 1 0 V.22/212A modem; Tx high ch; 

Rx low ch. (answer mode) 

0 1 1 V.22/212A modem; Tx low ch; 

Rx high ch. (call mode) 

1 0 0 Answering tone (2100 Hz) 

1 0 1 Answering tone (2225 Hz) 

1 1 0 V.26 modem code A (n x 90°) 

1 1 1 V.26 modem code B(nx 45°) 

11 

TLV 

Transmitter level. 

The sending level is directly dependent 
on the voltage of TLV signal 1 ...5.5V 

(See Electrical Characteristics) 

7 

MOC 

Modulator clock 

4.608 MHz square wave 

17 

TDA 

Transmitted data 

21 

TXC 

Transmitter bit timing 

18 

RTE 

Rate 

0 low bit rate 

1 high bit rate 

15 

RTS 

Request-to-send 

1 transmitter clamped 

0 transmitter sending 

25 

BAC 

Baud clock 

512 x nominal receiver baud timing 

26 

SYN 

Synchronizaton 

The receiver baud timing will synchronize 
to this square wave signal 

28 

LSD 

Line signal detector 

1 Receive 

0 The receiver is clamped 

27 

NSY 

New synchronizing 

1-state forces the received data to “1 " state. 

New synchronizing is made when the NSY 
goes from 1 to 0 

3 

RXS 

Received signal 

Received signal in square wave form 

8 

CCL 

Carrier clock 

512 x Received carrier signal 
(Max. 4.608 MHz) 


TRANSMISSION 

The transmission sequence is initiated by the external 
signal at RTS (Pin 15) changing from a HI state to a LO 
state. The transmission mode may be selected from 
several possibilities by the concurrent manipulation of 
the external signals at RTE (Pin 18), V22 (Pin 20), COD 
(Pin 19), ANS (Pin 16). With the input frequency at MOC 
(Pin 7) at 4.608 MHz, the following table applies: 


OUTPUTS 


Pin 

Number 

Desig- 

nation 

Description 

10 

TXS 

Transmitted signal 

Modulated 8 level sine- wave 

9 

TRM 

Transmit mode 

13 

4CR 

4 x Carrier frequency in square wave 

2 

C22 

V22 = 0 

Carrier clock for V.22 modem 

C22 can be connected directly to 
pin 8 (CCL) 

V22 ANSCODC22 



0 0 0 1228.8 kHz (512 x 2400 Hz) 

0 0 1 6144 kHz (512 x 1200 Hz) 

0 1 0 6144 kHz 

0 1 1 1228.8 kHz 


TBY 

V22 = 1 

Transmitter byte timing 

Square wave 16 x transmitter baud timing 

22 

TTG 

Timing for transmitter 

RTE = 0 TTG = BAC/512 

RTE = 1 TTG = BAC/256 

23 

RBY 

Receiver byte timing 

Square wave 16 x received baud timing 

24 

RXC 

Received bit timing 

4 

RBA 

Received baud timing 

6 

QUA 

Quality of demodulated signal. 

“O” when error is demodulated signal 
is more than 22.5° 

5 

RXD 

Received data 

12 

RLD 

Received data. Ready signal to terminal. 


V.22/212A APPLICATION 


INPUT 

STATE 

DESCRIPTION 

V22 

LO 


COD 

LO 

fc = 2400 Hz* 

COD 

HI 

fc = 1200 Hz* 

‘Coding 

European/US Std. 

00 

0 

90 

01 

— 

0 

11 

1 

270 (-90) 

10 

— 

180 

1200 BPS 
EURO/US 

600 BPS 
EURO 

modes i, ii, iii, iv 

V. 26/201 

APPLICATION 


INPUT 

STATE 

DESCRIPTION 

V22 

HI 

fc = 1800Hz 

COD 

LO 

European/U.S. Std. Coding 

COD 


ANSI Coding** 


Coding 

European/US Std. 

ANSI Std. 

00 

0 

45 

01 

90 

135 

11 

180 

225 

10 

270 

315 


alt. A 

alt. B 
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ADVANCE INFORMATION 


XR-2125 


GENERAL DESCRIPTION 

The XR-2125 is a logic circuit designed to perform the 
data buffer function for Bell 21 2A Type Modem Sys- 
tems. Both asynchronous to synchronous and synchro- 
nous to asynchronous conversion are performed at 
nominal data rates of 1200 bits per second. The XR- 
2125 is selectable for character lengths of 9 or 10 bits. 
Separate enable/disable inputs are supplied for async 
to sync and sync to async converter sections. These in- 
puts allow the same data lines to be used for asyn- 
chronous or synchronous operation. 

The receive data buffer section (sync to async) accepts 
input sync data (typically from the modem demodulat- 
or) at 1200 BPS and converts it to a 1219 BPS async 
data format. The transmit data buffer (async to sync) 
accepts input async format data with a data rate of 
1200 BPS ± 1%, -2.5% and it is synchronized to 
1200 BPS, which is typically sent to the modem modu- 
lator. This section also provides break signal automatic 
extension. 

The XR-2125 is constructed using silicon gate CMOS 
technology for low power operation. Operation is de- 
signed for an input clock frequency of 1 .8432 MHz. The 
XR-2125, available in a 14 Pin package, is designed for 
single 5 volt operation. 


FUNCTIONAL BLOCK DIAGRAM 
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ORDERING INFORMATION 

Part Number Package 

XR-2125CN Ceramic 

XR-2125CP Plastic 


Operating Temperature 

0°C to 70°C 
0°C to 70°C 


SYSTEM DESCRIPTION 


FEATURES 

Bell 21 2A Compatible 
Asynchronous to Synchronous Conversion 
Synchronous to Asynchronous Conversion 
Independent Disable Input for 
Receiver and Transmitter Sections 
1.8432 MHz Clock 

Break Signal Automatic Extension for Transmitter 
1200 BPS +1%, -2.5% Operation 
Single 5 Volt Operation 


The XR-2125 provides the complete interface between 
synchronous and character - asynchronous data sys- 
tems. The synchronous side consists of two data lines 
Txd and Rxd> each with their respective clocks, Txc 
and Rqx- The synchronous portion is designed for data 
rates of 1200 ± .01% BPS. The asynchronous side 
handles data oriented in characters where the actual 
data bits are bracketed by a start and stop bit. Charac- 
ter lengths are 9 or 10 bit (7 or 8 data bits), pin select- 
able. 


APPLICATIONS 

Bell 21 2A Data Buffer 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 
Input Voltage 

DC Input Current (any input) 
Power Dissipation 
Storage Temperature Range 


-0.3 to + 5.5V 
-0.3 to Vqd +0.3 
± 10 mA 
250 mW 
-65°C to + 125°C 


To perform this interface, the XR-2125 consists of two 
main sections: synchronous to asynchronous (receive 
section) converter to reinsert stop bits deleted by the 
sending modem. The other section is asynchronous to 
synchronous converter (transmit section) to add or de- 
lete stop bits to correct the transmit data rate to 1200 
BPS. This section also extends the break signal to two 
character lengths plus three bits when it comes in at a 
shorter period. 

A standby mode is included to put the XR-2125 in a low 
supply current, non-operative, mode on command. 
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XR-2125 

ELECTRICAL CHARACTERISTICS 

Test Conditions: Vdd = ±5V ±5%, Tj = 25°C, CLK IN = 1.8432 MHz, unless otherwise specified. 


SYMBOL 

PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

DC CHARACTERISTICS 

VOL 

Output Low Voltage 



0.4 

V 

Iql == 1 -6 mA 

VOH 

Output High Voltage 

2.4 



V 

Iqh = 400 m A 

V|L 

Input Low Voltage 

2 



V 


V|H 

Input High Voltage 



0.8 

V 


lOL 

Output Low Current 



4 

mA 


'OH 

Output High Current 



400 

mA 


'IN 

Input Current 



±10 

„A 


'dd 

Supply Current Quiesent 



80 

fiA 






600 

M 

T A = 70°C 

idd 

Supply Current Standby 


10 


M 


AC CHARACTERISTICS 

ftxd 

TXD In Baud Rate 

1170 

1200 

1212 

BPS 


fscx 

Internal Sampling 







Clock Frequency 


1200 


Hz 

See Note 1 

*dtxd 

TXD Out Delay Time 


10.5 


Bits 

C L = pF; 10/9 = Hi 

*h 

RXD Out Delay Time 


8 


Bits 

10/9“ = Hi 

frxco 

RXC Out Frequency 


1219 


Hz 


tw rxco 

RXCO Out Pulse Width 


410 


fiS 



Note 1: f sxc = f clk/1536. When the character start bit comes, internal sampling clock is synchronized with 
this bit. 


TXD IN[TJ- 


10/9 Qj} 


CLK IN EH— C 

B- 


TX EN 
RX EN 


1} 


SERIAL TO PARALLEL CONVERTER 

3 




| BREAK EXTENDERl | PARALLEL TO SERIAL CONVERTER"! Q 3 ] TXD OUT 


RXD OUT m- 


RXC OUT 


t: 


LOAD 


1 


T 


,19.2 KHZ 


f96 COUNTER 


LOAD PULSE GENERATOR 

Trs" 


^rm vdd 

\ PRESETTABLE -H6 COUNTER VSS 

^-“TTl SB 


1.2 KHZ 


12 TXC IN 


SERIAL TO PARALLEL CONVERTER^ — — Qo] RXD IN 

[|] RXC IN 


153.6 KHZ 

£ 



PARALLEL TO 
SERIAL CONVERTER 


PRESETTABLE 
±126 COUNTER 


LOA D 
1219 HZ ] l 


RS 


1 


BREAK 

DETECTOR 


MISSING STOP BIT LOAD 
AND PULSE GENERATOR 


EQUIVALENT SCHEMATIC DIAGRAM 












EXAR 


XR-1 488/1 489A 


Quad Line Driver/Receiver 


GENERAL DESCRIPTION 

The XR-1 488 is a monolithic quad line driver designed 
to interface data terminal equipment with data commu- 
nications equipment in conformance with the specifica- 
tions of EIA Standard No. RS232C. This extremely ver- 
satile integrated circuit can be used to perform a wide 
range of applications. Features such as output current 
limiting, independent positive and negative power sup- 
ply driving elements, and compatibility with all DTL and 
TTL logic families greatly enhance the versatility of the 
circuit. 

The XR-1489A is a monolithic quad line receiver de- 
signed to interface data terminal equipment with data 
communications equipment, the XR-1489A quad re- 
ceiver along with its companion circuit, the XR-1 488 
quad driver, provide a complete interface system be- 
tween DTL or TTL logic levels and the RS232C defined 
voltage and impedance levels. 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 

XR-1 488 

±15 Vdc 

XR-1489A 

±10 Vdc 

Power Dissipation 

Ceramic Package 

1000 mW 

Derate above ±25°C 

6.7 mW/°C 

Plastic Package 

650 mW/°C 

Derate above ±25°C 

5 mW/°C 


ORDERING INFORMATION 


Part Number 

Package 

Operating Temperature 

XR-1488N 

Ceramic 

0°C to ±70°C 

XR-1488P 

Plastic 

0°C to ±70°C 

XR-1489AN 

Ceramic 

0°C to ±70°C 

XR-1489AP 

Plastic 

0°C to ±70°C 


FUNCTIONAL BLOCK DIAGRAMS 



SYSTEM DESCRIPTION 

The XR-1 488 and XR-1489A are a matched set of quad 
line drivers and line receivers designed for interfacing 
between TTL/DTL and RS232C data communication 
lines. 

The XR-1 488 contains four independent split supply line 
drivers, each with a ± 1 0 mA current limited output. For 
RS232C applications, the slew rate can be reduced to 
the 30 V//xS limit by shunting the output to ground with a 
410 pF capacitor. The XR-1489A contains four indepen- 
dent line receivers, designed for interfacing RS232C to 
TTL/DTL. Each receiver features independently pro- 
grammable switching thresholds with hysteresis, and 
input protection to ±30 V. The output can typically 
source 3 mA and sink 20 mA. 
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XR-1 488/1 489A 

ELECTRICAL CHARACTERISTICS 

Test Conditions: (V+ = +9.0 ±1 % Vdc, V - = -9.0 ±1 % Vdc, T A = 0°C to +70°C, unless otherwise noted) 



XR-1488 LIMITS 



PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

Forward Input Current 


1.0 

1.6 

mA 

V in = 0 Vdc 

Reverse Input Current 



10 

pA 

Vjn = +5.0 Vdc 

Output Voltage High 




Vdc 

V in = 0.8 Vdc, 






R|_ = 3.0 kU 

V+ = +9.0 Vdc, v- = -9.0 Vdc 

+ 6.0 

+ 7.0 




V+ = +13.2 Vdc, V- = -13.2 Vdc 

+ 9.0 

+ 10.5 




Output Voltage Low 




Vdc 

V in = 1.9 Vdc, 






R|_ = 3.0 kfi 

V+ = +9.0 Vdc, v- = -9.0 Vdc 

-6.0 

-7.0 




V+ = +13.2 Vdc, V- = -13.2 Vdc 

-9.0 

-10.5 




Positive Output Short-Circuit Current 

+ 6.0 

+ 10 

+ 12 

mA 


Negative Output Short-Circuit Current 

-6.0 

-10 

-12 

mA 


Output Resistance V+ = V - = 0 

300 



Ohms 

|V 0 | = ±2.0 V 

Positive Supply Current (R| = oo) 




mA 


V in = 1.9 Vdc, V+ = +9.0 Vdc 


+ 15 

+ 20 



V in = 0.8 Vdc, V+ = +9.0 Vdc 


+ 4.5 

+ 6.0 



V in = 1.9 Vdc, V+ = +12 Vdc 


+ 19 

+ 25 



V in = 0.8 Vdc, V+ = +12 Vdc 


+ 5.5 

+ 7.0 



V in = 1.9 Vdc, V+ = +15 Vdc 



+ 34 



Vj n = 0.8 Vdc, V+ = +15 Vdc 



+ 12 



Negative Supply Current (Rj_ = ») 




mA 


V in = 1.9 Vdc, V- = -9.0 Vdc 


-13 

-17 



Vj n = 0.8 Vdc, V- = -9.0 Vdc 


0 

0 



V in = 1.9 Vdc, V- = -12 Vdc 


-18 

-23 



V in = 0.8 Vdc, V- = -12 Vdc 


0 

0 



V in = 1.9 Vdc, V- = -15 Vdc 



-34 



V in = 0.8 Vdc, V- = -15 Vdc 



-2.5 



Power Dissipation 




mW 


V+ = 9.0 Vdc, V- = -9.0 Vdc 



333 



V+ = 12 Vdc, V- = 12 Vdc 



576 



Switching Characteristics (V+ = +9.0 ±1% Vdc, V~ = 

-9.0 ±1% Vdc, T a 

= +25°C) 

Propagation Delay time (t pc j + ) 


150 

200 

ns 

Z[_ = 3.0k and 15 pF 

Fall Time 


45 

75 

ns 

Z|_ = 3.0k and 15 pF 

Propagation Delay Time (t pc j — ) 


65 

120 

ns 

Z|_ = 3.0k and 15 pF 

Rise Time 


55 

100 

ns 

Z|_ = 3.0k and 15 pF 
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XR-1 488/1 489A 


ELECTRICAL CHARACTERISTICS 

Test Conditions: Response control pin is open. (V+ = +5.0 Vdc ± 1 % , T/\ = 0°C to +75°C, 
unless otherwise noted) 



XR-1489 LIMITS 



PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

Positive Input Current 




mA 


V in = +25 Vdc 

3.6 


8.3 



V in = +3.0 Vdc 

0.43 





Negative Input Current 




mA 


V in = -25 Vdc 

-3.6 


- 





8.3 



V in = -3.0 Vdc 

-0.43 





Input Turn-On Threshold Voltage 




Vdc 


T A = +25°C, Vql <0.45 V 

1.75 

1.95 

2.25 



Input Turn-Off Threshold Voltage 




Vdc 

II = -0.5 mA 

Ta = + 25°C, Vqh 2:2.5 V 

0.75 

0.8 

1.25 



Output Voltage High 




Vdc 

![_ = -0.5 mA 

V in = 0.75 V 

2.6 

4.0 

5.0 



Input Open Circuit 

2.6 

4.0 

5.0 



Output Voltage Low 


0.2 

0.45 

Vdc 

V in = 3.0 V, 






l|_ = 10 mA 

Output Short-Circuit Current 


3.0 


mA 


Power Supply Current 


20 

26 

mA 

V in = +5.0 Vdc 

Power Dissipation 


100 

130 

mW 

Vj n = +5.0 Vdc 

Switching Characteristics (V + = 5.0 Vdc ±1%,Ta = +25°C) 

Propagation Delay Time (tpy-i) 

25 

85 

ns 

R L = 3.9 kG 

Rise Time 

120 

175 

ns 

R L = 3.9 kG 

Propagation Delay Time (tpHL) 

25 

50 

ns 

R L = 390 kG 

Fall Time 

10 

20 

ns 

R L = 390 kG 


EQUIVALENT SCHEMATIC DIAGRAMS 

XR-1488 



XR-1489A 
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Disk Drive Circuits 



XR-2247/2247A 



EXAR 


Floppy Disk Write 

GENERAL DESCRIPTION 


Amplifier 

FUNCTIONAL BLOCK DIAGRAM 


The XR-2247/2247A is a write amplifier designed to pro- 
vide the complete interface between write data signals 
and tunnel-erase magnetic heads. Although primarily 
intended for floppy disk drive systems, the XR-2247/ 
2247A can also be used in other magnetic media sys- 
tems such as tape drives. To minimize external part 
count for dual head systems, complete head switching 
is does internally with emitter-coupled PNP transistors 
in the XR-2247 and diodes (which offer improved broad- 
band noise characteristics) in the XR-2247A. Write and 
erase currents are each externally programmable with 
a single resistor. Also included is circuitry for inner 
track write current compensation. To prevent false 
write current outputs during power-on, an inhibit input 
has been provided. Erase turn-on and turn-off times are 
each externally programmable. 

The XR-2247/2247A, available in a 22-Pin DIP, operates 
from a single power supply and provides TTL compati- 
ble inputs. 


FEATURES 

Fully Programmable Write and Erase Currents 

Fully Programmable Erase Turn-on/Turn-off Times 

Internal Head Switching for Dual Head Drives 

Single Supply Operation 

Inner Track Write Current Compensation 

Inhibit Input 

TTL Compatible Inputs 

Low External Parts Count 



ORDERING INFORMATION 


Part Number 


Package Operating Temperature 


XR-2247CN Ceramic 

XR-2247CP Plastic 

XR-2247ACN Ceramic 

XR-2247ACP Plastic 


0°C to + 70°C 
0°C to + 70°C 
0°C to +70°C 
0°C to +70°C 


SYSTEM DESCRIPTION 


APPLICATIONS 

Floppy Disk Drives 
Single/Dual Head Systems 
Magnetic Tape Write Amplifier 


ABSOLUTE MAXIMUM RATINGS 

Power Supply Voltage (Pin 1) 16 V dc 

Input Voltage (all digital inputs) -0.2V to + 16 V dc 
Reference Current (Pin 4) 10 mA dc 

Output Current (Pins 2, 10, 12, 22) 100 mA dc 

Storage Temperature - 55°C to + 1 50°C 

Operating Junction Temperature 150°C 

Power Dissipation 750 mW 

Derate Above 25°C 6.5 mW/°C 


The XR-2247/2247A accepts a serial binary data 
stream input. With the write mode selected, negative 
transitions of this input signal will alternately provide 
write current to each half of the head. The XR-2247 / 
2247A provides two sets of current outputs for dual 
head drives, with the head select (HS) control determin- 
ing which is active. The write current is externally pro- 
grammed with a resistor between the internal voltage 
reference and the current setting input. Two high- 
current open-collector outputs provide the erase coil 
drive. Turn-on and turn-off delay circuitry is provided for 
these outputs, with the delay externally programmed. 


An inhibit input (INH) is provided to disable the outputs 
to prevent false writing during power-on. With the read 
mode selected, internal head switching channels the 
proper head to the read outputs. 
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X R-2247/2247A 

ELECTRICAL CHARACTERISTICS 

Test Conditions: T^ = 25°C, Vcc = 12V, Rref = 10 kD, unless otherwise specified. 


SYMBOL 

PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

icc 

Power Supply Current 

_ 

13 

20 

mA 

Vcc = 9V t0 16V 

Vcc 

Power Supply Range 

9 

12 

16 

V 

1 DIGITAL INPUT VOLTAGE 1 

V|H 

High Level Voltage 

2.0 

- 

- 

V 


V|L 

Low Level Voltage 

- 

- 

0.8 

V 


1 DIGITAL INPUT CURRENTS I 

IlH 

High Level Current 

- 

0.1 

4.0 


V| = 2.4V 

IlL 

Low Level Current 

- 

15 

100 

/•A 


[ CTO or CT1 OUTPUTS I 

VCTH 

Output High Voltage 

9.5 

10.2 

- 

V 

lout — 100 mA 

VCTL 

Output Low Voltage 

- 

0.1 

0.2 

V 

lout = "1 m A 

EO or El OUTPUTS 1 

'OL 

Output High Leakage 

- 

0.01 

20 

mA 

Vcc = 16 V 

v OEL 

Output Low Voltage 

- 

1.0 

1.5 

V 

l ou t = 100 mA 

t d ON 

Erase Turn-on Delay 

0.45 

0.5 

0.55 

mS 

Rpi = 4.55 KQ, Cpi = 0.1 pF 

t d off 

Erase Turn-off Delay 

0.9 

1.0 

1.1 

mS 

RD2 = 9-54 KB, Cq2 = 0.1 p F 


Vref 

Reference - Pin 4 

8.0 

8.5 

9.0 

V 

l re f = 1 mA 



7.8 

8.2 

8.8 

V 

l re f = 10 mA 

Vmir 

l re f Input Voltage - Pin 13 

0.65 

0.80 

0.95 

V 

l re f = 1 mA 

'WRL 

Write Current Off Leakage — 

- 

0.03 

15 

fA 


v comp 

Pins 15, 16, 19, 20 

Current Sink Compliance — 

7 

_ 

12 

V 


Pins 15, 16, 19, 20 






'WR 

Write Current w/o IrwS — 

3.7 

4.1 

4.5 

mA 

Irws = Low 


Pins 15, 16, 19, 20 






'WRS 

Write Current with Irws — 

5.1 

5.7 

6.3 

mA 

Irws = Hi 9h 


Pins 15, 16, 19, 20 






AI W r 

Difference in Write Current 

- 

- 

40 

pA 

IRWS = l- ow (Note 1) 

READ OUTPUT I 

e no 

Differential Noise Voltage at Read 

Output — 







2247 


4 

- 

M^rms 

BW = 10 Hz to 1.0 MHz 


2247A 


1 

- 

mV rms 

l B = 200 pA 


Note 1: Difference = |(lpiN 15,16 - IpiN 19,20)1 
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XR-2247/2247A 


AC SWITCHING CHARACTERISTICS 

Test Conditions: Test Circuit of Figure 4, Vqq = 12V, Ta = 25°C, IrwS = OAV 


SYMBOL 

PARAMETER 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

tdi 

Delay from R/W going low through 0.8V 
to CTO or CT1 going high through 9.0V. 

- 

0.11 

- 

MS 

R/W signal at Pin 5: f — 50 

KHz, 50% duty cycle, 
amplitude = 0.4V to 2.4V 

See Figure 1 

*d2 

Delay from R/W going low through 0.8V 
to AO, A1, BO, or B1 settling to final 
value. 


0.40 

— 

MS 

td3 

Delay from R/W going high through 2.0V to 
AO, A1 , BO, or B1 settling to final value. 

- 

0.20 

- 

MS 

td4 

Delay from R/W going low through 0.8V 
to V re f going high through 8.0V. 

- 

0.13 

- 

MS 

t d5 

Delay from R/W going high through 2.0V 
to V re f going low through 1.0V. 

- 

3.50 

- 

MS 

l d6 

Delay from HS going high through 2.0V 
to CTO going high through 9.0V. 

- 

0.12 

- 

MS 

HS signal at Pin 9: f = 50 KHz, 
50% duty cycle, amplitude 
= 0.4V to 2.4V 

See Figure 1 

*d7 

Delay from HS going high through 2.0V 
to CT1 going low through 1.0V. 

- 

0.11 

- 

MS 

*d8 

Delay from HS going low through 0.8V 
to CTO going low through 1 .0V. 

- 

0.10 

- 

MS 

td9 

Delay from HS going low through 0.8V 
to CT1 going high through 9.0V. 

- 

0.20 

- 

MS 

*10 

WD low hold time. 

150 

- 

- 

ns 

See Figure 1 

til 

WD high hold time. 


- 

- 

ns 

<d12 

Delay from WD going low through 1.4V 
to A0 or A1 turning on through 50%. 

- 

75 

- 

ns 

See Figure 3 

td13 

Delay from WD going low through 1.4V 
to B0 or B1 turning off through 50%. 

- 

75 

- 

ns 

*d14 

Delay from WD going low through 1 .4V 
to A0 or A1 turning off through 50%. 

- 

75 

- 

ns 

•d15 

Delay from WD going low through 1.4V 
to B0 or B1 turning on through 50%. 

- 

75 

- 

ns 

tie 

Turn-on time, 10% to 90%, of A0 or A1 

- 

50 

- 

ns 

*17 

Turn-on time, 10% to 90%, of B0 or B1 

- 

50 

- 

ns 

tl8 

Turn-off time, 90% to 10%, of A0 or A1 

- 

50 

- 

ns 

tl9 

Turn-off time, 90% to 10%, of B0 or B1 

- 

50 

- 

ns 
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PRINCIPLES OF OPERATION 

The functions of the input and output pins are as fol- 
lows: 

Head Select — HS (Pin 9): The head select input makes a 
selection between head 0 and head 1. It channels the 
proper drive signals to the CT and E pins. 

Read /Write — R/W (Pin 5): This input selects read data 
when high, and write data when low. 


Write Data — WD (Pin 21): Digital data to be written to the 
head is fed into this pin. Data is alternately written to 
AO, BO or A1 , B1 on negative transitions of WD. 

IrW Select — Irws (Pin 14): This pin is used to provide a 
digital control for the amount of current written to the 
head. It is used to provide inner track compensation. 
When low, the head current is that dictated, by R re f. 
When driven high, the head current is increased by 
40%. 

V re f (Pin 4), l re f (Pin 13): A resistor, R re f, connected be- 
tween these pins control the write current. With Irws 
low, the write current is approximately five times the 
R re f current, and seven times with Irws high. 

Center Tap 0 — CTO (Pin 2), Center Tap 1 - CT1 (Pin 22): 

These pins are high-current outputs usecMo apply Vqq 
to the center taps of the head. With R/W low, both CT 
outputs are in the high state. 


XR-2247/2247A 

Erase 0 — EO (Pin 10), Erase 1 — El (Pin 12): These pins 
provide high-current open-collector outputs for supply- 
ing erase current to the head. With R/W low, the erase 
output selected by HS will be low with the other open. 
With R/W high, both EO and El will be open or high im- 
pedance outputs. 

AO (Pin 16), BO (Pin 15): These pins provide the write cur- 
rent to the head. AO is connected to one side of the 
head, with BO connected to the other. They provide out- 
of-phase drive to each end of the head write coil. These 
outputs are selected when HS is low. 

A1 (Pin 20), B1 (Pin 19): These outputs provide the same 
current-sink drive as AO/BO, except to the other head 
when HS is high. 

R/y (Pin 18), Rr (Pin 17): These are read signal outputs to 
be connected to the read amplifier inputs. With R/W 
high, the head selected by HS will be connected to 
these pins. 


Inhibit — INH (Pin 3): When active (low), this input will turn 
off both erase and center taps to avoid erroneous out- 
puts during power-on. 

T D on ( pin 6 )> To OFF ( Pin 7 ) : The resistor, Rp, and ca- 
pacitor, Cd, combination of these pins will set the turn- 
on and turn-off times of the erase outputs. Figure 5 
shows the connection of these components, with sec- 
tion 3 of the applications information describing the 
time as a function of Rp and Cp- 



EQUIVALENT 

SCHEMATIC 

DIAGRAM 


XR-2247 
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XR-2247/2247A 

APPLICATIONS INFORMATION 

A typical dual head connection of the XR-2247 in a flop- 
py disk system is shown in Figure 5. Referring to Figure 
5 and the electrical characteristics, the external com- 
ponents are calculated as follows: 

1) Write Current, lyvR 

IWR = (5-3) ( Vr - ef R - ( -^ ) 'RWS = Low 

Given I^VR = 4.1 m A, R r ef = 10 kfi 

l re f, the current into Pin 13, should not exceed 2.0 

mA. 

2) Erase Current, Ir 

• = VCTH ~ VQEL _ VCC ~ 2V 
Re Re 

Given l E = 50 mA and Mqc = 1 2V, R E = 2000 ’/z W 

3) Erase Delay Time, Tp ON and Tp OFF 

Td ON * 1-1 ( R D1 x Cdi) 

Td OFF * 1-05 ( r D2 x c D2) 

Given Tp qN = 0.5 ms and Tp OFF = 1-0 ms, 

Rp-j = 4.55 kfi, Rp2 = 9.54 kfi 
Cp-| = Cp2 = 0.1 fM F 


Control of the erase outputs can also be done from 
an external source by grounding Pin 6 and driving 
Pin 7 directly. The selected erase output will be on 
when Pin 7 is low and off when Pin 7 is high. This in- 
put is not TTL compatible, however, with the thres- 
hold voltage being approximately 2 A Vqq. 

4) Resistors Ryyp are used to damp any ringing that 
may occur when the write current transitions are ap- 
plied to the head. Their value is determined by the 
head characteristics and the desired damping. 

RrP is used to provide additional damping in the 
read mode if this is desired. Usually, Rpp is only 
used with the XR-2247A where the head switching 
diodes make the total read damping resistance ap- 
proximately Rrp// r wD- ' n the XR-2247, the transis- 
tors used for head switching act to buffer Rrp from 
the head. 

Resistors Rr are used to bias the head switching 
network in the read mode and their value is selected 
to provide currents in the 100 fiA to 300 /xA range. 

5) When in the read mode, digital signals appearing 
along the WD line (Pin 21) can couple externally 
through stray capacitances into the read si gnal 
coming from the head. It is recommended that WD 
be held low while reading. 
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XR-3470 A/3470 B 



EXAR 


Floppy Disk Read Amplifier 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-3470A/3470B is read amplifier system designed 
primarily for use in a floppy disk drive system. It is de- 
signed to perform the complete readback function, by 
accepting the readback signal from a magnetic head 
and converting it into digital output pulses. To perform 
this function, the circuit contains a high-frequency am- 
plifier, an active differentiator, a zero-crossing detector, 
and a time domain filter. 

The XR-3470A/3470B is suited for systems with data 
transfer rates up to 3 megabaud. High input sensitivity 
allows operation with signal levels as low as 1 .4 mV pp, 
which gives it the flexibility to be used for single or dou- 
ble density floppy disk systems. 

The XR-3470A/3470B offers improvements (over the 
standard 3470) of lower peak shift and power part-to- 
part input amplifier gain variations. 

The XR-3470A/3470B, available in an 18 Pin DIP, is 
powered by +5 and +12 volt power supplies. 



FEATURES 


ORDERING INFORMATION 


Complete Floppy Disk Read Amplifier 


Part Number 

Package 

Operating Temperature 

Low Input Voltage detection 

1 .4 mV pp 

XR-3470ACN 

Ceramic 

0°C to +70°C 

Low Peak Shift 3470A 

2% Max 

XR-3470ACP 

Plastic 

0°C to + 70°C 

3470B 

4% Max 

XR-3470BCN 

Ceramic 

0°C to +70°C 

Low Amplifier Gain Variation 

High Amplifier Frequency Response 

100 V/V Min 

130 V/V Max 

10 MHz, Min. 

XR-3470BCP 

Plastic 

0°C to +70°C 


APPLICATIONS 

Single/Double Density Floppy Disk Read Amplifier 
Magnetic Read Amplifier 


ABSOLUTE MAXIMUM RATINGS 

Power Supply Voltage (Pin 11) 
Power Supply Voltage (Pin 18) 
Input Voltage (Pins 1 and 2) 
Output Voltage (Pin 10) 
Operating Ambient Temperature 
Storage Temperature 
Operating Junction Temperature 


SYSTEM DESCRIPTION 

The XR-3470A/3470B contains four internal signal 
blocks. Their functions are as follows: Input Amplifier — 
This section receives an input directly from the mag- 
netic head. It provides a nominal gain of 110 V/V, with 
gain select pins to reduce gain or tailor it for ac re- 
sponse. The amplifier has differential inputs and out- 
puts. Active Differentiator — This circuit differentiates the 
signal from the amplifier which causes a zero-crossing 
for each peak of the readback signal. The time constant 
and response of this section is externally set. Zero- 
Crossing Detector — This function is performed by a volt- 
age comparator. It produces complementary outputs 
for the internal digital section. Digital Section — This sec- 
tion consists of 2 one-shots and other control circuitry. 
The one-shots are used to prevent false outputs, and 
set the output pulse width. 


7 V dc 
16 Vdc 
-2 V to +7 Vdc 
— 2V to +7 Vdc 
0°C to +70°C 
-65°C to +150°C 
150°C 
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X R-347 0 A/3470 B 

ELECTRICAL CHARACTERISTICS 

Test Conditions: T A = 0°C to 70°C; Vqci = 4.75V to 5.25V; Vqc 2 = 10V to 14V; unless otherwise specified. 


SYMBOL 

PARAMETERS 




UNIT 

CONDITIONS 

| GAIN AMPLIFIER SECTION 






AvD 

Differential Voltage Gain 

100 

110 

130 

v/v 

f = 200 kHz, V| D = 5 mV (RMS) 

1 IB 

Input Bias Current 

— 

-10 

-25 

aA 

V 1CM 

Input Common Mode Range 

-0.1 

— 

1.5 

v 

5% max THD 

Linear Operation 

Differential Input Voltage Linear 

_ 

_ 

25 

mV pp 

5% max THD 

V ID 

Operation 






v OD 

Output Voltage Swing Differential 

3.0 

4.0 

— 

V pp 


'o 

Output Source Current, Toggled 

— 

8.0 

— 

mA 


'os 

Output Sink Current 

2.8 

4 

— 

mA 

Pins 16 and 17 

R l 

Small Signal Input Resistance 

100 

250 

— 

kfl 

T a = 25°C 

Ro 

Small Signal Output Resistance 

— 

15 

— . 

U 

T A = 25°C, Vcci = 5V 

Single-Ended 





V C C2 = 12V 

BW 

Bandwidth, -3 dB 

10.0 

— 

— 

MHz 

T A = 25°C, Vcci = 5V 

V| D = 2mV (RMS), V C C2 = 12 V 

CMRR 

Common Mode Rejection Ratio 

50 



dB 

T a = 25°C, f = 100 kHz 

A V d = 40 dB, Vcci = 5V 

V )N = 200 mV pp, V C C2 = 12V 

PSSR1 

V CC1 Supply Rejection Ratio 

50 

— 

— 

dB 

T a = 25°C, Aye = 40 dB 

4.75 < V C C1 < 5.25, V CC 2 = 12V 

PSSR2 

V CC2 Supply Rejection Ratio 

60 


— 

dB 

T a = 25°C, A V d = 40 dB 

10 < V C C2 < 1 4V . V CC1 = 5V 

v DO 

Differential Output Offset 

— 

— 

0.4 

V 

T A = 25°C, V, D = V, N = 0V 

v co 

Common Mode Output Offset 

— 

3.0 

— 

V 

V| D = V| N = 0V 







Differential and Common Mode 

e n 

Differential Noise Voltage 

— 

15 

— 

aV 

BW = 10 Hz to 1.0 MHz 


Referred to Input 




(RMS) 

T a = 25°C 

ACTIVE DIFFERENTIATOR SECTION 






'OD 

Differentiator Output Sink Current 

1.0 

1.4 



mA 

Pins 12 and 13, Vqd = v cci 

PS 

Peak Shift 3470A 

— 

— 

2.0 

% 

f = 250 kHz, V| D = IV pp 


3470B 



4.0 

% 

ICAP = 500 nA 

V C C1 = 5V, V CC 2 = 12V 

See Figure 2 

r ID 

Differentiator Input Resistance 

— 

30 

— 

kfi 

T a = 25°C 

Differential 

Differentiator Output Resistance 



40 



n 

r OD 

T a = 25°C 

Differential 





DIGITAL SECTION 






v OH 

Output Voltage High Logic Level 

2.7 

- 

- 

V 

Pin 10, V C ci = 4.75V 
'OH = -0.4 mA, V C C2 = 12V 

VOL 

Output Voltage Low Logic Level 

— 

— 

0.5 

V 

Pin 10, V C ci = 4.75V 
l 0 L = 8.0 mA, V C C2 = 12V 

*TLH 

Output Rise Time 

— 

— 

20 

ns 

Pin 10 

fTHL 

Output Fall Time 

— 

— 

25 

ns 

Pin 10 

1lA,B 

Timing Range Mono #1 

500 


4000 

ns 

tlA-llB 

E t1 

Timing Accuracy Mono #1 

85 

— 

115 

% 

R 1 = 6.4 kfl, C-i = 200 pF (Note 1) 

t 2 

Timing Range Mono #2 

150 

— 

1000 

ns 

E t2 

Timing Accuracy Mono #2 

85 

— 

115 

% 

R 2 = 1.6 k fl, C 2 = 200 pF (Note 2) 

'cci 

Vcci . Power Supply Current 

— 

25 

40 

mA 

'CC2 

V CC2« Power Supply Current 

— 

3 

10 

mA 



1. Accuracy guaranteed for R-| and C-| in range 2. Accuracy guaranteed for R 2 and C 2 in range 

1.5 kfl < R-| < 10 kfi 1.5 kfl < R 2 < 10 MI 

150 pF < C-j < 680 pF 100 pF < C 2 < 800 pF 
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XR-3470A/3470B 


VCC2 






R/W HEAD COUPLING 

When switching from the write channel to the read 
channel, one must be careful not to present a differen- 
tial voltage to the inputs of the amplifier, for this will 
result in an amplified swing at the output of the amplifi- 
er, which will cause peak shifting at the digital output. A 
balanced diode network or FET switches, as shown in 
Figure 4, may be used to overcome this problem. 


READ-BACK t, t 2 t A (3 t4 «5 t6 



AMPLIFIER STAGE 

The amplifier stage will typically amplify the read back 
signal by a factor of 1 10. In order to eliminate any offset 
between the amplifier stages, a capacitor, C-j, should 
be inserted between Pins 3 and 4. If the input signal to 
the amplifier is to be above 25 mV, clamping of the am- 
plifier may occur. To reduce the gain, a resistor R x may 
be inserted in series with C-| between Pins 3 and 4. The 
graph in Figure 8 shows a plot of normalized gain vs R x . 

It should be noted that capacitor C-j with R x and the re- 
sistance looking into Pins 3 and 4, will create a pole at 
approximately 


" P (R x + 250) Ci 


NORMALIZED 

GAIN 



100 200 300 400 500 600 700 800 900 1000 


Figure 8. Normalized Gain vs R x for Amplifier Stage 


XR-3470 A/3470 B 

so C-j should not be made too low. C-| =0.1 jtF is nomi- 
nal for most floppy disk applications. 


FILTER NETWORK 

The filter network, between the XR-3470A/3470B ampli- 
fier stage and differentiator stage, is subject to several 
system and circuit considerations. 

The filter network, first and foremost, must be designed 
to pass all frequencies up to 1/2 the maximum baud 
rate, with a constant gain and phase shift. This frequen- 
cy can be stated as f ma x> where 


fmax - "1/2 (Baud rate)m ax 


In order to avoid saturation of the amplifier current 
sources, the current into the filter must not exceed 
2.8 mA. In order to meet this condition the impedance 
of the filter must be governed by the following con- 
straint 


z min 


> (Ayp Ep) max 
2.8 mA 


where Ayp is the gain of the amplifier 

Ep is the maximum peak voltage of the 
input signal 


The differentiator inputs are dc biased internally. This 
implies that the dc level from the amplifier stage must 
be blocked in order not to disturb these levels. There- 
fore blocking capacitors, Cbi and Cb2, should be 
placed before the differentiator inputs. In order to keep 
the transient response to a minimum it is best to place 
the dc blocking capacitors before the filter network. 


ACTIVE DIFFERENTIATOR 

The amplified filtered read back signal is fed into the ac- 
tive differentiator. Here, the peaks of the read back sig- 
nal are transformed into zero crossings as shown by 
Figures 7a and 7b. 

In order to perform the differentiator function a capaci- 
tor Cp is needed across Pins 12 and 13. The selection 
of Cp for accurate zero crossing is optimized by maxi- 
mizing current slew rate through Cp, which occurs 
when 


(Avd Epu) max Ap 

Where Ayp is the gain of the amplifier 

Ep is the maximum expected input voltage 
o) is the maximum operating frequency in 
radians/sec of the system 
Ap is the gain of the filter network 

If Cp is greater than the maximum value calculated 
above, peak shifting will occur. 
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XR-3470A/3470B 

As can be seen from Figure 9; the capacitor Cq and the 
effective output resistance, Ro of transistors Q1 and 
Q2 produce a pole given by 

1 

P 2R 0 C D 

where Rq is typically 4012. 



Figure 9. Simplified Active Differentiator Section 


In order to obtain a phase shift approaching 90° for per- 
fect differentiation u>p would have to approach oo since 

6 = tan ^ (cjp/ojQ) 

a> 0 = operating frequency 

It must be considered, however, that making oj p as high 
as possible also produces a noise bandwidth as high as 
possible. 

In order to come to a reasonable compromise cop 
should be selected to be ten times the maximum ex- 
pected operating frequency. 


cop - 10 a> max 

where w max is the maximum operating frequency of 
the system in radians/sec. 

Doing this produces a phase shift of approximately 84°, 
while limiting the noise bandwidth. The design criteria 
is now given by 

“ m3X = 20R^CE 

It may be that Rq is too low, creating a pole at a higher 
frequency than 10 co max . If this is so one can insert a 
resistor Rq in series with Cq, giving the equation 


^max 


1 

20RCq 


where R = Rq + 0.5Rq 



Figure 10. Differentiator Response for Cq and R 


In order to reduce the noise bandwidth further a second 
pole can be introduced at 10 o) max by placing an induc- 
tor in series with Cq and Rq, where Lp is given by 

L = 1 

100(<*> max )2 Cq 

The damping ratio, 5, should be between .3 and 1 where 

^ = (Rq + 0.5Rp) Cp 
2 VLqCq 



Figure 11. Differentiator Response with Rq, Cq, and L 


PEAK SHIFT CONSIDERATIONS 

The arrangement shown in Figure 12 will eliminate the 
current imbalance in the differentiator, and offset in the 
comparator, thus minimizing the peak shift at the digital 
output. The potentiometer is adjusted with a minimum 
sinusoidal Epco at the input, for symmetrical digital 
waveform at the digital output, Pin 10. 
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ZERO CROSSING DETECTOR 

The differentiated output signals from the active differ- 
entiator are run into a comparator. Since the outputs of 
the active differentiator are 180° out of phase, the com- 
parator will produce an output pulse whenever the dif- 
ferentiated signal crosses zero. This is shown in Fig- 
ures 7b and 7c. 

MONOSTABLE #1 (0S1) 

This one shot is used to prevent false digital outputs 
due to noise at zero crossings as shown at time t^, in 
Figure 7a. The adjustment of the one shot is done via 
external components R-) and Ci where 

1.5 K < R-i < 10 K 
0.150 pF < C-| < 680 pF 
and t = R-|C-| (0.625) + 0.2 /zsec 

The value of t is determined by the maximum period of 
expected distortion, AT, and the maximum operating 
frequency 


where AT < t < — - — 
4 ^max 


AT 

2 


The one shot is triggered on the rising and falling edge 
of the comparator output as can be seen in Figures 7c 
and 7d. The time domain filter will change state on the 
rising edge of OS1 ’s output if and only if the pulse width 
of the comparator output is greater than the time of 
OSI’s pulse, t. This is shown in Figures 7c, 7d, and 7e. 


XR-3470A/3470B 

MONOSTABLE #2 (0S2) 

This one shot is used to adjust the pulse width of the 
digital output pulses at Pin 10. The adjustment of this 
one shot is done via external components R2 and C2 
where 


1.5 K < R2 < 10 K 
150 pF < C2 < 680 pF 

The pulse width of the output pulse is given by 

to = R 2 C 2 (0.625) 

This one shot is triggered on the rising and falling edges 
of the time domain filter output, as shown on Figures 7e 
and 7f, giving the corresponding digital pulses for the 
peaks of the read back signal, shifted by OS1 ’s time, t, 
as can be seen from Figures 7a, 7d, and 7f. 


Pin 10 OUTPUT 
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Timing Circuits 



Fundamentals of 1C Timers 


Monolithic timing circuits or timers find a wide variety 
of applications in both linear and digital signal process- 
ing. In a large number of industrial control or test se- 
quencing applications, these circuits provide direct and 
economical replacement for mechanical or electro- 
mechanical timing devices. 

Monolithic timers generate precise timing pulses, or 
time delays whose length or repetition rate is deter- 
mined by an external timing resistor, R, and a timing ca- 
pacitor, C. The timing interval is proportional to the ex- 
ternal (RC) product, and can be varied from micro- 
seconds to minutes, days or months, by the choice of 
the external R and C. Integrated circuit timers can be 
classified into two categories, based on their principle 
of operation: 

1. One-Shot or Single-Cycle Timers: These timer IC’s oper- 
ate by charging an external capacitor with a current 
set by an external resistor. Upon triggering, the 
charging cycle happens only once during the timing 
interval. The total timing interval, T, is the time dura- 
tion necessary for the voltage across the capacitor 
to reach a threshold value. 

2. Multiple-Cycle or Timer/Counters: These timer circuits 
charge and discharge the external timing capacitor, 
not once, but a multiple number of times during the 
timing interval. The number of times the capacitor is 
charged and discharged is set by means of a pre-set 
count, N, stored in a binary counter included on the 
chip. Thus, the resulting time interval is proportional 
to N times the external (RC) product. 

Both the one-shot and the timer/counter type IC’s can 
be operated in either their monostabie or free-running 
(i.e., self-triggering) mode. They can also be used for 
sequential timing, clock generation, as well as for 
pulse-position or pulse-width modulation, as outlined in 
Table I. 

Precision Timing 
Time-Delay Generation 
Sequential Timing 
Pulse Generation/Shaping 
Pulse-Position Modulation 
Pulse-Width Modulation 
Missing-Pulse Detection 
Sweep Generation 
Pulse Counting 
Clock Generation 

Table 1. Typical Applications of Monolithic Timers 


ONE-SHOT OR SINGLE-CYCLE TIMERS 

One-shot or single-cycle timers operate by charging a 
timing capacitor through an external resistor or a cur- 
rent source. The simplest form of the one-shot type tim- 
er is the “exponential-ramp generator” circuit shown in 
Figure 1 . Normally all the components except the R and 
the C shown in the Figure are internal to the 1C, and the 
switch Si is a grounded-emitter NPN transistor includ- 
ed in the 1C chip. 

The operation of the circuit can be briefly explained 
as follows: In the rest, or reset condition, the switch Si 
is closed; and the voltage across the capacitor is 
clamped to ground. The timing cycle is initiated by 
applying an external trigger pulse to “set” the flip-flop 
and to open the switch Si across the timing capacitor. 
The voltage across the capacitor rises exponentially to- 
ward the supply voltage, Vqq, with a time-constant of 
RC. When this voltage level reaches an internally set 
threshold voltage, Vref. the voltage comparator 
changes state, resets the flip-flops, closes the switch 
Si , and end the timing cycle. The output is taken from 
either the Q or Q terminal of the flip-flop and corre- 
sponds to a timing pulse of duration T, where: 



Normally, the internal threshold voltage, Vref. is gener- 
ated from the supply voltage by means of a resistor di- 
vider as shown in Figure 1. Then, Vref is equal to a 
fraction of the supply voltage: 

Vref = vcc [rTTrJ (2> 

and the basic timing equation becomes independent of 
the supply voltage: 

T = RC 1 n I 1 + — I (3) 

L R d 
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Since the resistors R-| and R2 are inside the 1C, their 
ratio is set by the design of the 1C, and is normally ac- 
curate to within ± 1 %. Thus, virtually all the accuracy 
of the timing interval is determined by the external R 
and C. 

An alternate approach to the design of one-shot timers 
is the “linear-ramp generator” circuit, shown in Figure 
2. This circuit operates on a principle similar to that of 
the basic exponential timer, except the timing capacitor 
C is now charged linearly with a constant current, I, and 
generates a linear-ramp waveform with a constant 
slope of (l/C). The constant-current is in turn controlled 
by an external control voltage, VQ, applied to the cur- 
rent source. The total timing interval, T, is the time nec- 
essary for the voltage across C to rise from ground to 
Vref. at a constant slope of (l/C), or: 

T = (VrefXC/I) (4) 

Normally, Vref and Vq (and consequently I) would be 
derived from Vqq by means of resistor-dividers; there- 
fore, they would be both proportional to Vq q. Thus, the 
effects of supply voltage variations cancel, and the ba- 
sic timing equation for the linear-ramp type timer circuit 
of Figure 2 becomes 

T = a RC 

where a is a constant of proportionality set by the inter- 
nal resistor-dividers within the 1C, and R and C are the 
external timing components. 

The exponential-ramp type timing circuit of Figure 1 is 
inherently simpler and more accurate than the linear- 
ramp type circuit. However, the latter has the advan- 
tage of providing a linear voltage across the capacitor 
which is proportional to the elapsed-time during the tim- 
ing cycle and can be used as a “linear sweep” or time- 
base signal for oscilloscope or X-Y recorder displays. 

Normally, the internal threshold reference, Vref. of 
one-shot IC’s is available as a package terminal and 
can be modulated by an external input signal. This per- 
mits the user to modulate or vary the timing interval by 
means of an external control signal. This feature can al- 
so be used for generating pulse-width modulated 



(PWM), or pulse-position modulated (PPM) signals, or 
allows the timer circuit to be used as a voltage- 
controlled oscillator. 

PRACTICAL LIMITATIONS OF ONE-SHOT TIMERS 

The accurate timing intervals which can be obtained 
from commercially available one-shot type timer IC’s 
are limited to the range of several micro-seconds to 
several minutes. For generating very short timing 
pulses (in the few micro-second range) the internal time 
delays associated with the switching speeds of the 
comparator, the flip-flop and the discharge transistor 
(i.e., the switch Si) may contribute additional timing er- 
rors. Similarly, for long time delays (in the several min- 
ute range) which require large values of R and C, the in- 
put bias current of the comparator, and the leakage cur- 
rents associated with the timing capacitor, or the 
internal discharge transistor, may limit the timing accu- 
racy of the circuit. 

In general, for timing applications requiring time delays 
in excess of several minutes, the multiple-cycle or 
timer/counter type timer circuits provide a more eco- 
nomical and practical solution than the one-shot type 
1C timers. 



T 0 • NT 


Figure 3. Simplified Block Diagram of a Timer/Counter 


TIMER/COUNTER CIRCUITS 

The timer/counter, or multiple-cycle timing circuits use 
the combination of a time-base oscillator and a binary 
counter to generate the desired time delay. Figure 3 
shows a simplified block diagram of a timer/counter 1C, 
which is made up of three basic blocks: (1) a time-base 
oscillator; (2) a binary counter; and (3) a control flip-flop. 

With reference to the simplified block diagram of Figure 
3, the principle of operation of a timer/counter can be 
explained as follows: when the circuit is at rest, or reset 
condition, the time-base oscillator is disabled, and the 
counter is reset to zero. Once the circuit is triggered, 
the time-base oscillator is activated and produces a 
series of timing pulses whose repetition rate is propor- 
tional to external timing resistor R, and the capacitor 
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C. These timing pulses are then counted by the bi- 
nary counter; and when a pre-programmed count is 
reached, the binary-counter resets the control flip-flops, 
stops the time-base oscillator and ends the timing cy- 
cle. The total timing interval, Tq, is then proportional 
to N times the (RC) product, where N is the pre- 
programmed count. 



Figure 4. Simplified Schematic of a Time-Base Oscillator 
Circuit 

Time-Base Oscillator; The time-base oscillator used in 
most of the timer/counter IC’s is derived from the sim- 
ple exponential-ramp type timer circuit. Figure 4 shows 
the simplified circuit diagram of such an oscillator. The 
timing components, R and C, are external to the chip. 
The operation of such an oscillator can be described as 
follows: when the circuit is at rest the flip-flop is latched 
in its reset state, and the transistor Q-j is “off”, the ex- 
ternal capacitor C is fully charged to a voltage approxi- 
mately equal to Vqq. When the circuit is triggered, the 
flip-flop is unlatched and set, which causes the dis- 
charge transistor Q-| to turn “on” and discharge C rap- 
idly. When the voltage across C discharges to the volt- 
age level Vb, the comparator #2 changes state, resets 
the flip-flop and turns Q-| “off”. Then, C charges toward 
Vcc with a time constant set by the external R and C. 
When the voltage across it reaches the upper thresh- 
old, Va, comparator #1 changes state and sets the flip- 
flop again, and discharges C back to the lower thresh- 
old level. Vb. In this manner, the circuit continues to os- 
cillate, with the voltage level across C exponentially 
rising to V^, then rapidly decaying to Vb, and then re- 
peating its cycle. The output of the circuit is a se- 
quence of narrow pulses, with a repetition rate T, given 
as: 



( 6 ) 


where R-\ and R 2 are the internal bias resistors setting 
up the threshold levels Va and Vg. The train of output 
pulses coming out of the time-base oscillator are count- 


ed by the binary counter; and when a given count, N, is 
reached, the control flip-flop is latched in its reset con- 
dition until the next trigger input to the circuit. 

In most timer/counter designs, it is convenient to set 
the ratio of resistors R-| and R 2 such that: 


(Rl + Rg) 

R! 


e = 2.718 ... 


(7) 


where “e” is the base of the natural logorithm. This 
makes the period of the time-base oscillator directly 
equal to 1.0 RC and simplifies the selection of external 
R or C values for a given timer setting. 


UNIQUE FEATURES OF TIMER/COUNTERS 


The combination of a stable time-base oscillator and a 
programmable binary counter on the same 1C chip offer 
some unique application and performance features. 
Some of these are outlined below: 


Generating Long Delays with Small Capacitors: For a given 
time delay setting, the timer/counter would require a 
timing capacitor, C, that is N times smaller than that 
needed for the “one-shot” type timer, where N is the 
count programmed into the binary counter. Since large- 
value, low-leakage capacitors are quite expensive, this 
technique may provide substantial cost savings for gen- 
erating long time delays in excess of several minutes. 

Generating Ultra-Long Delays by Cascading: When a cascad- 
ing two timer/counters, one cascades the counter stag- 
es of both timers. Since the second timer/counter fur- 
ther divides down the counter output of the first timer, 
the total available count is increased geometrically, 
rather than arithmetically. For example, if one timer/ 
counter gives a time delay of NRC, two such timer/ 
counters cascaded will produce a time delay of N 2 RC 
where N is the count setting of the binary counter. Thus, 
a cascade of two timer/counter IC’s, each with an 8-bit 
binary counter, can produce a time delay in excess of 
32,000 RC. 

Generating Multiple Delays From Same RC Setting: By using a 
programmable binary counter, whose total count can 
be programmed between a minimum count of 1 , to a 
maximum count of N, one can obtain N different time 
intervals from the same external RC setting. 

Easy to Set or Calibrate: Although timer/counters are nor- 
mally used for generating long time delays or intervals, 
their accuracy characteristics are only determined by 
the characteristics of the time-base oscillator. The 
counter section does not affect the over-all timing accu- 
racy. Thus, time setting or calibration for long interval 
timing can be done quickly, without waiting for the en- 
tire timing cycle, by setting the accuracy of the time- 
base oscillator. 
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Choosing the Right 1C Timer 


Because of its versatility, the monolithic 1C timer offers 
a very wide range of applications in circuit or system 
design. However, during the design phase, once the 
“paper design” is accomplished, the user is faced with 
the key question: which 1C timer is the best choice for a 
given application? If the performance characteristics 
and the limitations of the timer 1C is not carefully con- 
sidered, the total system performance may be degrad- 
ed; similarly, if the timing function is overspecified with 
an excessive amount of “overkill”, particularly with re- 
gards to its stability and accuracy requirements, then 
the system cost will increase unnecessarily. 

The key selection criteria in choosing the right timer for 
the job is finding the monolithic 1C which will result in 
the lowest system cost (including the external compo- 
nents) for a given performance requirement. 

A very large majority of applications for 1C timers can 
be classified into one of the four categories listed be- 
low: 

o Interval or Event Timing 

° Pulse Generation and Shaping 

° Oscillation or Clock-Generation 

° Ramp Generation 

These categories of applications are discussed in more 
detail in the following sections, with the particular em- 
phasis on “choosing the right 1C timer” for the particu- 
lar application. 

INTERVAL OR EVENT TIMING 

In such an application one uses the 1C timer either to 
control the time interval between events, or the dura- 
tion of an event. A typical example of such application 
would be to control the opening or closing of an electro- 
mechanical relay or sequencing of indicator lights. 

General Purpose Timing: Most timing applications fall with- 
in the time interval range of a few microseconds to sev- 
eral minutes. For such applications the basic one-shot 
timer, such as the XR-555, is often the best choice, 
based on its low cost and versatility. 

Low-Power Timing: Many timing applications involving 
battery-operated or portable equipment, require a low- 
power, timer which can perform the general purpose 
timing functions with a minimum amount of power dissi- 
pation. The XR-L555 Micropower Timer 1C, which oper- 
ates with less than 1 mW of power dissipation and with 
supply voltages as low as 2.7 volts, is especially de- 
signed for such applications. 

Long Interval Timing: For timing applications requiring in- 
terval timing in the minutes, hours, or days range, the 
timer/counter IC’s present the most economical ap- 
proach, since they can produce long time delays using 
a small value capacitor. For such an application of the 
low-cost XR-2242 Long Range Timer, which operates 
on the timer/counter principle, is the most cost- 
effective circuit. 


Sequential Timing: Many timing applications require se- 
quencing of timing functions, i.e., one timer completes 
its operation and initiates the next timer, and so on. 
Since these applications require a multiplicity of timer 
circuits, they are best served by dual-timer IC’s, such 
as the XR-556 or the XR-2556. 

Delayed Timing: Certain timing applications require that 
the start of the timing pulse be delayed by a specific 
time from the occurrence of the trigger. This can be 
easily accomplished by using a dual-timer, such as the 
XR-556, where one section of the dual-timer can be 
used to set the initial “delay” subsequent to the trigger; 
and the second section can be used to generate the ac- 
tual timing pulse. 

Event Counting: In such an application, one needs to 
keep an accurate count of “events” which are normally 
a series of incoming pulses. This function can be easily 
performed with a programmable timer/counter 1C, such 
as the XR-2240, where the binary counter section can 
be programmed to count a given number of input 
pulses and stop the count, and/or reset the circuit when 
the programmed count is reached. In the case of the 
XR-2240, the existing count in the counters is displayed 
in a 8-bit parallel binary-format. 

Digitally-Programmed Timing: Some timing applications 
may require that the timing interval be digitally pro- 
grammable, without switching additional precision re- 
sistors and capacitors into the circuit. Such a function 
can be easily achieved by using a programmable timer/ 
counter, such as the XR-2240, where output duration 
can be programmed from 1 .0 RC to 255 RC, in 1 RC in- 
crements, where R and C are the external timing com- 
ponents. 

PULSE GENERATION AND SHAPING 

A popular class of applications for the one-shot type 
timers is pulse shaping or stretching. Some specific ex- 
amples of such applications and the recommended 
types of 1C timers for each are given below. 

Pulse Stretching: In such an application the 1C timer is 
operated in its monostable mode and is triggered by an 
input series of pulses, whose repetition period is longer 
than that timing period of the 1C. The output from the 
timer will then have the same repetition rate as the in- 
put pulse train, except that each output pulse will now 
have a uniform duration or length, as set by the RC time 
constant of the timer. The two IC’s best suited to this 
application are the XR-555 and the XR-320. The XR-555 
has the advantage of low unit price, whereas the 
XR-320 has the advantage of being able to trigger on 
either positive- or negative-going edge of the input 
pulses. 

Delayed-Pulse Generation: In this application it is neces- 
sary to convert the input pulse train to a different pulse 
sequence which has the same repetition rate but a dif- 
ferent duration and a different phase. This function can 
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be accomplished with a dual-timer circuit, such as the 
XR-556 or the XR-2556, where the first timer which is 
triggered by the input signal, sets the phase difference 
or "delay” between the input and the output pulse se- 
quence; and the second timer which is triggered at the 
trailing-edge of the first one, sets the output pulse- 
width. 

Pulse Blanking: In this application it is necessary to se- 
lectively "interrupt” or "blank-out” a pulse train. Such 
an application can be performed using a dual-timer 1C, 
such as the XR-556, where one section of the timer can 
be operated as a "pulse-stretcher” triggered by the in- 
put pulse train; and the second timer section can be 
triggered by a separate timing signal and serve as an 
enable/disable control for the first timer, thus interrupt- 
ing or "blanking” its output during its timing interval. 

Pulse-Width Modulation: In certain timing applications it is 
necessary to modulate the pulse-width of an output 
pulse sequence, without affecting its repetition rate. 
Such a requirement can be met by a one-shot timer, 
such a? the XR-555, operating in its monostable mode 
and being triggered by a fixed-frequency input pulse- 
train. The width of the output pulses from the timer 1C 
can be modified without affecting the repetition rate, by 
simply applying a control-voltage to the modulation ter- 
minal of XR-555. 

Pulse-Position Modulation: This application requires the 
generation of a pulse sequence whose pulse-width is 
constant (and usually very narrow) and, whose repeti- 
tion rate is modulated. Such a function can be easily 
implemented using a dual-timer 1C, such as the XR-556, 
where the second timer generates the narrow output 
pulses when triggered by the output of the first timer. 
The first timer section is then operated in its free- 
running (i.e., astable) mode and its frequency is then 
externally modulated by applying a control-voltage to its 
modulation terminal. 

OSCILLATION OR CLOCK-GENERATION 

1C Timers can be operated in their free-running or "self- 
triggering” mode, to generate periodic timing pulses. 
Since the output pulse-width or the frequency can be 
controlled by the choice of external resistors and ca- 
pacitors. These circuits make excellent low-cost clock 
oscillators, for a number of digital systems. Some of 
these applications are outlined below. 

Clock Generator: In such applications, the 1C is used to 
generate a fixed-frequency output waveform with nearly 
50% duty cycle. The XR-555 timer, whose output duty- 
cycle can be controlled by the choice of two external 
resistors, is ideally suited for such an application, for 
clock frequencies up to 300 kHz. 

High-Current Oscillator: Certain oscillator applications re- 
quire that the circuit output should be able to source or 
sink high load currents (> 100 mA) in order to drive 
electromechanical relays or capacitive loads. The 
XR-555 Timer 1C, which can provide up to 200 mA of 
current drive, is well suited for such applications. 


Micropower Oscillator: Battery operated or remote-con- 
trolled instruments often require a low-power clock os- 
cillator. The XR-L555 Micropower Timer, which operates 
with less than 1 mW of power drain, is the recom- 
mended choice for such applications, since it dissi- 
pates 1/1 5th the power of the conventional 555-type 
timer. 

Voltage-Controlled Oscillator: Voltage-controlled oscillator 
(VCO) circuits find a wide range of applications in 
phase-locked loop systems. The XR-555 (or its low- 
power/low-voltage version of the XR-L555) which has a 
separate modulation terminal (Pin 5) can be used as a 
VCO by applying the proper control voltage to its modu- 
lation terminal and operating the 1C in its self-triggering 
mode. 

Low-Voltage Oscillator: Low threshold CMOS logic circuits 
normally require stable clock oscillators which can op- 
erate with a single 3 volt supply. The XR-L555 Micro- 
power Timer which can operate with supply voltages as 
low as 2.7 volts is particularly suited for such applica- 
tions. 

Ultra-Low Frequency Oscillator: Certain battery operated or 
remote-controlled equipment require a stable ultra-low 
frequency clock oscillator, whose frequency can be as 
low as one cycle per day. The XR-2242 Long-Range 
Timer circuit which produces a square-wave output 
with a period of 256 RC, when operating in its free- 
running mode, is a very cost-effective replacement for 
such an oscillator. 

Digitally-Programmed Oscillator: In certain applications it 
may be necessary to program the frequency of an os- 
cillator by means of a binary control signal, without 
switching additional resistors or capacitors into the cir- 
cuit. The XR-2240 Programmable Timer/Counter, when 
operating in its delayed-trigger mode (see Exar Applica- 
tion Note AN-07) can be used in such an application to 
generate an output frequency whose period is equal to 
(N + 1)RC, where N is the binary count which can be 
digitally programmed by an external 8-bit binary signal, 
to be any integer between 1 and 255. 

Binary Pattern Generator: In certain test instrumentation 
design, it is necessary to generate a pseudorandom bi- 
nary data pattern, which would then repeat itself peri- 
odically. The XR-2240 Programmable Timer/Counter 
which provides eight separate "open-collector” out- 
puts, can perform such a function by selective shorting 
of one or more of its outputs to a common pull-up resis- 
tor. 

Tone-Burst Generator: Some instrumentation applications 
require the generation of a certain tone or frequency 
signal, at periodic intervals. This function can be ac- 
complished using a dual-timer 1C, such as the XR-556 
or the XR-2556, where one of the timer sections would 
operate as a keyed oscillator which is turned "on” and 
"off” by the other timer section. The output of the first 
timer section will then be a “tone-burst”, which will be 
present only during the timing cycle of the second timer. 
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RAMP GENERATION 

In a number of timing applications, it is necessary to 
generate an analog voltage which is proportional to the 
time elapsed during the timing cycle. This function is 
particularly useful for generating linear sweep voltage 
for oscilloscope or X-Y recorder display applications 
and it can be accomplished either linearly or digitally, 
as described below. 


Linear Ramp Generator: A linear ramp can be obtained by 
charging a timing capacitor with a constant-current 
source. Since the XR-320 Timer 1C operates on such a 
principle, it is ideally suited for this application. Upon 
triggering, the XR-320 produces a positive-going ramp 
at its current-source output (Pin 3). This ramp starts 


from the ground level and rises up to a voltage level ap- 
proximately equal to 80% of the supply voltage, during 
the timing interval. Since the current-source output at 
Pin 3 is a high impedance terminal, the sweep or linear 
ramp signal at this point should be buffered by a high 
impedance op amp connected as a voltage follower, 
amp connected as a voltage follower. 

Digital Ramp Generator: In certain applications, a digitally 
generated “staircase” voltage is preferred over a linear 
ramp signal. Such a digital ramp signal can be gener- 
ated using the XR-2240 Programmable Timer/Counter, 
along with an external resistor ladder and a current- 
summing op amp. The digital ramp signal is particularly 
useful for analog-to-digital conversion or digital sample- 
and-hold applications, 
tions. 
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EXAR 


XR-320 


Monolithic Tinning Circuit 


GENERAL DESCRIPTION 

The XR-320 monolithic timing circuit is designed for use 
in instrumentation and digital communications equip- 
ment, and for a wide variety of industrial control and 
special testing applications. In many cases, this circuit 
provides a monolithic replacement for mechanical or 
electromechanical timing devices. 

The XR-320 timing circuit generates precise timing 
pulses (or time delays) whose repetition rate (or length) 
is determined by an external timing resistor, R, and tim- 
ing capacitor, C. The timing period is exactly equal to 
2RC and can be continuously varied from 1 p sec to 1 
hour. The circuits can be operated in a monostable or 
free-running (self-triggering) mode. They can be used 
for sequential timing and sweep generation, and also 
for pulse-position and pulse-width modulation. 

The XR-320 integrated circuit is comprised of a stable 
internal bias reference, a precision current source, a 
voltage comparator, a flip-flop, a timing switch, and a 
pair of output logic drivers. The high current output at 
pin 12 can sink or source up to 100 milliamps of cur- 
rent. 

FEATURES 

Wide Timing Range: 1 nsec to 1 hour 
High Accuracy: 1 % 

Excellent Temperature Stability: 100 ppm/°C 
Wide Supply Voltage Range: 4.5V to 18V 
Triggering with Positive or Negative-Going Pulses 
Programmable 

Resistor Programming: 3 decades 
Capacitor Program: 9 decades 
Logic Compatible Outputs 
High Current Drive Capability: 100 mA 

APPLICATIONS 


FUNCTIONAL BLOCK DIAGRAM 



V 


HIGH 

CUHRINT 

OUTPUT 


LOGIC 

OUTPUT 


GROUND 


Part Number Package Operating Temperature 

XR-320P Plastic 0°Cto+70°C 


SYSTEM DESCRIPTION 

The XR-320 is an extremely versatile monolithic timer 
capable of delays ranging from 1 fisec to 1 hour. It 
works with both positive and negative triggering, and 
features both normally high and normally low outputs. 
An on board current source, programmable by an ex- 
ternal resistor, changes the timing capacitor. This pro- 
duces a true ramp function and allows accurate timing 
intervals equal to 2 RC. 


Precision Timing 
Time-Delay Generation 
Sequential Timing 
Pulse Generation/Shaping 
Pulse-Position Modulation 
Pulse-Width Modulation 
Sweep Generation 

ABSOLUTE MAXIMUM RATINGS 

18 volts 
750 mW 
625 mW 
5 mW/°C 
65°C to + 150°C 


Positive going triggering is applied to Pin 6; negative 
triggering is applied to Pin 5. After a trigger pulse is ap- 
plied, the open collector output (Pin 1 0) will go high and 
the high current output (Pin 12) switches into the cur- 
rent sink mode. At timeout, the open collector pulls low, 
and can sink 10 mA; the high current output goes high 
and can source 100 mA. Utilizing the high current out- 
put requires a pull-up resistor from Pin 10 to +Vqq. 
The resistor must limit current to no more than 10 mA; 
1 mA is sufficient. Timing is interrupted and the device 
is reset when Pin 7 is grounded. Astable operation is at- 
tained by tying the negative going (falling) trigger (Pin 5) 
to the timing capacitor (Pin 3). In this configuration, the 
device will automatically retrigger itself upon comple- 
tion of the timing interval. 


Power Supply 
Internal Power Dissipation 
Plastic Package: 

Derate above T/\ = +25°C 
Storage Temperature Range 
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XR-320 


ELECTRICAL CHARACTERISTICS 

Test Conditions: Supply Voltage = 12V ±5%, Test Circuit of Figure 2, Ta = 25°C, unless otherwise specified. 



XR-320 



PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

Supply Voltage 

Quiescent Supply Current 

4.5 


18 

Vdc 


V+ = 5V 


2.0 

3.5 

mA 


V+ = 12V 


6.0 

7.0 

mA 


V+ = 18V 


10.0 

12.5 

mA 


Timing Cycle Supply Current 






V+ = 5V 


2.5 

4.0 

mA 


V+ = 12V 


6.5 

8.0 

mA 


V+ = 18V 


12.0 

14.0 

mA 


Timing Accuracy 






V+ = 5V 


1.0 

5.0 

% 


V+ = 12V 


1.0 

5.0 

% 


V+ = 18V 


1.0 

5.0 

% 


Temperature Drift 


100 


ppm/°C 


Timing vs. Supply Voltage 


0.1 

0.5 

%/V 


Stand-by Voltage (Pin 3) 


0.7 


V 


Comparator Threshold 

Voltage (Pin 3) 






V+ = 5V 


2.4 


V 


V+ = 12V 

4.5 

5.2 

6.0 

V 


V+ = 18V 


8.4 


V 


Current Source Input 

Voltage (Pin 1) 






V+ = 5V 


4.15 


V 


V+ = 12V 

9.0 

9.75 

10.6 

V 


V+ = 18V 


16.15 


V 


Trigger Voltage 






Set (Pin 5) 


1.0 

1.5 

V 

See Figure 11 

Set 2 (Pin 6) 

0.5 

1.4 


V 

See Figure 12 

Reset (Pin 7) 


0.7 

1.5 

V 


Trigger Current 






Set 1 (Pin 5) 


10 


mA 


Set 2 (Pin 6) 


60 


mA 


Reset (Pin 7) 


30 


mA 


Output 1 (Pin 10) (Normally low) 






“Low” Voltage 


0.1 


V 


“High” Voltage 

4.0 

5.0 


V 


Rise Time 


140 


nsec 


Fall Time 


50 


nsec 


Output 2 (Pin 12) (Normally high) 






“High” Voltage 


10.4 


V 

'source =100 mA 

“Low” Voltage 


1.5 


V 

'sink = 100 nriA 

Rise Time 


100 


nsec 

Fall Time 


40 


nsec 



DEFINITIONS 


Timing Accuracy: the timing error solely introduced by the XR-320, defined in per cent 
as: 


measured timing _ 2 RC based on actual 
1 Q0 x pulse length component values 0/q 
2 RC based on actual component values 

Timing vs Supply 

Voltage: the maximum timing drift over the power supply range of 5 to 18 volts 

referenced to 12 volt operation, defined in per cent per volt as: 

max. timing pulse length _ min. timing pulse length 
100 ^ over 5 to 18 volt supply over 5 to 18 volt supply ^ 

15 timing pulse length with 12 volt supply 


Stand-by Voltage: 

Comparator Threshold 
Voltage (Pin 3): 

Trigger Voltage: 


the voltage between pin 
3 and ground in reset 
condition. 

the voltage at which the 
internal comparator trig- 
gers the flip-flop and the 
timing capacitor dis- 
charges. 

the DC voltage level ap- 
plied to each set or re- 
set terminal which 
causes the output to 
change state. 
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R * TOOK 



Figure 1 . Test Circuit 


OPERATING INSTRUCTIONS 


Figures 2 and 3 show typical connections for the XR- 
320. Only three external components are required for 
basic operation: the resistor R and capacitor C which 
determine the time delay (2RC); and an external load re- 
sistor, R|_. The circuit provides two independent logic 
outputs: a medium current output (up to 10 mA) at pin 
10, and a high current output (up to 100 mA) at pin 12. 
The output at pin 10 is of the “bare-collector” type 
which requires an external pull-up resistor, Ri_, connect- 
ed between this terminal and V^" for proper circuit op- 
eration. 



Figure 2. Monostable Operation, Negative Trigger 


R 



Figure 3. Monostable Operation, Positive Trigger 


With no trigger pulse applied, the output at pin 10 is in a 
low state near ground potential; and the output at pin 12 
is in a high state, near V + . The circuit is triggered by 
the application of a negative-going pulse to pin 5 or a 
positive-going pulse to pin 6. At that instant, the output 
levels change state such that pin 10 becomes high and 
pin 12 low. The outputs will remain in this (switched) 
state until the delay time, T = 2RC, expires, at which 
time the outputs will return to their original state. In this 
mode of operation, the trigger input can be activated re- 
peatedly without further influencing the time cycle, i.e., 
once the circuit is triggered it becomes immune to sub- 
sequent triggering until the entire timing cycle is com- 
pleted. 


For reliable operation, the trigger pulse width must he 
shorter than the output pulse width. Although many 
units will function when this rule is not observed, proper 
operation cannot be guaranteed. 


Figure 4 shows the waveforms at various circuit loca- 
tions for a negative-going trigger applied to pin 5. A sim- 
ilar set of waveforms is displayed in Figure 5 for a 
positive-going pulse applied to pin 6. The timing cycle 
can be reset at any time by simply grounding pin 7. 
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SET 1 

INPUT (PIN 5) 

VOLTAGE ACROSS 
TIMING CAPACITOR 
(PIN 3) 

OUTPUT 1 
(PIN 10) 


Figure 4. Waveforms for Negative-Going Trigger 



SET 2 

INPUT (PIN 6) 

VOLTAGE ACROSS 
TIMING CAPACITOR 
(PIN 3) 

OUTPUT 1 
(PIN 10) 


Figure 5. Waveforms for Positive-Going Trigger 


DESCRIPTION OF CIRCUIT CONTROLS 


TIMING RESISTOR (PIN 1) 


Timing resistor, R, is connected between pin 1 and V + , 
pin 14. For maximum timing accuracy, R should be in 
the range 6 kli < R < 1 Mfi. See Figure 6 for the mini- 
mum and maximum values for R for various supply volt- 
ages. 



Figure 6. Operating Range as a Function of Timing Resistor 
and Supply Voltage 


TIMING CAPACITOR (PIN 3) 

Timing capacitor, C, is connected between pin 3 and 
ground. The time delay, T, is equal to 2RC in seconds. 
NOTE: A timing error can result due to the leakage cur- 
rent of the timing capacitor. When a capacitor with a 
relatively low insulation resistance (e.g. a high-valued 
electrolytic) is used as the timing capacitor, the result- 
ing delay time will be much longer than 2RC because of 
the associated leakage current. 

SET 1 - NEGATIVE TRIGGER (PIN 5) 

A negative-going pulse applied to pin 5 will cause the 
outputs to change state. Output 1, pin 10, which is nor- 
mally low will go high, Output 2, pin 1 2, which is normal- 


XR-320 

ly high will go low. See Figure 1 1 for additional details. 
When not used, pin 5 should be connected to V + to 
avoid false triggering. 

By grounding or applying a negative pulse to the reset 
(Pin 7), the timing cycle is automatically interrupted and 
the outputs return to their original state. When the reset 
function is not in use, it is recommended that it be con- 
nected to V + to avoid any possibility of false resetting. 

SET 2 - POSITIVE TRIGGER (PIN 6) 

A positive-going pulse applied to pin 6 will cause the 
outputs to change state. The normally low output at pin 
10 will go high, and the normally high output at pin 12 
will go low. See Figure 12 for additional details. When 
not used, pin 6 should be grounded to avoid false trig- 
gering. 

ADDITIONAL APPLICATIONS 
FREE-RUNNING MODE 


By shorting pins 3 and 5, the XR-320 will operate in a 
“free-running” or self-triggering mode. In this mode of 
operation, the circuit functions as a stable clock pulse 
generator with a repetition rate of approximately 1/ 
(2RC). The circuit connection and free-running frequen- 
cy in this application are shown in Figure 7. Note that 
one cycle is not precisely equal to 2RC because of ca- 
pacitor discharge time. Typical waveforms for self- 
triggered operation are shown in Figure 8. 



0.1 1 10 100 IK 10K 

FREE RUNNING FREQUENCY |H/| 



Figure 7. Free-Running Operation 



VOLTAGE ACROSS 
TIMING CAPACITOR 
(PIN 3) 


OUTPUT 1 
(PIN 10) 

OUTPUf 2 
(PIN 12) 


Figure 8. Waveforms for Self-Triggered Operation 
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XR-320 

SWEEP GENERATION 

In self-triggered operation, the waveform across the 
timing capacitor (at pin 3) is a linear ramp as shown in 
Figure 8. The waveform at pin 3 can be used as a highly 
linear sweep voltage with a total nonlinearity of less 
than 1 % . 


PULSE-WIDTH MODULATION 

For this application, the XR-320 should be connected 
as shown in Figure 9. 

The modulation input is applied to pin 1 through coup- 
ling capacitor, Cq- The input signal modulates the cur- 
rent through the timing resistor, R, and, in turn, changes 
the width of the output timing pulses. The resistor R^, 
in series with the signal source, is used to control the 
amount of modulation for a given input signal level. 




0 0.25 0.5 0.75 1.0 1.25 


VOLTAGE LEVEL AT PIN 5 (VOLTS) 


Figure 11. Minimum Pulse Width for Triggering at Pin 5 



2.5 5 10 15 20 

SUPPLY VOLTAGE (VOLTS) 

Figure 10. Change in Timing vs. Supply Voltage 



0 0.5 1.0 1.5 2.0 2.5 


VOLTAGE LEVEL AT PIN § (VOLTS) 

Figure 12. Minimum Pulse Width for Triggering at Pin 6 
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XR-555 



EXAR 


Timing Circuit 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-555 monolithic timing circuit is a highly stable 
controller capable of producing accurate timing pulses. 
It is a direct, pin-for-pin replacement for the SE/NE 555 
timer. The circuit contains independent control termi- 
nals for triggering or resetting if desired. 

In the monostable mode of operation, the time delay is 
controlled by one external resistor and one capacitor. 
For astable operation as an oscillator, the free-running 
frequency and the duty cycle are accurately controlled 
with two external resistors and one capacitor (as 
shown in Figure 2). 

The XR-555 may be triggered or reset on falling wave- 
forms. Its output can source or sink up to 200 mA or 
drive TTL circuits. 

FEATURES 

Direct Replacement for SE/NE 555 
Timing from Microseconds Thru Hours 
Operates in Both Monostable and Astable Modes 
High Current Drive Capability (200 mA) 

TTL and DTL Compatible Outputs 
Adjustable Duty Cycle 
Temperature Stability of 0.005%/°C 

APPLICATIONS 



ORDERING INFORMATION 


Part Number Package 


Operating Temperature 


XR-555M 

XR-555CM 

XR-555CP 


Ceramic -55°C to + 125°C 

Ceramic 0°Cto+70°C 

Plastic 0°C to + 70°C 


SYSTEM DESCRIPTION 

The XR-555 is an industry standard timing circuit capa- 
ble of both monostable and astable operation with tim- 
ing intervals ranging from low microseconds up 
through several hours. Timing is independent of supply 
voltage, which may range from 4.5 V to 18 V. The out- 
put stage can source or sink 200 mA. 


Precision Timing 
Pulse Generation 
Sequential Timing 
Pulse Shaping 
Clock Generation 
Missing Pulse Detection 
Pulse-Width Modulation 
Frequency Division 
Pulse-Position Modulation 
Appliance Timing 

ABSOLUTE MAXIMUM RATINGS 

Power Supply 18 volts 

Power Dissipation (package limitation) 

Ceramic Package 385 mW 

Plastic Package 300 mW 

Derate above +25 °C 2.5 mW/°C 

Storage Temperature -65°C to + 125°C 


In the monostable (one shot) mode, timing is deter- 
mined by one resistor and capacitor. Astable opera- 
tions (oscillation) requires an additional resistor, which 
controls duty cycle. An internal resistive divider pro- 
vides a reference voltage of 2/3 Vqc. which provides a 
timing interval of 1.1 RC. As the reference is related to 
Vcc. the interval is independent of supply voltage; how- 
ever, for maximum accuracy, the user should ensure 
Vqq does not vary during timing. 

The output of the XR-555 is high during the timing inter- 
val, and pulls low at timeout. It is triggered and reset on 
falling waveforms. The control voltage input (Pin 5) may 
serve as a pulse width modulation point. 

For applications requiring dual matched 555-type tim- 
ers, see the XR-556 and XR-2556. For low voltage and / 
or low power drain applications, consider the XR-L555 
and XR-L556 devices. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Oa = 25°C, Vqq = + 5V to +15V, unless otherwise specified.) 



XR-555M 

XR-555C 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

Supply Voltage 

4.5 

. 

18 

4.5 


16 

V 


Supply Current 


3 

5 


3 

6 

mA 

Low State Output (Note 1) 
Vnn = 5V, Ri = oo 



10 

12 


10 

15 

mA 

Vqq = 15V, R[_ = oo 

Timing Error (Monostable) 








Ra- Rb = 1 KG t0 100 KG 

Initial Accuracy 


0.5 

2.0 


1.0 

3.0 

% 

Note 2, C = 0.1 fx F 

Drift with Temperature 


30 

100 


50 


ppm/°C 

0°C < T A <75°C 

Drift with Supply Voltage 


0.05 

0.2 


0.1 

0.5 

%A/ 

Timing Error (Astable) 








Ra, Rb = 1 KG to 100 KG 

Initial Accuracy (Note 2) 


1.5 



2.25 


% 

C = 0.1 fiF 

Drift with Temperature 


90 



150 


ppm/°C 

Vqq = 15V 

Drift with Supply Voltage 


0.15 



0.3 


%/V 

Threshold Voltage 

9.4 

10.0 

10.6 

8.8 

10.0 

11.2 

V 

Vqq = 15V 


2.7 

3.33 

4.0 

2.4 

3.33 

4.2 

V 

Vqq = 5V 

Trigger Voltage 

1.45 

l!67 

1.9 


1.67 


V 

Vqq = 5V 


4.8 

5.0 

5.2 


5.0 


V 

Vqq = 15V 

Trigger Current 


0.5 

0.9 


0.5 

2.0 



Reset Voltage 

0.4 

0.7 

1.0 

0.4 

0.7 

1.0 

V 

Trigger Input High 

Reset Current 


0.4 

1.0 


0.4 

1.5 

mA 


Threshold Current 


0.1 

0.25 


0.1 

0.25 

mA 

(Note 3) 

Control Voltage level 

2,7 

3.33 

4.0 

2.4 

3.33 

4.2 

V 

Vqq = 5V 


9.4 

10.0 

10.6 

8.8 

10.0 

11.2 

V 

Vqq = 15V 

Output Voltage Drop (Low) 


0.10 

0.25 


0.3 


V 

Vqq = 5V 
•sink = 8-0 mA 



0.05 

0.2 


0.25 

0.35 

V 

•sink = 5.0 mA 

Vqq = 15V 



0.1 

0.15 


0.1 

0.25 

V 

•sink = 10 



0.4 

0.5 


0.4 

0.75 

V 

•sink = 50 mA 



2.0 

2.2 


2.0 

2.5 

V 

•sink = 100 mA 



2.5 



2.5 


V 

•sink = 200 mA 

Output Voltage Drop (High) 

3.0 

3.3 


2.75 

3.3 


V 

•source = 100mA 

Vqq = 5V 


13 

13.3 


12.75 

13.3 


V 

Vqq = 15V 
•source = 200 mA 



12.5 



12.5 


V 

> 

io 

II 

8 

> 

Turn Off Time (Note 4) 


0.5 

0.2 


0.5 


^s 

VRESET High 

Rise Time of Output 


100 

200 

i 

100 

300 

nsec 


Fall Time of Output 


100 

200 


100 

300 

nsec 


Discharge Transistor Leakage 


20 

100 


20 

100 

nA 



Note 1: Supply current when output is high is typically 1.0 mA less. 

Note 2: Tested at Vqq = 5V and Vqq = 15V. 

Note 3: This will determine the maximum value of Ra + Rb for 15V operation. The maximum total R = 20 
megohms and for 5V operation, the maximum Rj = 3.4 megohms. 

Note 4: Time measured from a positive-going input pulse from 0 to 0.8 x Vqq into the threshold to the drop from 
high to low of the output. Trigger is tied to threshold. 
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XR-L555 



EX4R 


Micropower Timing Circuit 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-L555 is a stable micropower controller capable 
of producing accurate timing pulses. It is a direct re- 
placement for the popular 555-timer for applications re- 
quiring very low power dissipation. The XR-L555 has 
approximately 1/1 5th the power dissipation of the stan- 
dard 555-timer and can operate down to 2.7 volts with- 
out sacrificing such key features as timing accuracy 
and frequency stability. At 5-volt operation, typical 
power dissipation of the XR-L555 is 900 microwatts. 

The circuit contains independent control terminals for 
triggering or resetting if desired. In the monostable 
mode of operation, the time delay is controlled by one 
external resistor and one capacitor. For astable opera- 
tion as an oscillator the free-running frequency and the 
duty cycle are accurately controlled with two external 
resistors and one capacitor as shown in Figure 2. The 
XR-L555 is triggered or reset on falling waveforms. Its 
output can source up to 100 mA or drive TTL circuits. 

Because of its temperature stability and low-voltage 
(2.7V) operation capability, the XR-L555 is ideally suited 
as a micropower clock oscillator or VCO for low-power 
CMOS systems. It can operate up to 1500 hours with 
only two 300 mA-Hr NiCd batteries. 


FEATURES 

Pin Compatible with Standard 555 Timer 
Less than 1 mW Power Dissipation (V+ = 5V) 
Timing from Microseconds to Minutes 
Over 1000-Hour Operation with 2 NiCd Batteries 
Low Voltage Operation (V+ = 2.7V) 

Operates in Both Monostable and Astable Modes 
CMOS TTL and DTL Compatible Outputs 


APPLICATIONS 

Battery Operated Timing 
Micropower Clock Generator 
Pulse Shaping and Detection 
Micropower PLL Design 
Power-On Reset Controller 
Micropower Oscillator 
Sequential Timing 
Pulse Width Modulation 
Appliance Timing 
Remote-Control Sequencer 



♦ V 


cc 


DISCHARGE 


THRESHOLD 


CONTROL 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 18 volts 

Power Dissipation (package limitation) 

Ceramic Package 385 mW 

Plastic Package 300 mW 

Derate above +25°C 2.5 mW/°C 

Storage Temperature - 65°C to + 1 25°C 


ORDERING INFORMATION 


Part Number Package 


Operating Temperature 


XR-L555M Ceramic 

XR-L555CN Ceramic 

XR-L555CP Plastic 


- 55°C to + 125°C 
0°C to + 70°C 
0°C to + 70°C 


SYSTEM DESCRIPTION 

The XR-L555 is a micropower timing circuit similar to 
the industry standard 555-type timer. It is capable of 
both monostable and astable operation with timing in- 
tervals ranging from low microseconds up through sev- 
eral hours. Timing is independent of supply voltage 
which may range from 2.7 V to 15 V. The output stage 
can source 50 mA. 

In the monostable (one shot) mode, timing is deter- 
mined by one resistor and capacitor. Astable operation 
(oscillation) requires an additional resistor, which con- 
trols duty cycle. An internal resistive divider provides a 
reference voltage of 2/3 Vqq, the interval is indepen- 
dent of supply voltage; however, for maximum accu- 
racy, the user should ensure Vqq does not vary during 
timing. 


The output of the XR-L555 is high during the timing in- 
terval. It is triggered and reset on falling waveforms. 
The control voltage input (Pin 5) may serve as a pulse 
width modulation point. 

For applications requiring dual L555-type timers, see 
the XR-L556. 
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XR-L555 

ELECTRICAL CHARACTERISTICS 

Test Conditions: Oa = 25°C, Vqq = + 5V, unless otherwise specified.) 



XR-L555M 

XR-L555C 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

Supply Voltage 

2.7 


15 

2.7 


15 

V 


Supply Current 


150 

300 


190 

500 

/zA 

Low State Output 

VcC = 5V, R[_ = oo 

Timing Error 








R A , Rb = 1 kq to 









100 Kfi 

Initial Accuracy 


0.5 

2.0 


1.0 


% 

C = 0.1 jtzF 

Drift with Temperature 


30 

100 


50 


ppm/°C 

0°C < T A < 75°C 

Drift with Supply Voltage 


0.05 



0.05 


%/V 

Threshold Voltage 


2/3 



2/3 


X V CC 


Trigger Voltage 

1.45 

1.67 

1.9 


1.67 


V 

Vec = 5V 


4.8 

5.0 

5.2 


5.0 


V 

V C C = 15V 

Trigger Current 


0.5 



0.5 


/zA 


Reset Voltage 

0.4 

0.7 

1.0 

0.4 

0.7 

1.0 

V 


Reset Current 


0.1 



0.1 


mA 


Threshold Current 


0.1 

0.25 


0.1 

0.25 

nA 


Control Voltage Level 

2.90 

3.33 

3.80 

2.60 

3.33 

4.00 

V 

V C C = 5V 


9.6 

10.0 

10.4 

9.0 

10.0 

11.0 


V C C = 15V 

Output Voltage Drop (Low) 


0.1 

0.3 


0.25 

0.35 

V 

Ismk = 1.5 mA 

Output Voltage Drop (High) 

3.0 

3.3 


2.75 

3.3 


V 

•source = 10 mA 

V C C = 5V 


13 

13.3 


12.75 

13.3 


V 

V C C = 15V 
•source = 100 mA 



12.5 



12.5 


V 

Vec = 15V 

Rise Time of Output 


100 



100 


nsec 


Fall Time of Output 


100 



100 


nsec 


Discharge Transistor 


0.1 



0.1 




Leakage 











Figure 1. Monostable (One-Shot) Circuit 
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FEATURES OF XR-L555 


XR-L555 


The XR-L555 micropower timer is, in most instances, a 
direct pin-for-pin replacement for the conventional 555- 
type timer. However, compared to conventional 555- 
timer, it offers the following important performance fea- 
tures: 

Reduced Power Dissipation: The current drain is 1/1 5th of 
the conventional 555-timer. 

No Supply Current Transients: The conventional 555-timer 
can produce 300 to 400 mA of supply current spikes 
during switching. The XR-L555 is virtually transient-free 
as shown in Figure 12. 

Low-Voltage Operation: The XR-L555 operates down to 2.7 
volts of supply voltage, vs. 4.5V minimum operating 
voltage needed for conventional 555-timer. Thus, the 
XR-L555 can operate safely and reliably with two 1.5V 
NiCd batteries. 

Proven Bipolar Technology: The XR-L555 is fabricated us- 
ing conventional bipolar process technology. Thus, it is 
immune to electrostatic burn-out problems associated 
with low-power timers using CMOS technology. 

APPLICATIONS INFORMATION 

MONOSTABLE (ONE-SHOT) OPERATION 

The circuit connection for monostable, or one-shot op- 
eration of the XR-L555 is shown in Figure 1. The inter- 
nal flip-flop is triggered by lowering the trigger level at 
pin 2 to less than 1/3 of Vqq. The circuit triggers on a 
negative-going slope. Upon triggering, the flip-flop is 
set to one side, which releases the short circuit across 
the capacitor and also moves the output level at pin 3 
toward Vqq. The voltage across the capacitor, there- 
fore, starts increasing exponentially with a time con- 
stant r = R A C. A high impedance comparator is refer- 


enced to 2/3 Vqq with the use of three equal internal re- 
sistors. When the voltage across the capacitor reaches 
this level, the flip-flop is reset, the capacitor is dis- 
charged rapidly, and the output level moves toward 
ground, and the timing cycle is completed. 

The duration of the timing period, T, during which the 
output logic level is at a "high” state is given by the 
equation: 

T = 1.1 R A C 

The time delay varies linearly with the choice of R A and 
C as shown by the timing curves of Figure 13. For 
proper operation of the circuit, the trigger pulse-width 
must be less than the timing period. 

Once the circuit is triggered it is immune to additional 
trigger inputs until the present timing-period has been 
completed. The timing-cycle can be interrupted by us- 
ing the reset control (pin 4). When the reset control is 
“low”, the internal discharge transistor is turned "on” 
and prevents the capacitor from charging. As long as 
the reset voltage is applied, the digital output level will 
remain unchanged, i.e. "low”. The reset pin should be 
connected to + Vqq when not used to avoid the possi- 
bility of false triggering. 

ASTABLE (SELF-TRIGGERING) OPERATION 

For astable (or self-triggering) operation, the correct cir- 
cuit connection is shown in Figure 2. The external ca- 
pacitor charges to 2/3 Vqq through the parallel combi- 
nation of R a and Rg, and discharges to 1/3 Vqq 
through Rg. In this manner, the capacitor voltage oscil- 
lates between 1/3 Vqq and 2/3 Vqq, with an exponen- 
tial waveform. The oscillations can be keyed "on” and 
"off” using the reset control. The frequency of oscilla- 
tion can be readily calculated from the equations in Fig- 
ure 2 and Figure 14. 



EQUIVALENT SCHEMATIC DIAGRAM 
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XR-556 



EXAR 


Dual Timer 

GENERAL DESCRIPTION 

The XR-556 dual timing circuit contains two indepen- 
dent 555-type timers on a single monolithic chip. It is a 
direct, pin-for-pin replacement for the SE/NE 556 dual 
timer. Each timer section is a highly stable controller 
capable of producing accurate time delays or oscilla- 
tions. Independent output and control terminals are 
provided for each section as shown in the functional 
block diagram. 

In the monostable mode of operation, the time delay for 
each section is precisely controlled by one external re- 
sistor and one capacitor. For astable operation as an 
oscillator, the free-running frequency and the duty cy- 
cle of each section are accurately controlled with two 
external resistors and one capacitor. . 

The XR-556 may be triggered or reset on falling wave- 
forms. Each output can source or sink up to 150 mA or 
drive TTL circuits. The matching and temperature track- 
ing characteristics between each timer section of the 
XR-556 are superior to those available from two sepa- 
rate timer packages. 

FEATURES 

Direct Replacement for SE/NE 556 

Replaces Two 555-Type Timers 

TTL Compatible Pinouts 

Timing from Microseconds Thru Hours 

Excellent Matching Between Timer Sections 

Operates in Both Monostable and Astable Modes 

High Current Drive Capability (150 mA each output) 

TTL and DTL Compatible Outputs 

Adjustable Duty Cycle 

Temperature Stability of 0.005 %/°C 

APPLICATIONS 

Precision Timing 
Pulse Generation 
Sequential Timing 
Pulse Shaping 
Time Delay Generation 
Clock Pattern Generation 
Missing Pulse Detection 
Pulse-Width Modulation 
Frequency Division 
Clock Synchronization 
Pulse-Position Modulation 
Appliance Timing 


FUNCTIONAL BLOCK DIAGRAM 



v cc 

DISCHARGE 

THRESHOLD 

CONTROL 

VOLTAGE 

RESET 

OUTPUT 

TRIGGER 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 
Power Dissipation 

Ceramic Dual-ln-Line 
Derate above Ta = 25°C 
Plastic Dual-ln-Line 
Derate above Ta = 25°C 
Storage Temperature Range 


18V 


750 mW 
6 mW/°C 
625 mW 
5 mW/°C 
-65°C to + 150°C 


ORDERING INFORMATION 


Part Number 


Package Operating Temperature 


XR-556M 

XR-556CN 

XR-556CP 


Ceramic -55°C to +125°C 

Ceramic 0°Cto+70°C 

Plastic 0°C to +70°C 


SYSTEM DESCRIPTION 

The XR-556 is an industry standard dual timing circuit 
capable of both monostable and astable operation with 
timing intervals ranging from low microseconds up 
through several hours. Timing is independent of supply 
voltage, which may range from, 4.5 V to 18 V. The out- 
put stage can source or sink 150 mA. Each timer sec- 
tion is fully independent and similar to 555-type de- 
vices. 
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XR-556 



EQUIVALENT SCHEMATIC DIAGRAM 


SYSTEM DESCRIPTION (continued) 

In the monostable (one shot) mode, timing is deter- 
mined by one resistor and capacitor. Astable operation 
(oscillation) requires an additional resistor, which con- 
trols duty cycle. An internal resistive divider provides a 
reference voltage of 2/3 Vqq, which produces a timing 
interval of 1.1 RC. As the reference is related to Vqq, 
the interval is independent of supply voltage; however, 
for maximum accuracy, the user should ensure Vqq 
does not vary during timing. 


The output of the XR-556 is high during the timing inter- 
val, and pulls low at timeout. It is triggered and reset on 
falling waveforms. The control voltage inputs (Pins 3 
and 11) may serve as pulse width modulation points. 
Matching between sections is typically better than 
0.05% initially, with temperature drift tracking to ±10 
ppm/°C and supply voltage drift tracking to 0.1 %/V. For 
low voltage and/or low power drain applications, con- 
sider the XR-L556. 
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XR-556 


ELECTRICAL CHARACTERISTICS 

Test Conditions: (Each timer section, Ta = 25°C, Vqq = +5V to +15V, unless otherwise specified.) 



XR-556M 

XR-556C 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

Supply Voltage 

4.5 


18 

4.5 


16 

V 


Supply Current 








Low State Output, 

(Each Timer Section) 


3 

5 


3 

6 

mA 

Note 1 

V C c = 5V, 









R[_ = oo 



10 

11 


10 

14 

mA 

V C C = 15 V, 









R L = oo 

Total Supply Current 








Low State Output, 

(Both Timer Sections) 


6 

10 


6 

12 

mA 

Note 1 

V C C = 5V, 









R[_ = oo 



20 

22 


20 

28 

mA 

V C C - 15 V, 









R|_ = OO 

Timing Error (Monostable) 








Timing, R = 1 Kfl 









to 100 Kfl 

Initial Accuracy 


0.5 

1.5 


.75 

3 

% 

Note 2, C = 1.0 /zF 

Drift with Temperature 


30 

100 


50 


ppm/°C 

0°C <T a <75°C 

Drift with Supply Voltage 


0.05 

0.2 


0.1 

0.5 

%N 

Timing Error (Astable) 








R A . Rb = 1 Kfl 









to 100 Kfl 

Initial Accuracy (Note 2) 


1.5 



2.25 


% 

C = 0.1 /xF 

Drift with Temperature 


90 



150 


ppm/°C 

£ 

1! 

cn 

< 

Drift with Supply Voltage 


0.15 



0.3 


%/V 


Threshold Voltage 

9.4 

10.0 

10.6 

8.8 

10.0 

11.2 

V 

Vcc = 15V 


2.7 

3.33 

4.0 

2.4 

3.33 

4.2 

V 

£ 

II 

cn 

< 

Trigger Voltage 

1.45 

1.67 

1.9 


1.67 


V 

Vcc = 5V 


4.8 

5.0 

5.2 

4.5 

5.0 

5.6 

V 

V CC = 15V 

Trigger Current 


0.5 

0.9 


0.5 

2 

mA 

V TRIG = ov 

Reset Voltage 

0.4 

0.7 

1.0 

0.4 

0.7 

1.0 

V 

V TRIG High 

Reset Current 


0.4 

1 


0.4 

1.5 

mA 

V RESET = ov 

Threshold Current 


0.03 

0.1 


0.03 

0.1 

M 

Note 3 

Control Voltage Level 

2.90 

3.33 

3.80 

2.60 

3.33 

4.00 

1 

V C C = 5V 


9.6 

10.0 

10.4 

9.0 

10.0 

11.0 


V C C = 15V 

Output Voltage Drop (Low) 


0.10 

0.25 


0.3 


V 

V C C = 5V 
'sink = 5-0 rnA 



0.05 

0.20 


0.25 

0.35 

V 

l s jnk = 5.0 mA 

V C C = 15V 



0.1 

0.15 


0.1 

0.25 

V 

isink = 1® m A 



0.4 

0.5 


0.4 

0.75 

V 

isink = 50 mA 



2.0 

2.25 


2.0 

2.75 

V 

'sink =100 mA 



2.5 



2.5 


V 

isink = 200 mA 

Output Voltage Drop (High) 

3.0 

3.3 


2.75 

3.3 


V 

isource = 100 m A 

Vcc = 5V 


13 

13.3 


12.75 

13.3 


V 

V C C = 15V 
isource = 200 mA 



12.5 



12.5 


V 

> 

to 

II 

1 

Rise Time of Output 


100 

200 


100 

300 

nsec 


Fall Time of Output 


100 

200 


100 

300 

nsec 


Matching Characteristic 








Note 4 

Initial Timing Accuracy 


0.05 

0.1 


0.1 

0.2 

% 


Timing Drift with 


±10 



±10 


ppm/°C 


Temperature 

Drift with Supply Voltage 


0.1 

0.2 

1 

0.2 

0.5 

%/V 



Note 1: Supply current when output is high is typically 1.0 mA less. 

Note 2: Tested at Vqq = 5V and Vqq = 15V. 

Note 3: This will determine the maximum value of Ra + Rb for 15V operation. The maximum total R = 10 
megohms, and for 5V operation, the maximum R = 3.4 megohms. 

Note 4: Matching characteristics refer to the difference between performance characteristics of each timer section. 
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EX4R 


XR-L556 


Micropower Dual Timer 


GENERAL DESCRIPTION 

The XR-L556 dual timer contains two independent mi- 
cropower timer sections on a monolithic chip. It is a di- 
rect replacement for the conventional 556-type dual 
timers, for applications requiring very low power dissi- 
pation. Each section of the XR-L556 dual timer is equiv- 
alent to Exar’s XR-L555 micropower timer. The circuit 
dissipates only 1/1 5th of the stand-by power of conven- 
tional dual timers and can operate down to 2.5 volts 
without sacrificing such key features as timing accu- 
racy and stability. At 5 volt operation, typical power dis- 
sipation of the dual-timer circuit is less than 2 mW; and 
it can operate in excess of 500 hours with only two 300 
mA-Hr NiCd batteries. 

The two timer sections of the circuit have separate con- 
trols and outputs, but share common supply and 
ground terminals. Each output can source up to 100 
mA of output current or drive TTL circuits. 

FEATURES 

Replaces two XR-L555 Micropower Timers 
Pin Compatible with Standard 556-Type Dual Timer 
Less than 1 mW Power Dissipation per Section (Vqq = 
5 V) 

Timing from Microseconds to Minutes 

Over 500-Hour Operation with 2 NiCd Batteries Low 

Voltage Operation (Vqq = 2.5V) 

Operates in Both Monostable and Astable Modes 
CMOS TTL and DTL Compatible Outputs 
Introduces No Switching Transients 

APPLICATIONS 

Battery Operated Timing 
Micropower Clock Generator 
Pulse Shaping and Detection 
Micropower PLL Design 
Power-On Reset Controller 
Micropower Oscillator 
Sequential Timing 
Pulse-Width Modulation 
Appliance Timing 
Remote-Control Sequencer 

ABSOLUTE MAXIMUM RATING 

Power Supply 
Power Dissipation 
Ceramic Dual-ln-Line 
Derate above Ta = 25°C 
Plastic Dual-ln-Line 

Derate above Ta = 25°C 
Storage Temperature Range 


18V 

750 mW 
6 mW/°C 
625 mW 
5 mW/°C 
-65°C to + 150°C 


FUNCTIONAL BLOCK DIAGRAM 



Vcc 

DISCHARGE 

THRESHOLD 

CONTROL 

VOLTAGE 

RESIT 

OUTPUT 

TRIGGER 


ORDERING INFORMATION 


Part Number 


Package Operating Temperature 


XR-L556 M Ceramic 

XR-L556 CN Ceramic 

XR-L556 CP Plastic 


-55°C to + 125°C 
0°C to + 70°C 
0°C to +70°C 


SYSTEM DESCRIPTION 

The XR-L556 is a micropower version of the industry 
standard XR-556 timing circuit, capable of both 
monostable and astable operation with timing intervals 
ranging from low microseconds up through several 
hours. Timing is independent of supply voltage, which 
may range from 2.5 V to 15 V. The output stage can 
source 100 mA. Each timer section is fully independent 
and similar to the XR-L555. 

In the monostable (one shot) mode, timing is deter- 
mined by one resistor and capacitor. Astable operation 
(oscillation) requires an additional resistor, which con- 
trols duty cycle. An internal resistive divider provides a 
reference voltage of 2/3 Vqq, which produces, a timing 
interval of 1.1 RC. As the reference is related to Vqq, 
the interval is independent of supply voltage; however, 
for maximum accuracy, the user should ensure Vqq 
does not vary during timing. 

The output of the XR-L556 is high during the timing in- 
terval. It is triggered and reset on falling waveforms. 
The control voltage inputs (Pins 3 and 11) may serve as 
pulse width modulation points. 
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XR-L556 


ELELTRICAL CHARACTERISTICS 

Test Conditions: Oa = 25°DC, Vqq = +5V, unless otherwise specified) 



XR-L556M 

XR-L556C 



PARAMETERS 

B 

TYP 

MAX 

MIN 



UNITS 

CONDITION 

Supply Voltage 

n 


15 

2.7 


15 

V 


Supply Current 








Low State Output 

(Each Timer Section) 

Total Supply Current 



300 


200 

500 

litK 

VCC = 5V, R[_ = oo 

(Both Timer Sections) 



600 


400 

1000 

#*A 


Timing Error 

■ 







Ra, Rr = 1 KO to 100 Kft 

Initial Accuracy 





1.0 


% 

C = 0.1 jiF 

Drift with Temperature 



200 


50 


ppm/°C 

0°C < T A < 70°C 

Drift with Supply Voltage 





0.5 


%/V 

Monostable Operation 

Threshold Voltage 





2/3 


XVcc 


Trigger Voltage 


1.67 

1.9 


1.67 


V 

V C C = 5V 


HI 

5.0 

5.2 


5.0 


V 

Vcc = 15V 

Trigger Current 


20 



20 


nA 


Reset Voltage 

0.4 

0.7 

1.0 

0.4 

0.7 

1.0 

V 


Reset Cu rerent 


10 



10 




Threshold Current 


10 

50 


20 

100 

nA 


Control Voltage Level 

2.90 

3.33 

3.80 

2.60 

3.33 

4.00 

V 

Vec = 5V 


9.6 

10.0 

10.4 

9.0 

10.0 

11.0 

V 

V C C = 15V 

Output Voltage Drop (Low) 


0.1 

0.3 


0.15 

0.35 

V 

•sink = I- 5 mA 

Output Voltage Drop (High) 

3.0 

3.3 


2.75 

3.3 


V 

•source = 10mA 

Vcc = 5V 


13 

13.3 


12.75 

13.3 


V 

Vcc = 15V 
•source =100 mA 



12.5 



12.5 


V 

> 

m 

II 

8 

> 

Rise Time of Output 


200 



200 


nsec 


Fall Time of Output 


100 



100 


nsec 


Discharge Transistor 


0.1 



0.1 


fiA 


Leakage 
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XR-L556 


CHARACTERISTIC CURVES 

GENERAL CHARACTERISTICS 



SUPPLY VOLTAGE, V (VOLTS) LOWEST VOLTAGE LEVEL OF 

TRIGGER PULSE (X V cc > 

Figure 3. Total Supply Current as a Figure 4. Minimum Pulse-Width 
Function of Supply Voltage Required for Triggering 

MONOSTABLE OPERATION 



0.1 0.2 0.3 0.4 


LOWEST TRIGGER VOLTAGE 
LEVEL ( X V cc ) 

Figure 5. Propagation Delay as a 
Function of Voltage Level of 
Trigger Pulse 



Accuracy as a Function of 
Supply Voltage 

ASTABLE OPERATION 



TEMPERATURE (°C) 


Q 

N 


< 

5 


cc 

o 



0 0.2 0.4 0.6 0.8 1.0 

CONTROL VOLTAGE AS FRACTION OF V QC 


Figure 7. Typical Timing 
Accuracy as a Function of 
Temperature 


( V CC = 5V, R a = 100m, C = 0.01/iF) 


Figure 8. Normalized Time 
Delay as a Function of 
Control Voltage 



0 5 10 15 20 


SUPPLY VOLTAGE, V QC (VOLTS) 

Figure 9. Typical Frequency 
Stability as a Function of 
Supply Voltage 



1.3 

-25 0 25 50 75 


TEMPERATURE (°C) 

Figure 10. Typical Frequency 
Stability as a Function of 
Temperature 

( R A = Rg = 10KT2 , C = 0.1/iF) 



0 0.2 0.4 0.6 0.8 1.0 

CONTROL VOLTAGE AS FRACTION OF V cc 


Figure 11. Normalized Frequency 
of Oscillation as a Function of 
Control Voltage 
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XR-L556 

FEATURES OF XR-L556 

The XR-L556 micropower dual timer is, in most in- 
stances, a direct pin-for-pin replacement for the con- 
ventional 556-type dual timer. However, compared to 
conventional 556-timer, it offers the following important 
performance features: 

Reduced Power Dissipation: The current drain is 1/1 5th of 
the conventional 556-type dual timer. 

No Supply Current Transients: The conventional 556-timer 
can produce 300 to 400 mA of supply current spikes 
during switching of either one of its timer sections. The 
XR-L556 is virtually transient-free as shown in Figure 
12. 

Low-Voltage Operation: The XR-L556 operates down to 2.7 
volts of supply voltage, vs. 4.5V minimum operating 
voltage needed for conventional 556-timer. Thus, the 
XR-L556 can operate safely and reliably with two 1.5V 
NiCd batteries. 

Proven Bipolar Technology: The XR-L556 is fabricated us- 
ing conventional bipolar process technology. Thus, it is 
immune to electrostatic burn-out problems associated 
with low-power timers using CMOS technology. 


500 


400 

< 

E 

^ 300 

Z 

ill 

ce 

K 

= 200 
> 

CL 

w 10° 


0 


0 200 400 600 800 

TIME AFTER TRIGGER INPUT (nSec) 

Figure 12. Comparison of Supply Current Transient of 

Conventional NE556 Dual Timer with XR-L556 
Micropower Dual Timer 

i.e. “low”. The reset pin should be connected to +Vqq 
when not used to avoid the possibility of false trigger- 
ing. 
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PRINCIPLES OF OPERATION 

MONOSTABLE (ONE-SHOT) OPERATION 

The circuit connection for monostable, or one-shot op- 
eration is one of the timer sections of the XR-L556 is 
shown in Figure 1. The internal flip-flop is triggered by 
lowering the trigger level to less than 1/3 of Vqq. The 
circuit triggers on a negative-going slope. Upon trigger- 
ing, the flip-flop is set, which releases the short circuit 
across the capacitor and also moves the output level 
toward Vqq. The voltage across the capacitor, there- 
fore, starts increasing exponentially with a time con- 
stant r = R A C. A comparator is referenced to 2/3 Vqq 
with the use of three equal internal resistors. When the 
voltage across the capacity reaches this level, the flip- 
flop is reset, the capacitor is discharged rapidly, the 
output level moves toward ground and the timing cycle 
is completed. The duration of the timing period, T, dur- 
ing which the output logic level is at a “high” state is 
given by the equation: 

T = 1.1 R A C 

This time delay varies linearly with the choice of R A and 
C as shown by the timing curves of Figure 13. For 
proper operation of the circuit, the trigger pulse-width 
must be less than the timing period. 

Once the circuit is triggered it is immune to additional 
trigger inputs until the present period has been com- 
pleted. The timing-cycle can be interrupted by using the 
reset control. When the reset control is “low”, the inter- 
nal discharge transistor is turned “on” and prevents the 
capacitor from charging. As long as the reset voltage is 
applied, the digital output level will remain unchanged 


ASTABLE (SELF-TRIGGERING) OPERATION 

For astable (or self-triggering) operation, the correct cir- 
cuit connection is shown in Figure 2. The external ca- 
pacitor charges to 2/3 Vqq through the series combina- 
tion of R a and Rg, and discharges to 1/3 Vqq through 
R[3- In this manner, the capacitor voltage oscillates be- 
tween 1/3 Vqq and 2/3 Vqq, with an exponential wave- 
form. The output level at pin 5 (or 9) is high during the 
charging cycle, and goes low during the discharge cy- 
cle. The charge and the discharge times are indepen- 
dent of supply voltage. The oscillations can be keyed 
“on” and “off” using the reset controls (pin 4 or 10). 



TIMING PERIOD, T 

Figure 13. Timing Period, T, as a Function of External R-C 
Network 
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The charge time (output high) is given by: 

t-j = 0.695 (R A + R B )C 
The discharge time (output low) by: 

t2 = 0.695 (R B )C 
Thus the total period is given by: 

T = t-) + t2 = 0.695 ((R A + 1 Rb)C 
The frequency of oscillation is then: 

f = 1 = and 

T (R A + 2R b )C 

may be easily found as shown in Figure 14. 
The duty cycle D, is given by: 


XR-L556 



0.1 1.0 10 100 10K 1.0K 100K 


f, FREE-RUNNING FREQUENCY (Hz) 


d = Bs 

RA + 2R B 

APPLICATIONS INFORMATION 
INDEPENDENT TIME DELAYS 


Figure 14. Free Running Frequency as a Functionof External 
Timing Components (Note: R = R^ + 2Rg) 

T 2 = 1.1 R 2 C 2 . In this manner, the unit behaves as a 
“delayed one-shot” where the output of Timer 2 is de- 
layed from the initial trigger at pin 6 by a time delay of 
Tl 


Each timer section of the XR-L556 can operate as an in- 
dependent timer to generate a time delay, T, set by the 
respective external timing components. Figure 15 is a 
circuit connection where each section is used sepa- 
rately in the monostable mode to produce respective 
time delays of T-| and T 2 , where: 

T-| = 1.1 R-|Ci and T 2 = 1.1 R 2 C 2 

SEQUENTIAL TIMING (DELAYED ONE-SHOT) 

In this application, the output of one timer section (Tim- 
er 1) is capacitively coupled to the trigger terminal of 
the second, as shown in Figure 16. When Timer 1 is 
triggered at pin 6, its output at pin 5 goes "high” for a 
time duration T-j = 1.1 R-|C-|. At the end of this timing 
cycle, pin 5 goes "low” and triggers Timer 2 through 
the capacitive coupling, Cq, between pins 5 thru 8. 
Then, the output at pin 9 goes "high” for a time duration 


Vcc 



Figure 15. Generation of Two Independent Time Delays 


KEYED OSCILLATOR 

One of the timer sections of the XR-L556 can be operat- 
ed in its free-running mode, and the other timer section 
can be used to key it "on” and "off”. A recommended 
circuit connection is shown in Figure 17. Timer 2 is 
used as the oscillator section, and its frequency is set 
by the resistors R A , R B and the capacitor C 2 . Timer 1 is 
operated as a monostable circuit, and its output is con- 
nected to the reset terminal (pin 10 of Timer 2). 

When the circuit is at rest, the logic level at the output 
of Timer 1 is "low”; and the oscillations of Timer 2 are 
inhibited. Upon application of a trigger signal to Timer 
1 , the logic level at pin 1 goes "high” and the oscillator 
section (Timer 2) is keyed "on”. Thus, the output of Tim- 
er 2 appears as a tone burst whose frequency is set by 
R a , R b and C 2 , and whose duration is set by R-| and C-) 
of Figure 17. 



Figure 16. Sequential Timing 
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XR-L556 


+V CC 



("A ♦ ™B>C2 


Figure 17. Keyed Oscillator 

FREQUENCY DIVIDER AND PULSE SHAPER 

If the frequency of the input is known, each timer sec- 
tion of the XR-L556 can be used as a frequency divider 
by adjusting the length of its timing cycle. If the timing 
interval Ti ( = 1.1 R-j C-j) is larger than the period of the 
input pulse trigger, then only those input pulses which 
are spaced more than 1.1 R-|C-| will actually trigger the 
circuit. 

The output frequency is equal to (1/N) times the input 
frequency. The division factor N is in the range: 


— -1 <N< — 

Tr T P 

where Tp is the period of the input pulse signal. 

Since the two timer sections of the XR-L556 are electri- 
cally independent, each can be used as a frequency di- 
vider. Thus, if the trigger terminals of both timer sec- 
tions are connected to a common input, the XR-L556 
can produce two independent outputs at frequencies f i 
and I 2 '. 

f-j = f 2 /N-| and f 2 = f 2 = V N 2 

Where N-| and N 2 are the division factors for respective 
timer sections, set by external resistors and capacitors 
at pins (1, 2) and (12, 13). 

Frequency division can be performed by 1/2 of the XR- 
L556. The remaining timer section can be used as a 
“pulse-shaper” to adjust the duty cycle of the output 
waveform. As seen in Figure 18, Timer 1 is used as the 
frequency divider section and Timer 2 is used as the 
pulse shaper. 

The output of Timer 1 (pin 5) triggers Timer 2, which 
produces an output pulse whose frequency is the same 
as the output frequency of Timer 1 , and whose duty cy- 
cle is controlled by the timing resistor and capacitor of 
Timer 2. The duty cycle of the output of Timer 2 (pin 9) 
can be adjusted from 1 % to 99% by varying the value 
of R 2 . 



Figure 18. Frequency Divider and Pulse-Shaper 

MICROPOWER OSCILLATOR WITH INDEPENDENT 
FREQUENCY AND DUTY CYCLE ADJUSTMENT 

If Timer 1 is operated in its astable mode and Timer 2 is 
operated in its monostable mode, as shown in Figure 
19, then an oscillator with fixed frequency and variable 
duty cycle results. 

Timer 1 generates a basic periodic waveform that is 
then used to trigger Timer 2. If the time delay, T 2 , of 
Timer 2 is chosen to be less than the period of oscilla- 
tions of Timer 1 , then the output at pin 9 has the same 
frequency as Timer 1 , but has its duty cycle determined 
by the timing cycle of Timer 2. The output duty cycle 
can be adjusted over a wide range (from 1 % to 99%) 
by adjusting R 2 . 



Figure 19. Micropower Oscillator with Fixed Frequency and 
Variable Duty-Cycle 



ONE SECTION OF XR L556 


EQUIVALENT SCHEMATIC DIAGRAM 
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XR-558/559 



GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-558 and the XR-559 quad timing circuits con- 
tain tour independent timer sections on a single mono- 
lithic chip. Each of the timer sections on the chip are 
entirely independent, and each one can produce a time 
delay from microseconds to minutes, as set by an ex- 
ternal R-C network. Each timer has its separate trigger 
terminal, but all four timers in the 1C package share a 
common reset control. 

Both the XR-558 and the XR-559 quad timer circuits are 
“edge-triggered” devices, so that each timer section 
can be cascaded, or connected in tandem, with other 
timer sections, without requiring coupling capacitors. 

The XR-558 is designed with open-collector outputs; 
each output can sink up to 100 mA. The XR-559 is de- 
signed with emitter-follower outputs. Each output can 
source up to 100 mA of load current. The outputs are 
normally at “low” state, and go to “high” state during 
the timing interval. 


FEATURES 

Four Independent Timer Sections 
High Current Output Capability 
XR-558: 100 mA sinking capability/output 
XR-559: 100 mA sourcing capability/output 
Edge Triggered Controls 
Output Stage Independent of Trigger Condition 
Wide Supply Range: 4.5 V to 16 V 


APPLICATIONS 

Precision Timing 
Pulse Shaping 
Clock Synchronization 
Appliance Timing 


ABSOLUTE MAXIMUM RATINGS 

Power Supply 
Power Dissipation 
Ceramic Dual-In-Line 
Derate above = 25" 
Plastic Dual-ln-Line 

Derate above T/\ = 25 "C 
Storage Temperature Range 


18V 

750 mW 
6 mW/°C 
625 mW 
5 mW/°C 
— 65°C to + 150°C 


XR 558/559 



OUTPUT D 

TIMING O 

TRIGGER D 

COMMON 

RESET 

GROUND 

TRIGGER C 

TIMING C 

OUTPUT C 


ORDERING INFORMATION 


Part Number 

Package 

Operating Temperature 

XR-558M 

Ceramic 

-55°C to + 125°C 

XR-558CN 

Ceramic 

0°C to + 70°C 

XR-558CP 

Plastic 

0°C to + 70°C 

XR-559M 

Ceramic 

- 55°C to +125°C 

XR-559CN 

Ceramic 

0°C to + 70°C 

XR-559CP 

Plastic 

0°C to +70°C 


SYSTEM DESCRIPTION 

The XR-558 and XR-559 are easy to use quad timers 
capable of operation with supply voltages between 4.5 
V and 18 V. Each section has independent timing and 
triggering, and can operate over intervals ranging from 
the low microseconds up through several minutes. The 
devices are triggered on falling waveforms and are im- 
mune to long trigger pulses. When the reset pin (Pin 13) 
is held below 0.8 V, all four outputs are set low and all 
triggers are disabled. Timing period accuracy is typi- 
cally better than 1 %, independent of Vqq, and drift is 
better than 150 ppm/°C and 0.5 %/V. The timing period, 
in seconds, equals R times C. 

The XR-558 features open collector outputs, capable of 
sinking 100 mA, that are driven low during the timing in- 
terval. The XR-559 has emitter followers, active upon 
timeout, capable of sourcing 100 mA. The XR-558 sinks 
load current from + Vqq, the XR-559 sources load cur- 
rent to ground. 
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XR-558/559 


ELECTRICAL CHARACTERISTICS 

Test Conditions: Oa = 25°C, Vqq = + 5V to + 15V, unless otherwise noted.) 



XR-558M/XR-559M 

XR-558C/XR-559C 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

Supply Voltage 

4.5 


18 

4.5 


16 

V 


Supply Current 








V CC = VresET = 15V 

XR-558 Family 


21 

32 


27 

36 

mA 

Outputs Open 

XR-559 Family 


9 

16 


12 

18 

mA 

Outputs Open 

Timing Accuracy 








R = 2 kOto 100 kfl 

Initial Accuracy 


1 

3 


2 


% 

C = 1 iiF 

Drift with Temperature 


150 



150 


ppm/°C 


Drift with Supply Voltage 


0.1 



0.1 


%/V 


Trigger Characteristics 








See Note: 1 

Trigger Voltage 

0.8 

1.5 

2.4 

0.8 

1.5 

2.4 

V 

Vqq = 15V 

Trigger Current 


5 

30 


10 

100 

/xA 

V TRIGGER = ov 

Reset Characteristics 









Reset Voltage 

0.8 

1.5 

2.4 

0.8 

1.5 

2.4 

V 

See Note: 2 

Reset Current 


50 

300 


50 


HA 


Threshold Characteristics 








Measured at Timing Pins 

Threshold Voltage 


0.63 



0.63 


x V CC 

(Pins 2, 7, 10 or 15) 

Threshold Leakage 


15 



15 


nA 


XR-558 Output 
Characteristics 








See Note: 3 

Output Voltage 


0.1 

0.2 


0.1 

0.4 

V 

l L = 10 mA 

Output Voltage 


0.7 

1.5 


1.0 

2.0 

V 

l L = 100 mA 

Output Leakage 


10 



10 


nA 

Output High Condition 

XR-559 Output 
Characteristics 








See Note: 4 

Output Voltage 

13 

13.6 


12.5 

13.3 


V 

l L = 10 mA, Vqq = 15V 

Output Voltage 

12.5 

13.3 


12.0 

13.0 


V 

l L = 100 mA, Vqq = 15V 

Propagation Delay 









XR-558 Family 


1.0 



1.0 


fisec 


XR-559 Family 


0.4 



0.4 


fisec 


Output Rise-time 


100 



100 


nsec 

l L = 100 mA 

Output Fall-time 


100 



100 


nsec 

l L = 100 mA 


NOTES: 

1. The trigger functions only on the falling edge of the trigger pulse only after previously being high. After reset the 
trigger must be brought high and then low to implement triggering. 


2. For reset below 0.8 volts, outputs set low and trigger inhibited. For reset above 2.4 volts, trigger enabled. 

3. The XR-558 output structure is open collector which requires a pull up resistor to Vqq to sink current. The 
output is normally low sinking current. 

4. The XR-559 output structure is a darlington emitter follower which requires a pull down resistor to ground to 
source current. The output is normally low and sources current only when switched high. 


DESCRIPTION OF CIRCUIT OPERATION 

The XR-558/559 quad timing circuits are designed to be 
used in timing applications ranging from few microsec- 
onds up several hours. They provide cost-effective al- 
ternative to single-timer IC’s in applications requiring a 
multiplicity of timing or sequencing functions. 

Each quad-timer circuit contains four independent tim- 
er sections, where each section can generate a time 
delay set by its own resistor and capacitor, external to 


the 1C. All four timing sections can be used simultane- 
ously, or can be interconnected in tandem, for sequen- 
tial timing applications. For astable operation, two sec- 
tions of the quad-timer 1C can be interconnected to pro- 
vide an oscillator circuit whose duty-cycle can be 
adjusted from close to zero, to nearly 100%. 

The generalized test and evaluation circuit for both the 
XR-558 and the XR-559 quad timer circuits is shown in 
Figure 1 . Note that, the only difference between the two 
circuit types is the structure of the output circuitry. 




Figure 1. Generalized Test and Evaluation Circuit for XR-558/ 
XR-559 Quad Timer Circuits 

MONOSTABLE OPERATION 

In the monostable, or one-shot mode of operation, it is 
necessary to supply two external components, a resis- 
tor and a capacitor, for each section of the timer 1C. The 
timing terminals of those timer-sections not being used 
can be left open-circuited. The time period is equal to 
the external RC product. A plot of the timing period, T, 
as a function of the external R-G combination is shown 
in Figure 2. 



10 Ml 100 mi 1 0 mi 10 mi 100 mi 10i 10 i 100 i 


TIMING PERIOD T 

Figure 2. Timing Period, T, as a Function of External R-C 
Combination (Note: T = 1.0 RC) 

ASTABLE OPERATION 

For astable, or free-running, operation of the quad timer 
circuits, it is desirable to cross-couple two of the timer 
sections on the chip, as shown in Figure 3. In this cir- 
cuit configuration, the outputs of each section are 
direct-coupled to the opposite trigger input. Thus, the 
“high’' and “low” half-periods of the output can be set 
by the external R-C products, as R-| C-j and R 2 C 2 , re- 
spectively. The frequency of oscillation, and the output 
duty-cycle are given as: 


XR-558/559 


The frequency of oscillation can be externally con- 
trolled by applying a control-voltage to the control ter- 
minal (pin 4). Since the control terminal is common to 
all the timer sections, the duty cycle of the output 
waveform is not effected by the modulation voltage; 
thus the circuit can function as a variable-frequency, 
fixed duty-cycle oscillator. 

The frequency of oscillation increases as the voltage at 
the control terminal (pin 4) is lowered below its open- 
circuit value. 

Frequency of Oscillation = 7 — 7 ; — - n " 

R-| C-| + R 2 C 2 

Output Duty-Cycle = - - - ~ 2 - C | — - 
R-) C-] + R 2 C 2 




Figure 3. Typical Circuit Connection for Astable Operation Us- 
ing Two Timer-Sections. (Note: For XR-559, Rj_i 
and Ri _2 are Connected from Outputs to Ground.) 

OUTPUT STRUCTURE 

The XR-558 family of quad timers have “open- 
collector” NPN-type output stages. Each output can in- 
dividually sink up to 100 mA of load current. However, 
with more than one output active, the total current ca- 
pability is limited by the power-dissipation rating of the 
1C package (see Absolute Maximum Ratings). In the 
normal operation of the circuit, each output will require 
a pull-up resistor to +Vqq. The output is normally 
“low” state (i.e. sinking current) when the timer is at re- 
set; and goes to “high” state during the timing cycle. 

The XR-559 family of quad timers have Darlington NPN 
“emitter-follower” type outputs. Each output can 
source up to 100 mA, during its “high” state. The total 
amount of output current, available from all outputs, is 
limited by the package power dissipation rating. For 
normal operation of the circuit, a pull-down resistor is 
required from each output to ground. The output of XR- 
559 is normally low (i.e. at “off-state”), and goes to 
“high” state when the circuit is triggered. 

TRIGGER INPUTS 

Each timer section of the quad-timer IC’s has its own 
trigger input. The trigger level is set at nominally +1.5 
V, and the trigger input is edge-triggered on the falling 
edge of an input trigger pulse. In other words, for 
proper triggering, the trigger signal must first go “high” 
and then go “low”. If both the trigger and the reset con- 
trols are activated, the reset control overrides the trig- 
ger input. 
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RESET INPUT 

The reset control (pin 13) is common to ail four timer 
section and resets all of the timer sections simultane- 
ously. 

The reset voltage must be brought below 0.8 V to insure 
reset condition. When reset is activated, all the outputs 
go to “low” state. While the reset is active, the trigger 
inputs are inhibited. After reset is finished, the trigger 
voltage must be taken high and then low to implement 
triggering. 

CONTROL VOLTAGE 

The control voltage terminal (pin 4) is common to all 
four timer sections of the XR-558 or the XR-559. This 
terminal allows the internal threshold voltages of all 
four timer sections to be modulated, and thus provides 
the control of the pulse-width or the duty-cycle of the 
output waveforms. The range of this control voltage is 
from 0.5 V to +Vqq minus 1 Volt. This range provides 


an over-all timing variation of approximately 50:1 . Since 
the time period of each timer section is proportional to 
the control voltage, all four timing periods can be simul- 
taneously varied, and their relative ratios remain un- 
changed over the adjustment range. 

APPLICATIONS EXAMPLE 

Sequential Timer: 

Figure 4 shows a typical application for the quad-timer 
in sequential timing application. For illustration pur- 
poses, the XR-558 is used in the example. Note that, 
when triggered, the circuit produces four sequential 
time delays, where the duration of each output is inde- 
pendently controlled by its own R-C time constant. Yet, 
all four outputs can be modulated over a 50:1 range, 
and remain proportional over this entire range. Since 
each timer section is edge-triggered, the sections can 
be cascaded by direct coupling of respective outputs 
and trigger inputs. 



tj. tj, t3, 14 remain proportional over entire adj. range 

(a) Circuit Connection (b) Timing Waveforms 

Figure 4. Using the XR-558 as a Four-Stage Sequential Timer with Voltage Control Capability 



XR-558 EQUIVALENT SCHEMATIC XR-559 EQUIVALENT SCHEMATIC 
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XR-2556 



EX4R 


Dual Timing Circuit 


GENERAL DESCRIPTION 

The XR-2556 dual timing circuit contains two indepen- 
dent 555-type timers on a single monolithic chip. Each 
timer section is a highly stable controller capable of 
producing accurate time delays or oscillations. Inde- 
pendent output and control terminals are provided for 
each section as shown in the functional block diagram. 

In the monostable mode of operation, the time delay for 
each section is precisely controlled by one external re- 
sistor and one capacitor. For astable operation as an 
oscillator, the free-running frequency and the duty cy- 
cle of each section are accurately controlled with two 
external resistors and one capacitor. 

The XR-2556 may be triggered or reset on falling wave- 
forms. Each output can source or sink up to 200 mA or 
drive TTL circuits. The matching and temperature track- 
ing characteristics between each timer section of the 
XR-2556 are superior to those available from two sepa- 
rate timer packages. 


FEATURES 

Replaces Two 555-Type Timers 

TTL Compatible Pinouts (Gnd — Pin 7, Vqq— P in 14) 

Timing from Microseconds Thru Hours 

Excellent Matching Between Timer Sections 

Operates in Both Monostable and Astable Modes 

High Current Drive Capability (200 mA each output) 

TTL and DTL Compatible Outputs 

Adjustable Duty Cycle 

Temperature Stability of 0.005 %/°C 

Normally ON and Normally OFF Outputs 

APPLICATIONS 


Precision Timing 
Pulse Generation 
Sequential Timing 
Pulse Shaping 
Time Delay Generation 
Clock Pattern Generation 


Missing Pulse Detection 
Pulse-Width Modulation 
Frequency Division 
Clock Synchronization 
Pulse-Position Modulation 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 
Power Dissipation 
Ceramic Dual-ln-Line 
Derate above Tj\ = 25°C 
Plastic Dual-ln-Line 
Derate above Ta = 25°C 
Storage Temperate Range 


18 volts 

750 mW 
5 mW/°C 
625 mW 
5 mW/°C 
-65°C to + 150°C 


FUNCTIONAL BLOCK DIAGRAM 


OUTPUT 

TRIGGER 

THRESHOLD 

CONTROL 

DISCHARGE 

hese t 

('.ROUND 



V* 

OUTPUT 

TRfGGER 

THRESHOLD 

CONTROL 

DISCHARGE 

RESE T 


ORDERING INFORMATION 


Part Number 


Operating Temperature 


XR-2556M Ceramic 

XR-2556CN Ceramic 

XR-2556CP Plastic 


- 55°C to + 125°C 
0°C to + 70°C 
0°C to +70°C 


SYSTEM DESCRIPTION 

The XR-2556 is a high output dual timing circuit similar 
to the popular 555-type timer, capable of both monost- 
able and astable operation with timing intervals ranging 
from low microseconds up through several hours. Tim- 
ing is independent of supply voltage, which may range 
from 4.5 V to 18 V. The output stage can source or sink 
200 mA. Each timing section is fully independent. 

In the monostable (one shot) mode, timing is deter- 
mined by one resistor and capacitor. Astable operation 
(oscillation) requires an additional resistor, which con- 
trols duty cycle. An internal resistive divider provides a 
reference voltage of 2/3 Vqq, which produces a timing 
interval of 1.1 RC. As the reference is related to Vqq, 
the interval is independent of supply voltage; however, 
for maximum accuracy, the user should ensure Vqq 
does not vary during timing. 

The output of the XR-2556 is high during the timing in- 
terval and pulls low at timeout. It is triggered and reset 
on falling waveforms. The control voltage inputs (Pins 4 
and 10) may serve as pulse width modulation points. 
Matching between sections is typically better than 
0.2% initially with temperature drift tracking to ±10 
ppm/°C. 

For low voltage and/or low power drain applications 
consider the XR-L556. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: (Each timer section, Tj\ = 25°C, Vqc = + 5V to + 15V, unless otherwise specified.) 



XR-2556M 

XR-2556C 




PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

FIGURE 

CONDITIONS 

Supply Voltage 

4.5 


18 

4.5 


16 

V 

7 


Supply Current 








7 

Low State Output, 

(Each Timer Section) 


3 

5 


3 

6 

mA 


Note 1 

Vcc = 5 V , Ri _ = oo 



10 

12 


10 

15 

mA 


Vcc = 15 V , R |_ = oo 

Total Supply Current 








7 

Low State Output 

(Both Timer Sections) 


6 

10 


6 

12 

mA 


Vnr. = 5 V , R | = oo 



20 

24 


20 

30 

mA 


Vcc = 15 V , R L = oo 

Timing Error 









R A , R B = 1 kfl to lOOkU 

Initial Accuracy 


0.5 

2.0 


1.0 


% 


Note 2, C = 0.1 ( jlF 

Drift with Temperature 


30 

100 


50 


ppm/°C 

13 


Drift with Supply 


0.05 

0.1 


0.05 


%/V 

12 


Voltage 










Threshold Voltage 


2/3 



2/3 


X Vcc 



Trigger Voltage 

1.45 

1.67 

1.9 


1.67 


V 

6 

Vcc = 5V 


4.8 

5.0 

5.2 


5.0 


V 


V CC = 15V 

Trigger Current 


0.5 



0.5 


pA 



Reset Voltage 

0.4 

0.7 

1.0 

0.4 

0.7 

1.0 

V 



Reset Current 


0.1 



0.1 


mA 



Threshold Current 


0.1 

0.25 


0.1 

0.25 



Note 3 

Control Voltage Level 

2.90 

3.33 

3.80 

2.60 

3.33 

4.00 



V C C = 5V 


9.6 

10.0 

10.4 

9.0 

10.0 

11.0 



V C C = 15V 

Output Voltage Drop 










(Low) 


0.10 

0.25 




V 

9 

V C C = 5V 
•sink = 5.0 mA 






0.25 

0.35 

V 

11 

•sink = 5.0 mA 

Vcc = 15V 



0.1 

0.15 


0.1 

0.25 

V 


'sink = 10 mA 



0.4 

0.5 


0.4 

0.75 

V 


'sink = 50 mA 



2.0 

2.2 


2.0 

2.5 

V 


•sink =100 mA 



2.5 



2.5 


V 


•sink = 200 mA 

Output Voltage Drop 








8 


(High) 

3.0 

3.3 


2.75 

3.3 


V 


•source =100 mA 

V C C = 5V 


13 

13.3 


12.75 

13.3 


V 


V C C = 15V 
•source = 200 mA 



12.5 



12.5 


V 


Vcc = 15V 

Rise Time of Output 


100 



100 


nsec 



Fall Time of Output 


100 



100 


nsec 



Matching Characteristics 









Note 4 

Initial Timing 


0.2 

0.6 


0.2 


% 



Accuracy 

Timing Drift with 


±10 



±10 


ppm/°C 



Temperature 











Note 1: Supply current when output is high is typically 1.0 mA less. 

Note 2: Tested at Vqc = 5V and Vgc = 15V. 

Note 3: This will determine the maximum value of R/\ + Rg for 15V operation. The maximum total R = 20 meg-ohms. 
Note 4: Matching characteristics refer to the difference between performance characteristics of each timer section. 
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PRINCIPLES OF OPERATION 


Figure 2 is the functional block diagram for each timer 
section of the XR-2556. These sections share the same 
V+ and ground leads, but have independent outputs 
and control terminals. Therefore, each timer section 
can operate independently of the other. The timing cy- 
cle of each section is determined by an external 
resistor-capacitor network. 

MONOSTABLE (ONE-SHOT) OPERATION 

When operating either timer section of the XR-2556 in 
the monostable mode, a single resistor and a capacitor 
are used to set the timing cycle. The discharge and 
threshold terminals are also interconnected in this 
mode, as shown in Figure 3. 


Referring to Figure 2, monostable operation of the 
XR-2556 is explained as follows: the external timing ca- 
pacitor C is held discharged by the internal transistor, 
T 0 . The internal flip-flop is triggered by lowering the trig- 
ger levels (pins 2 or 1 2) to less than 1 13 Vqq. The circuit 
triggers on a negative-going slope. Upon triggering, the 
flip-flop is set to one side, which releases the short cir- 
cuit across the capacitor and also moves the output 
level at pins 1 or 13 toward Vqq. The voltage across the 
capacitor, therefore, starts increasing exponentially 
with a time constant r = Ra- A high impedance com- 
parator is referenced to 2/3 Vqq with the use of three 
equal interval resistors. When the voltage across the 
capacitor reaches this level, the flip-flop is reset, the 
capacitor is discharged rapidly, and the output level 
moves toward ground, and the timing cycle is com- 
pleted. 


THRESHOLD 
(3 OR 11) 


DISCHARGE 
(5 OR 9) 


CONTROL 

VOLTAGE V cc 

(4 OR 10) 14 

9 9 


1“ 

1/2 

XR-2556 

MPARATOR 

2 

±z 

LIP-FLOP — 

- • — WV— j — VvV— j 

COMPARATOR 

1 


OUTPUT 

STAGE 

O 

(*— 

0 V RCF 

— 


OUTPUT ^ 

(1 OR 13) GROUND 


(2 OR 12) 
TRIGGER 


(6 OR 8) 
HESET 


Figure 2. Functional Diagram of One Timer Section 


Once the circuit is triggerd it is immune to additional 
trigger inputs until the present timing-period has been 
completed. The timing-cycle can be interrupted by us- 
ing the reset control (pins 6 or 8). When the reset con- 
trol is “low”, the internal discharge transistor is turned 
“on” and prevents the capacitor from charging. As long 
as the reset voltage is applied, the digital output level 
will remain unchanged, i.e. “low”. The reset pin should 
be connected to V + when not used to avoid the possi- 
bility of false triggering. 


XR-2556 


Figure 4 shows the waveforms during the monostable 
timing cycle. The top waveform is the trigger pulse; the 



Figure 3. Monostable (One-Shot) Circuit 



Figure 4. Monostable Waveforms 
Top: Trigger Input 

Middle: Exponential Ramp across Timing Capacitor 
Bottom: Output Logic Level 



Figure 5. Timing Period, T, as a Function of External R-C 
Network 
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XR-2556 

TYPICAL CHARACTERISTICS (Each Timer Section) ASTABLE (SELF-TRIGGERING) OPERATION 


middle is the exponential ramp across the timing ca- 
pacitor. The bottom waveform is the output logic state 
(at pins 1 or 13) during the timing cycle. For proper op- 
eration of the circuit, the trigger pulse-width must be 
less than the timing period. 

The duration of the timing period, T, during which the 
output logic level is at a “high” state is given by the 
equation: 

T = 1.1 R A C 

This time delay varies linearly with the choice or R A 
and C as shown by the timing curves of Figure 5. 


For astable (or self-triggering) operation, the correct cir- 
cuit connection is shown in Figure 15. The external ca- 
pacitor charges to 2/3 Vqq through the parallel combi- 
nation of R a and Rg, and discharges to 1.3 Vqq 
through Rg. in this manner, the capacitor voltage oscil- 
lates between 1/3 Vqq and 2/3 Vqq, with the exponen- 
tial waveform as shown in Figure 16. The output level at 
pin 1 (or 13) is high during the charging cycle, and goes 
low during the discharge cycle. The charge and the dis- 
charge times are independent of supply voltage. The 
oscillations can be keyed “on” and “off” using the re- 
set controls (pin 6 or 8) 



Figure 6. Trigger Pulse Width 



v s . SUPPLY VOl TAGL iV.lc) 


Figure 7. Supply Current (Both Timer 
Sections) 



'SOUHCF ,mA1 

Figure 8. High Output Voltage 





Figure 9. Low Output Voltage 
Vqc = 5.0 Vdc 


Figure 10. Low Output Voltage 
Vqc = 10 Vdc 


'sink- ,mAI 

Figure 11. Low Output Voltage 
Vqc = 15 Vdc 



V s SUPPLY VOLTAGE (Vtlcl 


Figure 12. Delay Time vs. Supply 
Voltage 



Figure 13. Delay Time vs. Temperature Figure 14. Propagation Delay vs. 

Trigger Voltage 
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The charge time (output high) is given by: 

ti = 0.695 (R A + R B )C 
The discharge time (output low) by: 


XR-2556 

To obtain the maximum duty cycle, R A must be as small 
as possible; but it must also be large enough to limit the 
discharge current (pin 5 current) within the maximum 
rating of the discharge transistor (200 mA). 


t 2 = 0.695 (R B )C 


DESCRIPTION OF CIRCUIT CONTROLS 


Thus the total period is given by: 


OUTPUT (PINS 1 or 13) 


T = t-| + t 2 = 0.695 (R a + 2R b )C 
The frequency of oscillation is then: 

f = - = and 

T (R A + 2R b )C 

may be easily found as shown in Figure 17. 
The duty cycle, D, is given by: 

D = . . R B 

Ra + 2R B 



Figure 15. Astable (Free-Running) Circuit 



The output logic level is normally in a “low” state, and 
goes “high” during the timing cycle. Each output of the 
XR-2556 is a “totem pole” type capable of sinking or 
sourcing 200 mA of load current (see Figure 18). 



0.1 1.0 10 100 1.0K 10K 100K 


f, FREE-RUNNING FREQUENCY (Hz) 

Figure 17. Free Running Frequency as a Function of 
External Timing Components 



Figure 18. Circuit Schematic-1/2 of XR-2256 


TRIGGER (PINS 2 OR 12) 

The timing cycle is initiated by lowering the dc level at 
the trigger terminal below 1/3 Vqq. Once triggered, the 
circuit is immune to additional triggering until the timing 
cycle is completed. 

THRESHOLD (PINS 3 or 11) 

The timing cycle is completed when the voltage level at 
the trigger terminal reaches 2/3 Vqc- At this point, 
Comparator #2 of Figure 2 changes state, resets the in- 
ternal flip-flop, and initiates the discharge cycle. 


Figure 16. Astable Waveforms 

Top: Output Waveform 

Bottom: Waveform Across Timing Capacitor 
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XR-2556 



0 2V 4V 6V 8 V 10V 12V 

MODULATION VOLTAGE AT CONTROL TERMINAL 
(PINS 4 OR 10) 


Figure 19. Normalized Time Delay vs. Modulation Voltage 
CONTROL OR FM (PINS 4 OR 10) 

The timing cycle or the frequency of oscillation can be 
controlled or modulated by applying a dc control volt- 
age to pin 4 or 10. This terminal is internally biased at 
2/3 Vqq. The control signal for frequency modulation or 
pulse-width modulation is applied to this terminal. Fig- 
ure 19 shows the variation of the timing period, T, as a 
function of dc voltage at the control terminal. When not 
in use, the control terminals should be ac grounded 
through 0.01 /iF decoupling capacitors. 

DISCHARGE (PINS 5 OR 9) 

This terminal corresponds to the collector of the dis- 
charge transistor, T 0 , of Figure 2. During the charging 
cycle, this terminal behaves as an open-circuit; during 
discharge, it becomes a low impedance path to ground. 

RESET (PINS 6 OR 8) 

The timing cycle can be interrupted by grounding the 
reset terminal. When the reset signal is applied, the 
output goes “low” and remains in that state while the 
rest voltage is applied. When the reset signal is re- 
moved, the output remains “low” until re-triggered. 
When not used, the reset terminals should be connect- 
ed to Vqq in order to avoid any possibility of false trig- 
gering. When the timing circuits are operated in the 
astable mode, the reset terminals can be used for “on” 
and “off” keying of the oscillations. (See Figure 22). 


rately in the monostable mode to produce respective 
time delays of T-| and T 2 , where: 

T-j = 1.1 R-jC-i and T 2 = 1.1 R 2 C 2 

SEQUENTIAL TIMING (DELAYED ONE-SHOT) 

In this application, the output of one timer section 
(Timer 1) is capacitively coupled to the trigger terminal 
of the second, as shown in Figure 21. When Timer 1 is 
triggered at pin 2, its output at pin 1 goes “high” for a 
time duration T-| = 1.1 R-j C-| . At the end of this timing 
cycle, pin 1 goes “low” and triggers Timer 2 through 
the capacitive coupling, Cq, between pins 1 and 12. 
Then, the output at pin 13 goes “high” for a time dura- 
tion T 2 = 1 .1 R2C 2 - ,n this manner ’ the unit behaves as 
a “delayed one-shot” where the output of Timer 2 is 
delayed from the initial trigger at pin 2 by a time delay 
of T-j. 


V* 



Figure 20. Generation of Two Independent Time Delays 



Figure 21. Sequential Timing 
KEYED OSCILLATOR 


APPLICATIONS INFORMATION 

INDEPENDENT TIME DELAYS 

Each timer section of the XR-2556 can operate as an in- 
dependent timer to generate a time delay, T, set by the 
respective external timing components. Figure 20 is a 
circuit connection where each section is used sepa- 


One of the timer sections of the XR-2556 can be operat- 
ed in its free-running mode, and the other timer section 
can be used to key it “on” and “off”. A recommended 
circuit connection is shown in Figure 22. Timer 2 is 
used as the oscillator section, and its frequency is set 
by the resistors Ra, Rb anc * the capacitor C 2 . Timer 1 is 
operated as a monostable circuit, and its output is con- 
nected to the reset terminal (pin 8) of Timer 2. 
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When the circuit is at rest, the logic level at the output 
of Timer 1 is “low”; and the oscillations of Timer 2 are 
inhibited. Upon application of a trigger signal to Timer 
1, the logic level at pin 1 goes “high” and the oscillator 
section (Timer 2) is keyed “on”. Thus, the output of 
Timer 2 appears as a tone burst whose frequency is set 
by Ra . Rb ar| b ^2> ancJ whose duration is set by R-| and 
Ci of Figure 22. 

FREQUENCY DIVIDER 

If the frequency of the input is known, each timer sec- 
tion of the XR-2556 can be used as a frequency divider 
by adjusting the length of its timing cycle. If the timing 
interval T-j ( = 1.1 R-jC-i) is larger than the period of the 
input pulse trigger, then only those input pulses which 
are spaced more than 1.1 R-jC-i will actually trigger the 
circuit. 



20K . 1.46 

(R A + 2R B )C 2 


Figure 22. Keyed Oscillator 

The output frequency is equal to (1/N) times the input 
frequency. The division factor N is in the range: 

(J- - A <N< i 

\ T P ) T P 

where Tp is the period of the input pulse signal. 

Figure 23 shows the circuit waveforms for divide-by-five 
operation for one of the timer sections of the XR-2556. 
In this case, the timing period of the circuit is set to be 
approximately 4.5 times the period of the input pulse. 

Since the two timer sections of the XR-2556 are electri- 
cally independent, each can be used as a frequency di- 
vider. Thus, if the trigger terminals of both timer sec- 
tions are connected to a common input, the XR-2556 
can produce two independent outputs at frequencies f-| 
and f 2 ". 

fl = f s /N-| and f 2 = f s /N 2 

where N-j and N 2 are the division factors for respective 
timer sections, set by external resistors and capacitors 
at pins (3, 5) and (9, 11). 



Figure 23. Frequency Divider Waveforms 
Top: Input Pulse Train (f = 5 kHz) 

Middle: Waveforms Across Timing Capacitor 
Bottom: Output Waveform (f = 1 kHz) 

FREQUENCY DIVIDER AND PULSE SHAPER 

Frequency division can be performed by 1/2 of the 
XR-2556. The remaining timer section can be used as a 
“pulse-shaper” to adjust the duty cycle of the output 
waveform. As seen in Figure 24, Timer 1 is used as the 
frequency divider section and Timer 2 is used as the 
pulse-shaper. 


v+ V* v + 



Figure 24. Frequency Divider and Pulse-Shaper 


The output of Timer 1 (pin 1) triggers Timer 2, which 
produces an output pulse whose frequency is the same 
as the output frequency of Timer 1 , and whose duty cy- 
cle is controlled by the timing resistor and capacitor of 
Timer 2. The duty cycle of the output of Timer 2 (pin 13) 
can be adjusted from 1 % to 99% by varying the value 
of R 2 . 

Figure 25 shows the circuit waveforms in this applica- 
tion. The top waveform is the input signal of frequency 
f s applied to the trigger input (pin 2) of Timer 1 . The mid- 
dle waveform is the output of Timer 1 for divide-by-three 
operation; and the bottom waveform is the pulse- 
shaped output obtained from Timer 2 (pin 13). 
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Figure 25. Frequency Divider and Pulse-Shaper Waveforms 
Top: Input Signal (f s = 9 kHz) 

Middle: Output at Pin 1 for Divide-by-3 
Bottom: Variable Duty Cycle Output at Pin 13 


Frequency 


1.44 

(Ra + 2Rb)Ci 


Duty Cycle 


(1 .6) R 2 C 2 

(Ra + 2RbC-|) 


OSCILLATOR WITH SYNCHRONIZED OUTPUTS 


The circuit of Figure 26 can also be used as an oscilla- 
tor with synchronized multiple frequency outputs. 
Timer 1 generates an output at frequency f-| at pin 1 , as 
set by resistor R/\, Rb, and C-| . Timer 2 is used as a fre- 
quency divider by setting its timing cycle, T 2 , to be larg- 
er than the period of Timer 1 (see section on frequency 
division). The resulting output of Timer 2 (pin 13) is at 
frequency f 2 given as: 


f 2 = f 1/N 

where N is the divider ratio set by the external R-C net- 
works as described by Figures 23 and 24. 

PULSE-WIDTH MODULATION 


V* V + V* 



Figure 26. Fixed Frequency Oscillator With Variable Duty 
Cycle 


For pulse-width modulation, one-half of the XR-2556 is 
connected as shown in Figure 27. The circuit operates 
in its monostable mode and is triggered with a continu- 
ous pulse train. Output pulses are generated at the 
same rate as the input pulse train, except the output 
pulse-width is determined by the timing components R-j 
and C-|. 



FIXED-FREQUENCY, VARIABLE DUTY CYCLE OSCILLATOR 

If Timer 1 is operated in its astable mode and Timer 2 is 
operated in its monostable mode, as shown in Figure 
26, then an oscillator with fixed frequency and variable 
duty cycle results. 

Timer 1 generates a basic periodic waveform that is 
then used to trigger Timer 2. If the time delay, T 2 , of 
Timer 2 is chosen to be less than the period of oscilla- 
tions of Timer 1 , then the output at pin 13 has the same 
frequency as Timer 1 , but has its duty cycle determined 
by the timing cycle of Timer 2. The output duty cycle 
can be adjusted over a wide range (from 1 % to 99%) 
by adjusting R 2 . 

The frequency and the duty cycle of the output wave- 
form are given as: 


Figure 27. Pulse-Width Modulation 


In this mode of operation, the duration of the timing cy- 
cle (i.e., the output pulse-width) can be modulated by 
applying a modulation input to the control voltage termi- 
nals (pins 4 or 10). The control characteristics associ- 
ated with the modulation terminals are depicted in Fig- 
ure 19. Figure 28 shows the actual circuit waveforms 
generated in this manner. 

When using the XR-2556 for pulse-width modulation, an 
external clock signal is not necessary, since one sec- 
tion can be operated in its astable mode (see Figure 15) 
and serve as the clock generator. Figure 29 is the rec- 
ommended connection for such an application. In this 
case, Timer 2 is used as the clock generator, and Timer 
1 is used as the pulse-width modulator section. 
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Figure 28. Pulse-Width Modulation Waveforms 

a) Clock Input at Pin 2 

b) Modulation Input at Pin 4 

c) Capacitor Voltage at Pin 3 

d) Pulse-Width Modulated Output at Pin 1 



Figure 29. Pulse-Width Modulation With Internal Clock 


XR-2556 

PULSE-POSITION MODULATION 

When a timer section of the XR-2556 is operated in its 
astable mode (see Figure 15), the period of the output 
pulse train can be varied by applying a modulation volt- 
age to the corresponding modulation control terminal. 
In this manner, the repetition rate of the output pulse 
train can be varied, resulting in a pulse-position modu- 
lated output. Typical transfer characteristics between 
the timing cycle and the modulation voltage are given in 
Figure 19. 

LOGIC “AND” AND “OR” CONNECTION OF OUTPUTS 

The individual outputs (pins 1 and 13) of the XR-2556 
can be interconnected as shown in Figure 30 to per- 
form logic “or” and "and” functions. Since the output 
of each timer section is a high-current “totem-pole” 
type, external diodes are needed to avoid current flow 
from one output into the other. 

Referring to Figure 30(a), the output logic level “P” 
would read “high” when either one of the outputs at 
pins 1 or 13 is “high.” For Figure 30(b), the output will 
read “high” only when both outputs at pins 1 and 1 3 are 
“high”. 


v + 



(A) (B) 

Figure 30. Logic “OR” and “AND” 



One section of XR-2556 
EQUIVALENT SCHEMATIC DIAGRAM 
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XR-2240 



EXAR 


Programmable Timer/Counter 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-2240 Programmable Timer/Counter is a mono- 
lithic controller capable of producing ultra-long time de- 
lays without sacrificing accuracy. In most applications, 
it provides a direct replacement for mechanical or elec- 
tromechanical timing devices and generates program- 
mable time delays from micro-seconds up to five days. 
Two timing circuits can be cascaded to generate time 
delays up to three years. 

As shown in Figure 1, the circuit is comprised of an 
internal time-base oscillator, a programmable 8-bit 
counter and a control flip-flop. The time delay is set by 
an external R-C network and can be programmed to any 
value from 1 RC to 255 RC. 

In astable operation, the circuit can generate 256 sepa- 
rate frequencies or pulse-patterns from a single RC set- 
ting and can be syncronized with external clock sig- 
nals. Both the control inputs and the outputs are com- 
patible with TTL and DTL logic levels. 


FEATURES 

Timing from micro-seconds to days 
Programmable delays: IRC to 255 RC 
Wide supply range; 4V to 15V 
TTL and DTL compatible outputs 
High accuracy: 0.5% 

External Sync and Modulation Capability 
Excellent Supply Rejection: 0.2% N 



ORDERING INFORMATION 


Part Number 

Package 

Operating Temperature 

XR-2240M 

Ceramic 

- 55 °C to + 125°C 

XR-2240N 

Ceramic 

0°C to 

+ 70°C 

XR-2240CN 

Ceramic 

0°C to 

+ 70°C 

XR-2240P 

Plastic 

0°C to 

+ 70°C 

XR-2240CP 

Plastic 

0°C to 

+ 70°C 


SYSTEM DESCRIPTION 


APPLICATIONS 

Precision Timing 
Long Delay Generation 
Sequential Timing 
Binary Pattern Generation 


Frequency Synthesis 
Pulse Counting/Summing 
A/D Conversion 
Digital Sample and Hold 


ABSOLUTE MAXIMUM RATINGS 


Supply Voltage 
Power Dissipation 
Ceramic Package 
Derate above +25°C 
Plastic Package 
Derate above +25°C 
Operating Temperature 
XR-2240M 
XR-2240C 

Storage Temperature 


18V 

750 mW 
6 mw/°C 
625 mW 
5 mW/°C 

- 55°C to + 125°C 

0°C to +70°C 

- 65°C to +150°C 


The XR-2240 is a combination timer/counter capable of 
generating accurate timing intervals ranging from mi- 
croseconds through several days. The time base works 
as an astable multivibrator with a period equal to RC. 
The eight bit counter can divide the time base output by 
any integer value from 1 to 255. The wide supply volt- 
age range of 4.5 to 15 V, TTL and DTL logic compatibili- 
ty, and 0.5% accuracy allow wide applicability. The 
counter may operate independently of the time base. 
Counter outputs are open collector and may be wire- 
OR connected. 

The circuit is triggered or reset with positive going 
pulses. By connecting the reset pin (Pin 10) to one of 
the counter outputs, the time base will halt at timeout. 
If none of the outputs are connected to the reset, the 
circuit will continue to operate in the astable mode. Ac- 
tivating the trigger terminal (Pin 1 1) while the timebase 
is stopped will set all counter outputs to the low state 
ancT start the timebase. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: See Figure 2, V + 


5V, T /\ = 25°C, R = 10 k(2, C = 0.1 /xF, unless otherwise noted. 


XR-2240C 


PARAMETERS 

GENERAL CHARACTERISTICS 

Supply Voltage 

Supply Current 
Total Circuit 

Counter Only 


Regulator Output, V R 

TIME BASE SECTION 

Timing Accuracy* 
Temperature Drift 

Supply Drift 
Max. Frequency 

Modulation Voltage 
Level 


Recommended Range 
of Timing Components 
Timing Resistor, R 
Timing Capacitor, C 

TRIGGER/RESET CONTROLS 

Trigger 


MIN TYP MAX MIN TYP MAX UNIT 


3.50 4.20 V 

10.5 V 


CONDITIONS 

For V+ < 4.5V, Short Pin 15 to 
Pin 16 

V+ = 5V, V TR = 0, V RS = 5V 
V + = 15V, V TR = 0, V RS = 5V 
See Figure 3 


Measured at Pin 15, V + 

V + = 15V, See Figure 4 

See Figure 2 

VRS = 0, V TR = 5V 

V+ = 5V 0°C < T < 7 

V + = 15V 

V+ > 8 Volts, See Figure 11 
R = i kO, C = 0.007 pF 

Measured at Pin 12 

V+ 5 V 
V+ = 15V 

See Figure 8 


Measures at Pin 11, V R $ 


Trigger Threshold 


1.4 

2.0 


1.4 

2.0 

V 


Trigger Current 


8 



10 


pA 

V RS = 0, V TR = 2V 

Impedance 


25 



25 


k n 


Response Time** 

Reset 


1 



1 


psec. 


Reset Threshold 


1.4 

2.0 


1.4 

2.0 

V 


Reset Current 


8 



10 


pA 

V T R = 0, V RS = 2V 

Impedance 


25 



25 


kfl 


Response Time** 


0.8 



0.8 


psec. 


COUNTER SECTION 








See Figure 4, V + = 5V 

Max. Toggle Rate 

0.8 

1.5 



1.5 


MHz 

V RS = 0, V TR = 5V 
Measured at Pin 14 

Input: 









Impedance 


20 



20 


kfi 


Threshold 

Output: 

1.0 

1.4 


1.0 

1.4 


V 

Measured at Pins 1 thru 

Rise Time 


180 



180 


nsec. 

R L = 3k, C L = 10 pF 

Fall Time 


180 



180 


nsec. 

Sink Current 

3 

5 


2 

4 


mA 

Vql ^ 0.4V 

Leakage Current 


0.01 

8 


0.01 

15 

,xA 

V 0 H = 15V 




Timing error solely introduced by XR-2240, measured as % of ideal time-base period of T = 
Propagation delay from application of trigger (or reset) input to corresponding state change i 


3SH 

3 5s A 

SSsS 


1.00 RC. 

in counter output at pin 1 


owSriH Hr 

Mmi 


Figure 2. Generalized Test Circuit 


Figure 3. Test Circuit for Low-Power 
Operation (Time-Base Powered Down) 


Figure 4. Test Circuit for Counter 
Section 





XR-2240 

PRINCIPLES OF OPERATION 

The timing cycle for the XR-2240 is initiated by applying 
a positive-going trigger pulse to pin 11. The trigger in- 
put actuates the time-base oscillator, enables the 
counter section, and sets all the counter outputs to 
“low” state. The time-base oscillator generates timing 
pulses with its period, T, equal to 1 RC. These clock 
pulses are counted by the binary counter section. The 
timing cycle is completed when a positive-going reset 
pulse is applied to pin 10. 

Figure 5 gives the timing sequence of output wave- 
forms at various circuit terminals, subsequent to a trig- 
ger input. When the circuit is at reset state, both the 
time-base and the counter sections are disabled and all 
the counter outputs are at “high” state. 

In most timing applications, one or more of the counter 
outputs are connected back to the reset terminal, as 
shown in Figure 6, with Si closed. In this manner, the 
circuit will start timing when a trigger is applied and will 
automatically reset itself to complete the timing cycle 
when a programmed count is completed. If none of the 
counter outputs are connected back to the reset termi- 
nal (switch Si open), the circuit would operate in its 
astable or free-running mode, subsequent to a trigger 
input. 


U 


hJii winnnjma nr_^. s* 
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tL-CH— r~i .. .... 
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Figure 5. Timing Diagram of Output Waveforms 
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IT 
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Figure 6. Generalized Circuit Connection for Timing 
Applications (Switch Si Open for Astable 
Operations, Closed for Monostable Operations) 


PROGRAMMING CAPABILITY 

The binary counter outputs (pins 1 through 8) are open- 
collector type stages and can be shorted together to a 
common pull-up resistor to form a “wired-or” connec- 
tion. The combined output will be “low” as long as any 
one of the outputs is low. In this manner, the time de- 
lays associated with each counter output can be 
summed by simply shorting them together to a com- 
mon output bus as shown in Figure 6. For example, if 
only pin 6 is connected to the output and the rest left 
open, the total duration of the timing cycle, T 0 , would 
be 32T. Similarly, if pins 1 , 5, and 6 were shorted to the 
output bus, the total time delay would be T 0 = 
(1 + 16 + 32) T = 49T. In this manner, by proper choice 
of counter terminals connected to the output bus, one 
can program the timing cycle to be: IT < T 0 < 255T, 
where T = RC. 

TRIGGER AND RESET CONDITIONS 

When power is applied to the XR-2240 with no trigger or 
reset inputs, the circuit reverts to “reset” state. Once 
triggered, the circuit is immune to additional trigger in- 
puts, until the timing cycle is completed or a reset input 
is applied. If both the reset and the trigger controls are 
activated simultaneously trigger overrides reset. 

DESCRIPTION OF CIRCUIT CONTROLS 

COUNTER OUTPUTS (PINS 1 THROUGH 8) 

The binary counter outputs are buffered “open- 
collector” type stages, as shown in Figure 15. Each 
output is capable of sinking « 5 mA of load current. At 
reset condition, all the counter outputs are at high or 
non-conducting state. Subsequent to a trigger input, 
the outputs change state in accordance with the timing 
diagram of Figure 5. 

The counter outputs can be used individually, or can be 
connected together in a “wired-or” configuration, as 
described in the Programming section. 

RESET AND TRIGGER INPUTS (PINS 10 AND 11) 

The circuit is reset or triggered with positive-going con- 
trol pulses applied to pins 10 and 1 1 . The threshold lev- 
el for these controls is approximately two diode drops 
(«1.4V) above ground. 

Minimum pulse widths for reset and trigger inputs are 
shown in Figure 10. Once triggered, the circuit is im- 
mune to additional trigger inputs until the end of the 
timing cycle. 

MODULATION AND SYNC INPUT (PIN 12) 

The period T of the time-base oscillator can be modu- 
lated by applying a dc voltage to this terminal (see Fig- 
ure 13). The time-base oscillator can be synchronized 
to an external clock by applying a sync pulse to pin 12, 
as shown in Figure 16. Recommended sync pulse 
widths and amplitudes are also given in the figure. 
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MODULATION VOLTAGE. V M (VOLTS) 


Figure 13. Normalized Change in Time- 
Base Period As a Function of Mod- 
ulation Voltage at Pin 12 


Figure 14. Temperature Drift of Time-Base Period, T 
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Figure 15. Simplified Circuit Diagram of XR-2240 


Figure 16. Operation with External Sync Signal. 

(a) Circuit for Sync Input 

(b) Recommended Sync Waveform 






REGULATOR OUTPUT (PIN 15) 


XR-2240 

HARMONIC SYNCHRONIZATION 

Time-base can be synchronized with integer multiples 
or harmonics of input sync frequency, by setting the 
time-base period, T, to be an integer multiple of the 
sync pulse period, T s . This can be done by choosing 
the timing components R and C at pin 13 such that: 

T = RC = (T s /m) where 

m is an integer, 1 < m < 10. 

Figure 17 gives the typical pull-in range for harmonic 
synchronization, for various values of harmonic modu- 
lus, m. For m < 10, typical pull-in range is greater than 
±4% of time-base frequency. 

TIMING TERMINAL (PIN 13) 

The time-base period T is determined by the external 
R-C network connected to this pin. When the time-base 
is triggered, the waveform at pin 13 is an exponential 
ramp with a period T = 1.0 RC. 

TIME-BASE OUTPUT (PIN 14) 

Time-Base output is an open-collector type stage, as 
shown in Figure 15 and requires a 20 KG pull-up resis- 
tor to Pin 15 for proper operation of the circuit. At reset 
state, the time-base output is at “high” state. Subse- 
quent to triggering, it produces a negative-going pulse 
train with a period T = RC, as shown in the diagram of 
Figure 5. 

Time-base output is internally connected to the binary 
counter section and also serves as the input for the ex- 
ternal clock signal when the circuit is operated with an 
external time-base. 

The counter input triggers on the negative-going edge 
of the timing or clock pulses applied to pin 14. The trig- 
ger threshold for the counter section is « +1.5 volts. 
The counter section can be disabled by clamping the 
voltage level at pin 14 to ground. 

Note: 

Under certain operating conditions such as high supply 
voltages (V + > 7V) and small values of timing capaci- 
tor (C < 0.1 \iF) the pulse-width of the time-base output 
at pin 14 may be too narrow to trigger the counter sec- 
tion. This can be corrected by connecting a 300 pF ca- 
pacitor from pin 14 to ground. 



SYNC PULSE PERIOD. (T/T,) 

Figure 17. Typical Pull-In Range for Harmonic 
Synchronization 


This terminal can serve as a V+ supply to additional 
XR-2240 circuits when several timer circuits are cas- 
caded (See Figure 20), to minimize power dissipation. 
For circuit operation with external clock, pin 15 can be 
used as the V + terminal to power-down the internal 
time-base and reduce power dissipation. The output 
current shall not exceed 10 mA. 

When the internal time-base is used with V+ < 4.5V, 
pin 15 should be shorted to pin 16. 

APPLICATIONS INFORMATION 

PRECISION TIMING (Monostable Operation) 

In precision timing applications, the XR-2240 is used in 
its monostable or “self-resetting” mode. The general- 
ized circuit connection for this application is shown in 
Figure 18. 



OUTPUT 


l 



IT <T„<25ST WHERE T - RC 


Figure 18. Circuit for Monostable Operation (T 0 = NRC 
where 1 < N < 255) 


The output is normally “high” and goes to “low” subse- 
quent to a trigger input. It stays low for the time dura- 
tion T 0 and then returns to the high state. The duration 
of the timing cycle T 0 is given as: 

T 0 = NT = NRC 

where T = RC is the time-base period as set by the 
choice of timing components at pin 1 3 (See Figure 9). N 
is an integer in the range of: 

1 < N < 255 


as determined by the combination of counter outputs 
(pins 1 through 8) connected to the output bus, as de- 
scribed below. 


PROGRAMMING OF COUNTER OUTPUTS: The binary 
counter outputs (pins 1 through 8) are open-collector 
type stages and can be shorted together to a common 
pull-up resistor to form a “wired-or” connection where 
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the combined output will be “low” as long as any one of 
the outputs is low. In this manner, the time delays asso- 
ciated with each counter output can be summed by 
simply shorting them together to a common output bus 
as shown in Figure 18. For example if only pin 6 is con- 
nected to the output and the rest left open, the total du- 
ration of the timing cycle, T 0 , would be 321 Similarly, if 
pins 1 , 5, and 6 were shorted to the output bus, the total 
time delay would be T 0 = (1 + 16 + 32) T = 49T. In this 
manner, by proper choice of counter terminals con- 
nected to the output bus, one can program the timing 
cycle to be: IT < T 0 < 255T. 

ULTRA-LONG DELAY GENERATION 


ASTABLE OPERATION 

The XR-2240 can be operated in its astable or free- 
running mode by disconnecting the reset terminal (pin 
10) from the counter outputs. Two typical circuit con- 
nections for this mode of operation are shown in Figure 
21. In the circuit connection of Figure 21(a), the circuit 
operates in its free-running mode, with external trigger 
and reset signals. It will start counting and timing sub- 
sequent to a trigger input until an external reset pulse is 
applied. Upon application of a positive-going reset sig- 
nal to pin 10, the circuit reverts back to its rest state. 
The circuit of Figure 21(a) is essentially the same as 
that of Figure 6, with the feedback switch S-| open. 


Two XR-2240 units can be cascaded as shown in Figure 
19 to generate extremely long time delays. In this appli- 
cation, the reset and the trigger terminals of both units 
are tied together and the time base of Unit 2 disabled. 
In this manner, the output would normally be high when 
the system is at reset. Upon application of a trigger in- 
put, the output would go to a low stage and stay that 
way for a total of (265) 2 or 65,536 cycles of the time- 
base oscillator. 

PROGRAMMING: Total timing cycle of two cascaded units 
can be programmed from T 0 = 256RC to T 0 = 
65.536RC in 256 discrete steps by selectively shorting 
any one or the combination of the counter outputs from 
Unit 2 to the output bus. 



LOW-POWER OPERATION 


In cascaded operation, the time-base section of Unit 2 
can be powered down to reduce power consumption, 
by using the circuit connection of Figure 20. In this 
case, the V+ terminal (pin 16) of Unit 2 is left open- 
circuited, and the second unit is powered from the reg- 
ulator output of Unit 1, by connecting pin 15 of both 
units. 



Figure 20. Low-Power Operation of Cascaded Timers 



Figure 21. Circuit Connections for Astable Operation 

(a) Operation with External Trigger and Reset Controls 

(b) Free-running or Continuous Operation 

The circuit of Figure 21(b) is designed for continuous 
operation. The circuit self-triggers automatically when 
the power supply is turned on, and continues to operate 
in its free-running mode indefinitely. 

In astable or free-running operation, each of the 
counter outputs can be used individually as synchro- 
nized oscillators: or they can be interconnected to gen- 
erate complex pulse patterns. 

BINARY PATTERN GENERATION 

In astable operation, as shown in Figure 21, the output 
of the XR-2240 appears as a complex pulse pattern. 
The waveform of the output pulse train can be. deter- 
mined directly from the timing diagram of Figure 5 
which shows the phase relations between the counter 
outputs. Figure 22 shows some of these complex pulse 
patterns. The pulse pattern repeats itself at a rate 
equal to the period of the highest counter bit connected 
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to the common output bus. The minimum pulse width 
contained in the pulse train is determined by the lowest 
counter bit connected to the output. 
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Figure 22. Binary Pulse Patterns Obtained by Shorting 
Various Counter Outputs 

OPERATION WITH EXTERNAL CLOCK 

The XR-2240 can be operated with an external clock or 
time-base, by disabling the internal time-base oscillator 
and applying the external clock input to pin 14. The rec- 
ommended circuit connection for this application is 
shown in Figure 23. The internal time-base can be de- 
activated by connecting a 1 KQ resistor from pin 13 to 
ground. The counters are triggered on the negative- 
going edges of the external clock pulse. For proper op- 
eration, a minimum clock pulse amplitude of 3 volts is 
required. Minimum external clock pulse width must be 

> 1 fiS. 

For operation with supply voltages of 6V or less, the in- 
ternal time-base section can be powered down by 
open-circuiting pin 1 6 and connecting pin 1 5 to V + . In 
this configuration, the internal time-base does not draw 
any current, and the over-all current drain is reduced by 
~3 mA. 


The modulus N is the total count corresponding to the 
counter outputs connected to the output bus. Thus, for 
example, if pins 1 , 3 and 4 are connected together to 
the output bus, the total count is: N = 1 + 4 + 8 = 1 3; and 
the period of the output waveform is equal to (N + 1) T 
or 14T. In this manner, 256 different frequencies can be 
synthesized from a given time-base setting. 



Figure 24. Frequency Synthesis from Internal Time-Base 


SYNTHESIS WITH HARMONIC LOCKING: The harmonic 
synchronization property of the XR-2240 time-base can 
be used to generate a wide number of discrete frequen- 
cies from a given input reference frequency. The circuit 
connection for this application is shown in Figure 25. 
(See Figures 16 and 17 for external sync waveform and 
harmonic capture range.) If the time base is synchro- 
nized to (mp harmonic of input frequency where 1 < 
m < 10, as described in the section on “Harmonic Syn- 
chronization”, the frequency f 0 of the output waveform 
in Figure 25 is related to the input reference frequency 
fR as: 



OUTPUT 

X i r 


Figure 23. Operation with External Clock 
FREQUENCY SYNTHESIZER 

The programmable counter section of XR-2240 can be 
used to generate 255 discrete frequencies from a given 
time base setting using the circuit connection of Figure 
24. The output of the circuit is a positive pulse train with 
a pulse width equal to T, and a period equal to (N + 1) T 
where N is the programmed count in the counter. 


where m is the harmonic number, and N is the pro 
grammed counter modulus. For a range of 1 < N < 
255, the circuit of Figure 25 can produce 1500 sepa 
rate frequencies from a single fixed reference. 



Figure 25. Frequency Synthesis by harmonic Locking to a 
External Reference 
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One particular application of the circuit of Figure 25 is 
generating frequencies which are not harmonically re- 
lated to a reference input. For example, by choosing 
the external R-C to set m = 10 and setting N = 5, one 
can obtain a 100 Hz output frequency synchronized to 
60 Hz power line frequency. 

STAIRCASE GENERATOR 

The XR-2240 Timer/Counter can be interconnected 
with an external operational amplifier and a precision 
resistor ladder to form a staircase generator, as shown 
in Figure 26. Under reset condition, the output is low. 
When a trigger is applied, the op. amp. output goes to a 
high state and generates a negative going staircase of 
256 equal steps. The time duration of each step is 
equal to the time-base period T. The staircase can be 
stopped at any desired level by applying a "disable” 
signal to pin 14, through a steering diode, as shown in 
Figure 26. The count is stopped when pin 14 is clamped 
at a voltage level less than 1 .4V. 



DIGITAL SAMPLE/HOLD 

Figure 27 shows a digital sample and hold circuit using 
the XR-2240. The principle of operation of the circuit is 
similar to the staircase generator described in the pre- 
vious section. When a "strobe” input is applied, the RC 
low-pass network between the reset and the trigger in- 
puts of XR-2240 causes the timer to be first reset and 
then triggered by the same strobe input. This strobe in- 
put also sets the output of the bistable latch to a high 
state and activates the counter. 

The circuit generates a staircase voltage at the output 
of the op. amp. When the level of the staircase reaches 
that of the analog input to be sampled, comparator 
changes state, activates the bistable latch and stops 
the count. At this point, the voltage level at the op. amp. 
output corresponds to the sampled analog input. Once 
the input is sampled, it will be held until the next strobe 
signal. Minimum re-cycle time of the system is «6 
msec. 


ANALOG INPUT 



Figure 27. Digital Sample and Hold Circuit 
ANALOG-TO-DIGITAL CONVERTER 


Figure 28 shows a simple 8-bit A/D converter system 
using the XR-2240. The operation of the circuit is very 
similar to that described in connection with the digital 
sample/hold system of Figure 15. In the case of A/D 
conversion, the digital output is obtained in parallel for- 
mat from the binary counter outputs, with the output at 
pin 8 corresponding to the most significant bit (MSB). 
The re-cycle time of the A/D converter is «6 msec. 
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XR-2242 


Long-Range Timer 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-2242 is a monolithic timer/controller capable of 
producing ultra-long time delays from milliseconds to 
days. Two timing circuits can be cascaded to generate 
time delays or timing intervals up to one year. The cir- 
cuit is comprised of an internal time-base oscillator, an 
8 bit binary counter and a control flip-flop. For a given 
external R-C network connected to the timing terminal, 
the circuit produces an output timing pulse of 128 RC. 
If two circuits are cascaded, a total time delay of (1 28) 2 
or 16,384 RC is obtained. 

Three output pins are provided on the device: the time 
base (RC) on Pin 8, 2 RC on Pin 2, and the counter out- 
put (128 RC) on Pin 3. 



TIME BASE 
OUTPUT 


TIMING 

RC 


TRIGGER 


RESET 


FEATURES 

Timing from micro-seconds to days 
Wide supply range: 4.5V to 15V 
TTL and DTL compatible outputs 
High accuracy: 0.5% 

Excellent Supply Rejection: 0.2%/V 
Monostable and Astable Operation 


APPLICATIONS 

Long Delay Generation 
Sequential Timing 
Precision Timing 
Ultra-Low Frequency Oscillator 


ABSOLUTE MAXIMUM RATINGS 

Power Supply 18 volts 

Power Dissipation (package limitation) 

Ceramic Package 385 mW 

Plastic Package 300 mW 

Derate above + 25°C 2.5 mW/°C 

Temperature Range 
Operating 

XR-2242M -55°C to + 125°C 

XR-2242C 0°C to + 70°C 

Storage -65°to+150°C 


ORDERING INFORMATION 


Part Number Package 


Operating Temperature 


XR-2242M Ceramic 

XR-2242CN Ceramic 

XR-2242CP Plastic 


-55°C to +125°C 
0°C to + 70°C 
0°C to + 70°C 


SYSTEM DESCRIPTION 

The timing cycle for the XR-2242 is initiated by applying 
a positive-going trigger pulse to Pin 6. The trigger input 
actuates the time-base oscillator, enables the counter 
section, and sets the output to “low” state. The time- 
base oscillator generates timing pulses with its period, 
T, equal to 1 RC. These clock pulses are counted by the 
binary counter section. The timing cycle is completed 
when a positive-going reset pulse is applied to Pin 5. 

In monostable timer applications the output terminal 
(Pin 3) is connected back to the reset terminal. In this 
manner, after 128 clock pulses are applied to the cir- 
cuit, this output goes to “high” state and resets the cir- 
cuit thus completing the timing cycle. Thus, subse- 
quent to triggering, the output at Pin 3 will produce a to- 
tal timing pulse of 128 RC before the circuit resets itself 
to complete the timing cycle. During the timing interval, 
the secondary output at Pin 2 produces a square-wave 
output with the period of 2 RC. 

If the output at Pin 3 is not connected back to the reset 
terminal, the circuit continues to operate in an astable 
mode, subsequent to a trigger input. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: See Figure 3, V + = 5V, T/\ = 25°C, R = 10 kfl, C = 0.1 ixF, unless otherwise noted. 



XR-2242M 

XR-2242C 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

GENERAL CHARACTERISTICS 

Supply Voltage 

4 


15 

4 


15 

V 


Supply Current 


3.5 

6 


4 

7 

mA 

V+ = 5V, V TR = 0, Vrs = 5V 

Total Circuit 


12 

16 


13 

18 

mA 

V+ = 15V, Vj R = 0, V RS = 5V 

TIME BASE SECTION 








See Figure 3 

Timing Accuracy* 


0.5 

2.0 


0.5 

5 

% 

Vrs = 0, VjR = 5V 

Temperature Drift 


150 

300 


200 


ppm/°C 

V+ = 5V 0°C < T < 70°C 



80 



80 


ppm/°C 

V+ = 15V 

Supply Drift 


0.05 

0.2 


0.08 

0.3 

%/V 

V+ > 8 Volts 

Max Frequency 

100 

130 



130 


kHz 

R = 1 kO, C = C = 0.007 fx? 

Recommended Range 
of Timing Components 








See Figure 5 

Timing Resistor, R 

0.001 


10 

0.001 


5 

m 


Timing Capacitor, C 

0.007 


1000 

0.01 


1000 

/*F 

Low-Leakage Capacitor Required. 

TRIGGER/RESET CONTROLS 

Trigger 








Measured at Pin 6, Vrs = 0 

Trigger Threshold 


1.4 

2.0 


1.4 

2.0 

V 


Trigger Current 


8 



10 


fa 

Vrs = 0, V TR = 2V 

Impedance 


25 



25 


kfi 


Response Time** 
Reset 


1 



1 


/xsec. 

Measured at Pin 5, Vjr = 0 

Reset Threshold 


1.4 

2.0 


1.4 

2.0 

V 

Reset Current 


8 



10 


/* A 

VjR = 0, Vrs = 2V 

Impedance 


25 



25 


kQ 


Response Time** 


0.8 



0.8 


/isec. 


COUNTER SECTION 








See Figure 4, V+ = 5V 

Max. Toggle Rate 

Input: 

0.5 

1.0 



1.0 


MHz 

Vrs = 0, Vjr = 5V 

Impedance 


20 



20 


kO 


Threshold 

Output: 

1.0 

1.4 


1.0 

1.4 


V 

Measured at Pins 2 and 3 

Rise Time 


180 



180 


nsec. 

R|_ = 3KB, Cl = 10 pF 

Fall Time 


180 



180 


nsec. 

Sink Current 

3 

5 


2 

4 


mA 

Vql — 0.4V 

Leakage Current 


0.01 

8 


0.01 

15 

mA 

V 0H ^ 15V 


*Timing error solely introduced by XR-2242, measured as % of ideal time-base period of T = 1.00 RC. 
**Propagation delay from application of trigger (or reset) input to corresponding state change in first stage counter 
output at pin 2. 



Figure 3. Generalized Test Circuit 


Figure 4. Test Circuit for Counter Section 
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Figure 5. Recommended Range Figure 6. Temperature Drift 
of Timing Component Values of Time-Base Period, T 


DESCRIPTION OF CIRCUIT CONTROLS 

COUNTER OUTPUTS (PINS 2 AND 3) 

The binary counter outputs are buffered “open- 
collector” type stages. Each output is capable of sink- 
ing » 5 mA of load current. At reset condition, all the 
counter outputs are at high or non-conducting state. 
Subsequent to a trigger input, the outputs change state 
in accordance with the timing diagram of Figure 7. 

I n TRIGGER 

II _ INPUT 

— 1 1 ' " " ■ " " 1 ' ** ’ (PIN 61 


mmnmnnr 


rinnnnnnnnnnnr - 


TIME BASE 
OUTPUT 
(PIN 8) 

FIRST STAGE 
OUTPUT 
(PIN 2) 


n 


-Vr 


I. 


COUNTER 
OUTPUT 
(PIN 3) 


Figure 7. Timing Diagram of Output Waveforms 

Basic circuit connection for timing applications is 
shown in Figure 8. Subsequent to a positive trigger 
pulse applied to pin 6, the timing output at pin 3 goes to 
a “low” state and will stay low for a total time duration 
T 0 = 128 RC, where R and C are the timing compo- 
nents connected to pin 7. If the switch S-| is open, then 
the output at pin 3 would alternately change state every 
T 0 interval of time, and the circuit would operate in its 
“astable” mode. If the switch S-| is closed, the circuit 



T 0 - 128 RC 

Figure 8. Circuit Connection for Timing Applications (Switch 
Si Open for Astable Operations, Closed for 
Monostable Operations) 


will reset itself and complete its timing cycle after a 
time interval of T 0 , when the output at pin 3 goes to a 
“high” state. This corresponds to the “monostable” 
mode of operation. 

RESET AND TRIGGER INPUTS (PINS 5 AND 6) 

The circuit is reset or triggered with positive-going con- 
trol pulses applied to pins 5 and 6. The threshold level 
for these controls is approximately two diode drops (« 
1.4V) above ground. 

Minimum pulse widths for reset and trigger inputs, mini- 
mum trigger delay time and minimum re-trigger delay 
time are shown in Figures 9 and 10. Once triggered, 
the circuit is immune to additional trigger inputs until 
the end of the timing cycle. 

Note: In noisy operating environment, 0.01 /*F capaci- 
tors to ground are recommended from reset and trigger 
terminals. 

When power is applied with no trigger or reset inputs, 
the circuit reverts to “reset” state. Once triggered, the 
circuit is immune to additional trigger inputs, until the 
timing cycle is completed or a reset input is applied. If 
both the reset and the trigger controls are activated si- 
multaneously, trigger overrides reset. 



Figure 9. Minimum Trigger 
and Reset Pulse Widths at 
Pins 5 and 6 


TIMING TERMINAL (PIN 7) 



Figure 10. Trigger and 
Retrigger Delay Time 

(A) Minimum Trigger Delay 
Time Subsequent to Applica- 
tion of Power 

(B) Minimum Re-trigger 
Time, Subsequent to a Reset 
Input 


The time-base period T is determined by the external R- 
C network connected to this pin. When the time-base is 
triggered, the waveform at pin 7 is an exponential ramp 
with a period T = 1 .0 RC. 

TIME-BASE OUTPUT (PIN 8) 


Time-base output is an open-collector type stage, as 
shown in Figure 1 and requires a 20 KQ pull-up resistor 
to Pin 1 (V + ) for proper operation of the circuit. At reset 
state, the time-base output is at “high” stage. Subse- 
quent to triggering, it produces a negative-going pulse 
train with a period T = RC, as shown in the diagram of 
Figure 7. 
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TIMING TERMINAL (PIN 7) 

The time-base period T is determined by the external R- 
C network connected to this pin. When the time-base is 
triggered, the waveform at pin 7 is an exponential ramp 
with a period T = 1.0 RC. 

TIME-BASE OUTPUT (PIN 8) 

Time-base output is an open-collector type stage, as 
shown in Figure 1 and requires a 20 KQ pull-up resistor 
to Pin 1 (V + ) for proper operation of the circuit. At re- 
set state, the time-base output is at "high” stage. Sub- 
sequent to triggering, it produces a negative-going 
pulse train with a period T = RC, as shown in the dia- 
gram of Figure 7. 

ASTABLE OPERATION 

The XR-2242 can be operated in its astable or free- 
running mode by disconnecting the reset terminal (pin 
5) from the counter output (pin 3). Two typical circuit 
connections for this mode of operation are shown in 
Figures 11 and 12. In the circuit connection of Figure 
11, the circuit operates in its free-running mode, with 
external trigger and reset signals. It will start counting 
and timing subsequent to a trigger input until an exter- 
nal reset pulse is applied. Upon application of a 
positive-going reset signal to pin 5, the circuit reverts 
back to its rest state. The circuit of Figure 1 1 is essen- 
tially the same as that of Figure 8, with the feedback 
switch Si open. 

The circuit of Figure 12 is designed for continuous op- 
eration. The circuit self-triggering automatically when 
the power supply is turned on, and continues to operate 
in its free-running mode indefinitely. 



Figure 11. Astable Operation with Figure 12. Free-running Operation 
External Trigger and Reset Self-Triggered When Power 

Controls Supply is Turned On 


OPERATION WITH EXTERNAL CLOCK 

The XR-2242 can be operated with an external clock or 
time-base, by disabling the internal time-base oscillator 
and applying the external clock input to pin 8. The inter- 
nal time-base can be de-activated by connecting a 1 KQ 
resistor from pin 7 to ground. The counters are trigger- 
ed on the negative-going edges of the external clock 
pulse. For proper operation, a minimum clock pulse 
amplitude of 3 volts is required. Minimum external 
clock pulse width must be > 1 /nS. 

CASCADED OPERATION: 
a) Ultra-Long Delay Generation: 

Ultra-long time delays, up to one-year duration, can be 
generated by cascading two XR-2242 timers as shown 
in Figure 13. In this configuration, the counter section 
of Unit 2 is cascaded with the counter output of Unit 1 , 
to provide a total count of 32,640 clock cycles before 
the output (pin 3 of Unit 2) changes state. In the appli- 


cation circuit of Figure 13, the output (pin 3) of Unit 1 is 
directly connected to the time-base output (pin 8) of 
Unit 2, through a common pull-up resistor. In this man- 
ner, the counter section of Unit 2 is triggered every 
time the output of Unit 1 makes a positive-going transi- 
tion. The time-base section of Unit 2 is disabled by con- 
nection pin 7 of Unit 2 to ground through a 1 K12 resis- 
tor. The reset and trigger terminals of both units are 
connected together for common controls. If an addi- 
tional XR-2242 were cascaded with Unit 2 of Figure 13, 
the total available time delay can be extended to 
(1.065) (10 9 ) RC. With an external RC = 0.1 sec, this 
would correspond to a time delay of 3.4 years. 



Figure 13. Cascaded Operation of Two XR-2242 Timer 
Circuits 

b) Sequential Timing: 

Two XR-2242 timers can be cascaded to produce se- 
quential or delayed-timing pulses as shown in Figure 
14. In this configuration, the second timer is triggered 
by the first timer, subsequent to the completion of its 
timing cycle. Thus, the triggering of Unit 2 is delayed by 
a time interval, Ti (= 128 R^) corresponding to the 
timing cycle of Unit 1. 

The output of Unit 2, which is normally at "high” state 
will stay high for a duration of Ti = 128 R-j C-j , subse- 
quent to the application of a trigger pulse; then go to a 
low state for a duration of T 2 = 128 R 2 C 2 correspond- 
ing to the timing interval of Unit 2; and finally revert 
back to its rest state after the completion of the entire 
timing sequence. 



Figure 14. Sequential Timing Using Two XR-2242 Timer 
Circuits 



EQUIVALENT SCHEMATIC DIAGRAM 
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XR-2243 


EXAR 


Micropower Long Range Timer 


GENERAL DESCRIPTION 

The XR-2243 is a monolithic Timer/Controller capable 
of producing ultra-long time delays from micro-seconds 
to days. Two timing circuits can be cascaded to gener- 
ate time delays or timing intervals up to one year. The 
circuit is comprised of an internal time-base oscillator, 
an 11 -bit binary counter and a control flop-flop. For a 
given external R-C network connected to the timing ter- 
minal, the circuit produces an output timing pulse of 
1024 RC. If the two circuits are cascaded, a total time 
delay of (1024) 2 or 1,048,576 RC is obtained. 

The XR-2243 long range timer was designed for low 
power operation. Its supply current requires less than 
100 fiA in standby or reset mode. Normal operation re- 
quires less than 1mA. 

The timing cycle is initiated by applying a positive going 
pulse to the trigger input, Pin 6. The time-base oscilla- 
tor generates timing pulses with its period, T, equal to 1 
RC. These clock pulses are counted by the binary 
counter section. The timing cycle is completed when a 
positive-going reset pulse is applied to Pin 5. 

In monostable timer applications, the output terminal 
(Pin 3) is connected to the reset terminal, Pin 5. In this 
manner, after 1024 clock pulses are counted, this out- 
put goes to “high” state and resets the circuit, thus 
completing the timing cycle. Therefore, after triggering, 
the output at Pin 3 will produce a total timing pulse of 
1024 RC before the circuit resets itself to complete the 
timing cycle. During the timing interval, the secondary 
output at Pin 2 produces a square-wave output with the 
period of 2 RC. 

If the output at Pin 3 is not connected back to the reset 
terminal, the circuit continues to operate in an astable 
mode, subsequent to a trigger input. 

APPLICATIONS 

Long Delay Generation 
Sequential Timing 
Precision Timing 
Ultra-Low Frequency Oscillator 
Battery Powered Applications 


FUNCTIONAL BLOCK DIAGRAM 


OUTPUT C EXT TRIGGER RESET 



High Accuracy: 0.5% 

Excellent Supply Rejection 
Monostable and Astable Operation 
Micro Power Consumption-Standby Operation 
Low Power Consumption-Normal Operation 

ABSOLUTE MAXIMUM RATINGS 

Power Supply 

Power Dissipation (package limitation) 

Ceramic Package 
Plastic package 
Derate above +25°C 
Temperature Range 
Operating 

XR-2243C 0°C to + 70°C 

Storage -65°C to + 150°C 

ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-2243CN Ceramic 0°Cto+70°C 

XR-2243CP Plastic 0°Cto+70°C 

PRINCIPLES OF OPERATION 


18 Volts 

385 mW 
300 mW 
2.5 mW/°C 


FEATURES The ultra-long time delay micropower timer, in simplest 

block diagram terms, consists of a timing section fol- 

High Output Current Sink Capability lowed by a counter section and a control flip-flop. 

Timing from Micro-seconds to Days 
Wide Supply Range: 2.2V to 15V 
TTL and DTL Compatible Outputs 


1-180 


The main functional portion of the circuit is the time 
base section. It is a relaxation oscillator whose period 









XR-2243 

ELECTRICAL CHARACTERISTICS 

Test Conditions: See Figure 3, V+ = 5V, T/\ = 25°C, R = 22 kfi, C = 0.047 /*F, unless otherwise noted. 



XR-2243C 



PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

Supply Voltage 

2.7 


15 

V 


Supply Current 


45 

95 


Vcc = 2.7V V TR = 0V V RS = 5 V 

Standby 


80 

135 


VCC = 5V 



250 

415 


V C C = 15V 

Operating 


900 

1000 


VCC = 5V V T R = 5 V V RS = 0V 



750 

900 


V C C = 2.7V 



1250 

1500 


V C C = 15V 

Time Base Section 






Timing Accuracy* 


0.5 

3 

% 

V CC = 2.7V V TR = 5V V RS = 0V 

Temperature Drift 


80 

125 

ppm/°C 

V C C = 5V 



150 

225 

ppm/°C 

Vcc = 15V 0°C < T A < 70°C 



300 

650 

ppm/°C 

V C C = 8V 

Supply Drift 


0.30 

1.0 

%/V 


Maximum Frequency 

25 

35 


kHz 


Recommended Range of 






Timing Components 






Timing Resistor, R 

0.005 


10 

m 0 


Timing Capacitor, C 

0.005 


1000 

rf 


Trigger/Reset Controls 






Trigger 





Measures at Pin 11, Vrs = 0 

Trigger Threshold 


1.4 

2.0 

V 


Trigger Current 


22 

30 

f*A 

Vrs = 0, V TR = 2V 

Impedance 


25 


kQ 


Response Time 






Reset 






Reset Threshold 


1.4 

2.0 

V 


Reset Current 


22 

30 

mA 

VTR = 0, V RS = 2V 

Impedance 


25 


kU 


Response Time 






Counter Section 





See Figure 4, V+ = 5V 

Max. Toggle Rate 


100 

250 

kHz 

Vrs = 0, V TR = 5V 






Measured at Pin 14 

Input: 






Impedance 


15 


kQ 


Threshold 


1.4 


V 


Output: 






Sink Current 


10 


mA 

Vql ^ 0.4V 

Leakage Current 


0.01 


mA 

Vqh * 15V 



O 1 


Figure 1 . Simplified Circuit Schematic 
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of oscillation is determined by the external R and C val- 
ues. The timing section is followed by an l I 2 L counter, 
which consists of eleven binary stages, with high cur- 
rent drive capability output stages from the first and the 
last. A third subsection of the circuit is the control logic 
circuit consisting of a flip-flop that is set and reset by 
Pins 6 and 5, respectively. This section controls the re- 
setting of all counter stages, and starting the timing cir- 
cuit upon application of a positive-going trigger pulse. 
The control logic also activates the power shut down 
circuit when a reset pulse is received, or when the tim- 
ing cycle is completed. The power shut down circuit 
turns off the bias line to the time base and l 2 L counters 
to reduce the standby power. 

CONTROL FLIP-FLOP 

The logic flip-flop circuit controls the time/counter, as 
well as the internal power, to reduce standby current 
consumption to approximately 100/zA- Upon command, 
by a positive-going trigger pulse applied to Pin 6, the 
control logic circuit will first establish the upper and 
lower threshold voltages and then setup all internal cur- 
rent sources, biasing the time base and counter sec- 
tions. 

The circuit will automatically reset itself when power is 
first applied. Once triggered, the circuit is immune to 
additional trigger pulses until it is reset. A reset pin ter- 
minates the timing cycle by resetting the internal logic 
and shuts off the internal bias circuitry. 

TIME BASE OSCILLATOR 

The time base oscillator is a simple exponential ramp 
type timer circuit. The timing components, R and C, are 
external to the chip. The operation of such an oscillator 
can be described as follows: when the circuit is at rest 
the flip-flop is latched in its reset state, the discharge 
transistor is “off”, and the external capacitor, C, is fully 
charged to a voltage approximately equal to Vqq. 
When the circuit is triggered, the flip-flop is unlatched 
and set, which causes the discharge transistor to turn 
“on” and discharge C rapidly. When the voltage across 
C discharges to the voltage level Vth - , the upper com- 
parator changes state, resets the flip-flop and turns the 
discharge transistor “off”. Then, C charges toward 
Vcc with a time constant set by the external R and C. 
When the voltage across it reaches the upper thresh- 
old, Vth + . the comparator changes state, sets the flip- 
flop again, and discharges C back to the lower thresh- 
old level, Vth-. In this manner, the circuit continues to 
oscillate with the voltage level across C exponentially 
rising to Vth + . then rapidly decaying to Vth - anc * then 
repeating this cycle until the timing period ends. 

COUNTER SECTION (Pin 8) 

The counter consists of eleven stages connected in a 
“ripple counter” configuration. The operating injector 
currents are set from a bus of 1.2 volts. This current is 
supply independent. Pin 8, which is time based o/p, is 
also the counter section input. 

I 2 L counters are D-type flip-flops with their O’ output in- 

ternally connected to their D input; basically, they form 


a divide by 2 block. With eleven stages, one could cre- 
ate delays of 1024 RC in a monostable mode of opera- 
tion. The counters change state on the falling edge of 
the clock pulses. 

When the trigger pulse is applied, the internal power 
line which is supplying voltage for l 2 L circuitry (l 2 LVcc) 
is set up first, a Schmitt trigger circuit with a built in de- 
lay ensures the application of an internal set pulse, 
right after the power for the I 2 section is made avail- 
able. The counters are all set to “1” and are ready to 
count with the incoming falling edges of clock im- 
pulses. 

OUTPUT SECTIONS (Pins 2 and 3) 

The output sections are designed such that they can 
handle 10mA load currents @ Vq[_ = 300mV. Both of 
the transistors in this section are operating in a non- 
saturated mode because of the clamping action. This 
ensures faster operation and also decreases the need 
of high base drive at full load operation. 

The timing cycle for the circuit is initiated by applying a 
positive-going trigger to the set, or trigger pin, (Pin 6) of 
the device. The trigger pulse actuates the time base os- 
cillator, enables the counter section, and sets the out- 
puts to “low” state. The time base oscillator generates 
timing pulses with its period, T = IRC. These timing or 
clock pulses are counted by the binary counter section. 
The timing cycle is completed when a positive-going re- 
set pulse is applied to the reset pin (Pin 5). 



Figure 2. Typical Operation Diagram 

ASTABLE AND MONOSTABLE MODE 

Figure 2 shows the basic connection diagram for 
astable and monostable modes. When switch S-| is 
open, the circuit is in its astable mode of operation. 
Upon the application of a trigger pulse, the time base 
oscillator resumes the timing cycles. Until the applica- 
tion of a reset pulse, the circuit will keep on working 
while generating a square wave at the last stage out- 
put, whose frequency is 1/2048 of the time base oscilla- 
tor frequency. When switch S-| is closed, the circuit is 
in its monostable mode of operation, with the last stage 
being connected to the reset input via an external resis- 
tor. This way, when a trigger pulse is applied, and the 
time base resumes its timing cycle, the last stage out- 
put will go low with the first pulse generated by the time 
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base generator, and will stay low for 1024 pulses. With 
the arrival of the 1024th pulse, the last output will go to 
a high state since it is coupled to the reset input (see 
Figure 3). When this stage goes high, the timing cycle 
is completed. 


TRIGGER _ 

input n 

(PIN 6)' - - * 

T « I I I I M I I M M M I I I I I I I I II M I i 
0 g™f HJTJTJTJXnJTJTJ^ 

(PIN 2) h 1024 RC -| 

COUNTER - 


COUNTEH — m 
OUTPUT I 
(PIN 3) 


-55- 


Figure 3. Timing Diagram of Output Waveforms 


CASCADED MODE 

The cascaded mode of operation allows the generation 
of ultra-long time delays. When several XR-2243 cir- 
cuits are cascaded, such that their counter sections 
are connected in series, the total count available in- 
creases geometrically rather than arithmetically. Since 
one XR-2243 is capable of generating a total of 1024 
RC time delay, where R and C are the external timing 
components, then when two such timers are cascaded, 
they will produce (1024) 2 RC and three will produce 


XR-2243 

(1024)3 RC time delay, and so on. Thus, one can easily 
achieve time delays in the range of days, months, or 
years, simply by cascading two or three such counter/ 
timer circuits. 

Figure 4 shows the basic connection for cascaded op- 
eration. Unit 2’s time base is disabled by grounding Pin 
7 to ground via 1 kQ resistor. The last stage output of 
Unit 1 is connected to the input of the counter section 
of Unit 2. When the circuit is triggered, Unit 1 will 
resume generating a frequency whose period T = 
R ex t c ext- The output of Unit 1 will change state every 
1024 pulses. Since these pulses are supplied to Unit 2, 
the circuit will stop the timing cycle after 1024 pulses 
are generated by Unit 1. Therefore, a time delay of 
(1024) 2 RC is generated. 

SEQUENTIAL TIMING APPLICATIONS 

Figure 5 shows the basic connections for sequential 
timing applications. In this mode of operation, Unit 2’s 
trigger input is connected to Unit 1’s last output, while 
each unit’s reset input is connected to their last output 
via external resistors. This way, Unit 1 will generate a 
time delay 1024 R-|C-| upon the application of a trigger 
pulse. Once 1024 R-| O-j seconds have elapsed, Unit 2 
will be triggered, generating in its turn a delay equal to 
1024 R 2 C 2 seconds; therefore, resulting in an overall 
time delay of 1024 R^C-i + 1024 R 2 C 2 . 



Figure 4. Cascaded Operation of Two XR-2243 Timer Circuits 



Figure 5. Sequential Timing Using XR-2243 Timer Circuits 
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Fundamentals of Monolithic Waveform 
Generation and Shaping 


Waveform or function generators find a wide range of 
applications in communications and telemetry equip- 
ment, as well as for testing and calibration in the labora- 
tory. In most of these applications, commercially- 
available monolithic 1C oscillators and function genera- 
tors provide the system designer with a low-cost 
alternative to conventional, non-integrated units costing 
several hundred dollars or more. 

The fundamental techniques of waveform generation 
and shaping are well suited to monolithic 1C technology. 
In fact, monolithic integrated circuits offer some inher- 
ent advantages to the circuit designer, such as the 
availability of a large number of active devices and 
close matching and thermal tracking of component val- 
ues. By making efficient use of the capabilities of inte- 
grated components and the batch-processing advan- 
tages of monolithic circuits, it is now possible to design 
integrated waveform generator circuits that can provide 
a performance comparable to that of complex discrete 
generators, at a very small fraction of the cost. This ar- 
ticle provides a brief review of the fundamental princi- 
ples of monolithic waveform generation and wave- 
shaping methods. 

Basics of 1C Waveform Generation 

Essentially a waveform generator is a stable oscillator 
circuit that outputs well-defined waveforms; and, these 
can be externally modulated or swept over a frequency 
range. A waveform generator usually consists of four 
sections: (1) an oscillator to generate the basic periodic 
waveform; (2) a wave-shaper; (3) an optional modulator 
section to provide AM capability, and (4) an output 
buffer amplifier to provide the necessary load drive. 

Figure 1 shows a simplified generator using the four 
functional blocks. Each block can be built readily in 
monolithic form with established linear 1C technology. 
Hence fabrication of all four blocks on a single mono- 
lithic chip has evolved as a natural extension of earlier 
circuits. 

The oscillator, usually a relaxation type, can generate 
linear, triangle or ramp waveforms. The usual technique 
involves constant-current charging and discharging of 
an external timing capacitor. Figure 2 shows a typical, 
though simplified, example: an emitter-coupled multivi- 
brator circuit, which can generate a square wave as 
well as a triangle or a linear ramp output. 

The circuit’s operation is as follows: At any given time, 
either Q-| and Di or Q 2 and D 2 are conducting such 
that capacitor C 0 is alternately charged and discharged 
by constant-current l-|. The output across D-j and D 2 
corresponds to a symmetrical square wave, having a 
pk-pk amplitude of 2 Vbe> or twice the transistor base- 
emitter voltage drop. Output V^, constant when Q-j is 
on, becomes a linear ramp with a slope equal to — 1-| / 


C 0 goes off. Except for a half cycle delay, output Vg(t) is 
the same as VA(t). 


V + SYNC OUTPUT 



AA (OPTIONAL) DC LEVEL 

SELECT CONTROL 

Figure 1. Basically, a waveform generator consists of four 
sections. Each section can be built readily in 
monolithic form with established 1C technology. 




Figure 2. A simple oscillator circuit can be used to generate 
square, ramp and triangle waveforms. 


1-184 





Both linear ramp waveforms have pk-pk amplitudes of 
2 Vbe- Their frequency of oscillation, f 0 , can be deter- 
mined from the formula 


° 4V B eC 0 

And f 0 can be controlled by variation of charging- 
current l-j via control voltage Vq. A subtraction of one 
output ramp voltage from the other, by use of a simple 
differential amplifier, obtains the linear triangular wave- 
form. 

Symmetry of triangle and square-wave outputs may be 
adjusted by replacement of one of the two current 
sources in Figure 2 by I2, where I2 =£ H . Then the duty 
cycle of the output waveforms becomes the following: 

Duty Cycle = 50 tl % . 

'2 

The duty cycle of the output may be varied over a wide 
range by varying the ratio of the currents l*| and I2. 

Wave-Shaping Techniques 

The most useful waveform in signal processing applica- 
tions is the sine wave. In the design of function genera- 
tors, sinusoidal output is normally obtained by passing 
a triangular wave through a wave shaping circuit. In 
most discrete-component generators, wave-shaping in- 
volves a diode-resistor or a transistor-resistor ladder 
network. Introduction of a finite number of “break 
points” on the triangle wave changes it to a lower dis- 
tortion sine wave. 

Although this method can also be adapted to monolithic 
circuits, it is not as practical because it requires ex- 
tremely tight control of resistor values and diode char- 


acteristics. A simpler, and more practical, sine shaper 
for monolithic circuits employs the “gradual cutoff” 
characteristics of a basic differential gain stage, as in 
Figure 3. 

Reduction of the emitter = degeneration resistance, R^, 
allows either transistor Q3 or Q4 to be brought near 
their cutoff point when the input triangle waveform 
reaches its peaks. For the proper choice of the input 
amplitude and bias-current levels, the transfer charac- 
teristics at the peaks of the input triangle waveform be- 
come logarithmic rather than linear. Thus, the peaks of 
the triangle become rounded, and the output appears 
as a low distortion sine wave. 

Use of this technique permits output harmonics to be 
reduced to less than 0.5% with only a single adjust- 
ment. The low distortion is possible because the tech- 
nique relies on component matching rather than their 
absolute values. Since monolithic ICs can be designed 
readily for close matching, this wave-shaping is ideally 
suited to monolithic design. 



Figure 3. Conversion of triangle to sine wave employs a 

differential gain stage, which avoids dependence 
on absolute values of components. 
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Choosing The Right 1C 

At the onset of his design, the user of monolithic oscil- 
lator products is faced with the key question of choos- 
ing the oscillator or the function generator best suited 
to his application. The broad line of function generator 
products offered by Exar covers a wide range of appli- 
cations. It is often difficult to determine at a glance the 
best circuit for a given application. The purpose of this 
section is to review some of the key performance re- 
quirements, from an applications point of view, and 
help answer the question. “What is the best 1C oscilla- 
tor for the job?” 

Sine Wave Generation 

In evaluating the output characteristics of sinusoidal 1C 
oscillators, total harmonic distortion (THD) of the out- 
put waveform is usually the key performance criteria. 

In a number of voice-grade telecommunication or labo- 
ratory applications, sine wave distortion of 2% to 3% 
may be tolerable. However, for audio-quality signals, 
distortion level of 1 % or less is required. Furthermore, 
it is desirable that the output distortion should be rela- 
tively independent of the output amplitude, frequency 
or temperature changes; and that the distortion level 
be minimized with a minimum amount of external ad- 
justments. 

Exar manufactures three separate families of 1C oscil- 
lators which provide sinusoidal output waveforms. 

These are the XR-205, XR-2206 and the XR-8038. All of 
these circuits require external trimming to minimize the 
output distortion. In the case of XR-205, the untrimmed 
distortion is about 5%; in the case of the XR-2206 and 
the XR-8038, untrimmed distortion is typically less than 
2%, and can be reduced to 0.5% with additional trim- 
ming. 

For low frequency sine wave generation (below 100 
kHz), the XR-2206 and the XR-8038 are the recom- 
mended circuits. The XR-8038 has a fixed output level, 
whereas the XR-2206 offers separate output dc level 
and amplitude adjustment capability. 

AM Generation 

Linear modulation of output amplitude by means of an 
analog control signal is a desirable feature for teleme- 
try and data transmission applications. In monolithic 1C 
oscillators, this capability is normally obtained by in- 
cluding a four-quadrant transconductance multiplier on 
the 1C chip. Both the XR-205 and the XR-2206 circuits 
have such a feature included on the chip and can be 
used for generating sinusoidal AM signals. They can 
operate both in suppressed-carrier or conventional 
double-sideband AM generator mode. For operation 
with frequencies below 100 kHz, the XR-2206 has supe- 
rior performance characteristics over the XR-205. 


Oscillator 

FM Generation 

Essentially all of Exar’s 1C oscillator circuits can be 
used for generating frequency-modulated waveforms. 
For small frequency deviations (i.e., ±5% or less) 
about the center frequency, all of these oscillators have 
FM nonlinearity of 0.1 % or less. However, if wider FM 
deviations are required the XR-2209, XR-2207 and the 
XR-2206 offer the best FM linearity. 


FSK Generation 

Frequency-shift keying (FSK) is widely used in digital 
communications, particularly in data-interface or 
acoustical-coupler type MODEM systems. In monolith- 
ic 1C oscillators, FSK capability is obtained by using a 
current-controlled oscillator and keying its control cur- 
rent between two or more programmed levels which 
are set by external resistors. This results in output 
waveforms which are phase-continuous during the fre- 
quency transitions between the “mark” and “space” 
frequencies. 

The XR-2207 can produce four discrete frequencies, 
set by one external capacitor and four setting resistors. 
Frequency keying between these four frequencies is 
achieved by a two-bit binary logic input. The circuit pro- 
duces both triangle and square wave outputs. The 
XR-2206 produces two discrete frequencies, f-| and f 2 , 
and has a one-bit keying logic input. The key advantage 
of XR-2206 over the XR-2207 in FSK MODEM design is 
the availability of a sinusoidal output waveform. 

Exar has compiled a comprehensive application note 
describing the use of both of these 1C products in the 
design of FSK MODEM systems. This application note 
entitled “Stable FSK MODEMS Featuring the XR-2207, 
XR-2206 and the XR-221 1” is also included in this Data 
Book. 

Laboratory Function Generator 

One of the main applications for oscillators is for labo- 
ratory or test instrumentation or calibration where a va- 
riety of different output waveforms are required. Most 
such applications require both AM/FM modulation ca- 
pability, linear frequency sweep and sinusoidal output. 
The circuit which fits this application best is the XR- 
2206 since it has all the fundamental features of a com- 
plete function generator system costing upwards of 
several hundred dollars. 

A comprehensive description of building a self-con- 
tained laboratory-quality function generator system us- 
ing the XR-2206, Application Note AN-14, is included in 
this Data Book. 
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Phase-Locked Loop Design 

The current-controlled or voltage-controlled oscillator 
(VCO) is one of the essential components of a phase- 
locked loop (PLL) system. The key requirement for this 
application is that the oscillator should have a high de- 
gree of frequency stability and linear voltage or 
current-to-frequency conversion characteristics. Sinus- 
oidal output, although often useful, is generally not re- 
quired in this application. 

Although all of Exar’s 1C oscillators can be used as a 
VCO in designing PLL systems, the XR-2207 or its low- 
cost and simplified version, the XR-2209, are often the 
best suited devices for this application. For additional 
information refer to Application Note AN-06, entitled 
"Precision PLL System Using the XR-2207 and the XR- 
2208,” which is included in this Data Book. 


Sweep Oscillator 

A sweep oscillator is required to have a large linear 
sweep range. Among Exar’s function generators, the 
XR-2207 and the XR-2206 have the widest linear sweep 
range (over 1000:1), and are best suited for such an ap- 
plication. 

By using a linear ramp output from the XR-2207 to 
sweep the frequency of the XR-2206, one can build a 
two-chip sweep oscillator system which has a 2000:1 
sweep range and sinusoidal output. 


Low-Cost General Purpose Oscillator 

In many digital design applications, one needs a stable, 
low-cost oscillator 1C to serve as the system clock. For 
such applications, the XR-2209 precision oscillator is a 
logical design choice since it is a simple, low-cost oscil- 
lator circuit and offers 20 ppm/°C frequency stability. 

The monolithic timer circuits, such as the XR-555, or its 
micropower version, the XR-L555, can also be used as 
low-cost, general purpose oscillators by operating 
them in their free-running, i.e., self-triggering, mode. 

Ultra-Low Frequency Oscillator 

In certain applications such as interval-timing or se- 
quencing, stable, ultra-low frequency oscillators which 
can operate at frequencies of 0.01 Hz or lower are re- 
quired. Among Exar’s oscillator circuits, the 1C most 
suited to such an application is the XR-8038 since it 
can operate with a polarized electrolytic capacitor as 
its timing component. All other oscillator circuits de- 
scribed in this book require non-polar timing capaci- 
tors, and therefore are not as practical as the XR-8038 
for ultra-low frequency operation. 

An alternate approach to obtaining stable ultra-low fre- 
quency oscillators is to use the XR-2242 counter/timer 
as an oscillator in its free-running mode. Such a circuit 
generates a square wave output with a frequency of 
(1/256 RC) where R and C are the external timing com- 
ponents. 
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Monolithic Waveform Generator 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-205 is a highly versatile, monolithic waveform 
generator designed for diverse applications in commu- 
nication and telemetry equipment, as well as in sys- 
tems design and testing. It is a self-contained, totally 
monolithic signal generator that provides sine, square, 
triangle, ramp and sawtooth output waveforms, which 
can be both amplitude and frequency modulated. 

The circuit has three separate sections: a voltage- 
controlled oscillator (VCO) which generates the basic 
periodic waveforms; a balanced modulator which pro- 
vides amplitude or phase modulation; a buffer amplifier 
section which provides a low impedance output with 
high current drive capability. 


FEATURES 

High Frequency Operation 
AM and FM Capabilities 
Sine, Triangle, Square, Sawtooth, Ramp 
and Pulse Waveforms 
Wide Supply Range 8 V to 26 V 
Split Supply Capability 



1 TIMING 
| CAPACITOR 


I SQUAREWAVE 
OUTPUT 


1 BUFFER 
OUTPUT 


I BUFFER 
INPUT 


APPLICATIONS 


Waveform Generation 

Sinewave Sawtooth 

Triangle Ramp 

Square Pulse 

AM Generation Double Sideband Suppressed Carrier 

Crystal-Controlled 

FM Generation 

Sweep Generation 

Tone Burst Generation 

Simultaneous AM/FM 

Frequency-Shift Keyed (FSK) Signal Generation 
Phase-Shift Keyed (PSK) Signal Generation 
On-Off Keyed Oscillation 
Clock Generation 


ABSOLUTE MAXIMUM RATINGS 

Power Supply 26 Volts 

Power Dissipation 750 mW 

Derate above +25°C 6 mW/°C 

Temperature 

Storage -65°C to + 150°C 


ORDERING INFORMATION 


Part Number Package Operating Temperature 

XR-205 Ceramic 0°C to + 70°C 


SYSTEM DESCRIPTION 

The XR-205 is a high frequency monolithic function 
generator capable of sine, square, triangle, ramp, saw- 
tooth, and pulse waveforms with frequencies ranging to 
4 MHz. Operating frequency is determined by a single 
capacitor and may be externally swept over a 10:1 
range. Duty cycle is variable from 10% to 90%. Ampli- 
tude modulation, up to 100%, is accomplished using 
the modulator X inputs (Pins 3 and 4). The on board 
buffer amplifier features 50Q output resistance and 20 
mA output capability. The XR-205 operates with either 
single or split supplies. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Supply Voltage = 12V (single supply) T/\ = 25°C, f - 10 kHz, Rj_ = 3 kO, unless otherwise specified. 


PARAMETERS 

MIN 

LIMITS 

TYP 

MAX 

UNITS 

CONDITIONS 

1 — General Characteristics 






Supply Voltage: 






Single Supply 

8 


26 

Vdc 

See Figure 1 

Split Supply 

±5 


±13 

Vdc 

See Figures 2 and 3 

Supply Current 

8 

10 

12 

mA 

w/o buffer amp 

Frequency Stability: 






Power Supply 


0.2 

0.5 

%/V 

|Vcc-~ v eeI > 10V 

Temperature 


300 

600 

ppm/°C 

Sweep input open circuit 

Frequency Sweep Range 

7:1 

10:1 



See Figure 7 

Output Swing: 






Single Ended 

2 

3 


Vpp 

Measured at pin 1 or 2 

Differential 

4 

6 


Vpp 

Measured across 1 and 2 

Output Diff. Offset Voltage 


0.1 

0.4 

Vdc 

Measured across 1 and 2 

Amplitude Control Range 


60 


dB 

Controlled by R q (see Figure 1) 

Buffer Amplifier Output 






Resistance 


50 


ohms 

Rj_ = 7500 

Output Current Swing 

±6 

±10 


mA 


| II — Output Waveforms | 

Sinusoidal: 






Upper Frequency Limit 

2 

4 


MHz 

Measured at Pin 11 

Peak Output Swing 

2 

3 


Vpp 

Si, S 3 closed, S 2 open 

Distortion (THD) 


2.5 

4 

% 

closed S 2 open 

Triangle: 






Peak Swing 

2 

4 


Vpp 

Measured at Pin 1 1 

Non-Linearity 


±1 


% 

Si, S 2 open, S 3 closed 

Asymmetry 


±1 


% 

f = 10 kHz 

Sawtooth: 






Peak Swing 

2 

3 


Vpp 

See Figure 1, S 2 closed; 

Non-Linearity 


1.5 


% 

S 2 and S 3 closed 

Ramp: 






Peak-Swing 

1 

1.4 


Vpp 

See Figure 1, S 2 and S 3 open 

Non-Linearity 


1 


% 

pin 10 shorted to pin 15 

Squarewave (Low Level): 






Output Swing 

0.5 

0.7 


Vpp 

See Figure 1, S 2 and S 3 open, 

Duty Cycle Asymmetry 


q± 1 

±4 

% 

pin 10 shorted to pin 12 

Rise Time 


20 


ns 

10 pF connected from pin 11 

Fall Time 


20 


ns 

to ground 

Squarewave (High Level): 






Peak Swing 

2 

3 


Vpp 

See Figure 3, S '2 open 

Duty Cycle Asymmetry 


±1 

±4 

% 


Rise Time 


80 


ns 

10 pF connected from pin 11 

Fall Time 


60 


ns 

to ground 

Pulse Output: 

2 

3 


Vpp 

See Figure 3, S 2 closed 

Peak Swing 

2 

3 


Vpp 

See Figure 3, S 2 closed 

Rise Time 


80 


ns 


Fall Time 


60 


ns 


Duty Cycle Range 


20-80 


% 

Adjustable (see Figure 6 ) 

| III — Modulation Characteristics (sine, triangle and squarewave): | 

Amplitude Modulation: 






Double Sideband 






Modulation Range 


0-100 


% 

See Figure 2 

Linearity 


0.5 


% 

for 30% modulation 

Sideband Symmetry 


1.0 


% 


Suppressed Carrier 






Carrier Suppression 


52 


dB 

f < 1 MHz 

Frequency Modulation: 






Distortion 


0.3 


% 

See Figure 2 (± 10 frequency 






deviation) 
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TEST CIRCUITS 


v cc <* 




Figure 2. Test Circuit for Split-Supply Operation and AM/FM 
Modulation 



Figure 3. Test Circuit for High-Level Pulse and Squarewave 
Output 


DESCRIPTION OF CIRCUIT CONTROLS 

(Refer to functional block diagram) 

TIMING CAPACITOR (PINS 14 AND 15) 

The oscillator frequency is inversely proportional to the 
value of the timing capacitor, C 0 , connected between 
pins 14 and 15. With the sweep input open circuited, fre- 
quecy f 0 can be approximated as: f 0 = 400/C o where f 0 
is in Hz and C 0 is in microforads. (See Figure 4.) 

MODULATOR Y-INPUTS (PINS 5 AND 6) 

These inputs are normally connected to the oscillator 
outputs. For sinewave or trianglewave outputs, they are 
dc coupled to pins 14 and 15 (see Figure 1); for high- 
level squarewave or pulse output, ac coupling is used 
as shown in Figure 3. 

MODULAR X-INPUTS (PINS 3 AND 4) 

Modulator output (at pins 1 or 2) is proportional to a dc 
voltage applied across these inputs - (see Figure 5). 
These inputs can be used for amplitude modulation or, 
as an output amplitude control. The phase of the output 
voltage is reversed if the polarity of the dc bias across 
pins 3 and 4 is reversed; therefore these inputs can be 
used for phase-shift keyed (PSK) modulation. 

MODULATOR OUTPUTS (PINS 1 AND 2) 

All of the high level output waveforms are obtained at 
these terminals. The output waveforms appear differen- 
tially between pins 1 and 2. The terminals can, there- 
fore, be used for either in-phase or out-of-phase out- 
puts. Normally, a 15 KQ load resistor should be con- 
nected between these terminals to prevent the output 
from saturating or clipping at large output voltage 
swings. 

LOW LEVEL SQUAREWAVE OUTPUT (PIN 12) 

The output at this pin is a symmetrical squarewave with 
0.7V amplitude and 20 ns rise time. It can be used di- 
rectly as an output waveform, or amplified to a 3 Vpp 
signal level using the modulator section of the XR-205 
as an amplifier (see Figure 3). 

SWEEP OR FM INPUT (PIN 13) 

The oscillator frequency increases linearly with an in- 
creasing negative voltage, V s , applied to this terminal. 
Normally a series resistor, R s (R s « approx. 1 KQ) is 
connected in series with this terminal to provide current 
limiting and linear voltage-to-frequency transfer charac- 
teristics. The frequency derivation (for any given modu- 
lation level) is inversely proportional to R s . Typical 
sweep characteristics of the circuit are shown in Figure 
7. For proper operation of the circuit with R s = 1 KQ, 
the sweep voltage, V s , must be within range: (V so - 6) 
> V s > (V s0 + 1) where V so is the open circuit voltage 
at pin 13. The frequency of oscillation can also be syn- 
chronized to an external source by applying a sync 
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pulse to this terminal. For R s = 1 Kfl, a sync 
pulse of 0.1V to IV amplitude is recommended. 

WAVEFORM ADJUSTMENT (PINS 7 AND 8) 

The shape of the output waveform at pins 1 and 2 is 
controlled by a potentiometer, Rj, connected between 
these terminals as shown in Figure 1 . For sinewave out- 
puts at pins 1 and 2 , the value of Rj is adjusted to mini- 
mize the harmonic content of the output waveform. This 
adjustment is independent of frequency and needs to 
be done only once. The output can be converted to a 
symmetrical triangle waveform by increasing the effec- 
tive resistance across these terminals. This can be 
done without changing the potentiometer setting, by 
opening the switch S 2 as shown in Figures 1-3. 

BUFFER INPUT AND OUTPUT (PINS 10 AND 11) 

The buffer amplifier can be connected to any of the cir- 
cuit outputs (pins 1,2, 12, 14 or 15) to provide low out- 
put impedance and high current drive capability. For 
proper operation of the buffer amplifier, pin 1 1 must be 
connected to the most negative potential in the circuit, 
with an external load resistor R/_ (0.75 K12 < R/_ < 10 
KQ). The maximum output current at this pin must not 
exceed 20 mA. 

DUTY CYCLE ADJUSTMENT 

The duty-cycle of the output waveforms can be adjust- 
ed by connecting a resistor Rb across pins 13 and 14, 
as shown in Figures 1-3. With switch S 2 open, the out- 
put waveform will be symmetrical. Duty cycle is re- 
duced as Rb is decreased. (See Figure 6 .) 

ADDITIONAL GAIN CONTROL 

For amplitude modulated output signals, the dc level 
across pins 3 and 4 is fixed by the modulation index re- 
quired. In this case, the output amplitude can be con- 
trolled without effecting the modulation by connecting a 
potentiometer between pins 1 and 2 . 

ON-OFF KEYING 

The oscillator can be keyed off by applying a positive 
voltage pulse to the sweep input terminal. With R s = 1 
K 0 , oscillations will stop if the applied potential at pin 
13 is raised 3 volts above its open-circuit value. 


OUTPUT WAVEFORMS 

TRIANGLE OUTPUT 

The circuit is connected as shown in Figures 1 or 2, 
with switches Si and S 2 open. 

SINEWAVE OUTPUT 

The circuit is connected as shown in Figures 1 or 2, 
with switch S 2 open and Si closed. The output wave- 
form is adjusted for minimum harmonic distortion using 
trimmer resistor Rj connected across pins 7 and 8 . Si- 
nusoidal output is obtained from pins 1 or 2 (or pin 1 1 if 
the buffer amplifier is used). The amplitude of the out- 
put waveform is controlled by the differential dc voltage 
appearing between pins 3 and 4. This bias can be con- 
trolled by potentiometer Rq. for a differential bias be- 
tween these terminals of ±2 volts or greater, the output 
amplitude is maximum and equal to approximately 3 
volts p-p. 

SAWTOOTH OUTPUT 

The circuit is connected as shown in Figures 1 or 2, 
with switch Si open and S 2 closed. Closing S 2 places 
resistor Rb across pins 13 and 14. This changes the du- 
ty cycle of the triangle output and converts it to a saw- 
tooth waveform. The polarity of the sawtooth can be 
changed by reversing the polarity of the dc bias across 
pins 3 and 4. If Si is closed, the linear sawtooth wave- 
form is converted to the sinusoidal sawtooth waveform 
of Figure 9A. 

RAMP OUTPUT (FIGURE 9B) 

For ramp outputs, switch S 3 of Figure 1 or 2 is opened, 
and pin 10 is shorted to pin 14. This results in a 1.4 volt 
p-p ramp output at pin 1 1 . The duty cycle of this ramp 
can be controlled by connecting Rb across pins (13-14) 
or (13-15). 

SQUAREWAVE AND PULSE OUTPUTS 

For squarewave outputs, the circuit is connected as 
shown in Figure 3, with S 2 open. The output can be 
converted to a pulse by closing S 2 . The duty cycle of 
the pulse output is controlled by potentiometer Rq. The 
amplitude and polarity of either the pulse or square- 
wave output can be controlled by potentiometer R q . 
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Figure 4. Frequency as a Function of C 0 
Across Pins 14 and 15 


Figure 5. Modular Section Phase and 
Amplitude Transfer Characteristics 


Figure 6. Duty-Cycle and Frequency 
Variation as a Function of Resistor Rg 
Connected Across Pins 13 and 14 



0 -5V -10V -IbV 

SWEEP VOLTAGE. V, (VOLTS) 




0 1 2 3 4 5 6 

NORMALIZED FREQUENCY (Vt 0 ) 


Figure 7. Normalized Frequency vs. 
Sweep Voltage 


Figure 8. Sinusoidal Output Distortion 
as a Function of Frequency Sweep 



Figure 9. Sinusoidal Sawtooth and 
Linear Ramp Outputs 



EQUIVALENT SCHEMATIC DIAGRAM 
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EXAR 


Monolithic Function Generator 


GENERAL DESCRIPTION 

The XR-2206 is a monolithic function generator inte- 
grated circuit capable of producing high quality sine, 
square, triangle, ramp, and pulse waveforms of high- 
stability and accuracy. The output waveforms can be 
both amplitude and frequency modulated by an exter- 
nal voltage. Frequency of operation can be selected 
externally over a range of 0.01 Hz to more than 1 MHz. 

The circuit is ideally suited for communications, instru- 
mentation, and function generator applications requir- 
ing sinusoidal tone, AM, FM, or FSK generation. It has a 
typical drift specification of 20 ppm/°C. The oscillator 
frequency can be linearly swept over a 2000:1 frequen- 
cy range, with an external control voltage, having a 
very small affect on distortion. 


FEATURES 


Low-Sine Wave Distortion 
Excellent Temperature Stability 
Wide Sweep Range 
Low-Supply Sensitivity 
Linear Amplitude Modulation 
TTL Compatible FSK Controls 
Wide Supply Range 
Adjustable Duty Cycle 


0.5%, Typical 
20 ppm/°C, Typical 
2000:1, Typical 
0.01 %V, Typical 


10V to 26V 
1 % to 99% 


APPLICATIONS 

Waveform Generation 
Sweep Generation 
AM/FM Generation 
V/F Conversion 
FSK Generation 
Phase-Locked Loops (VCO) 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 
Power Dissipation 
Derate Above 25°C 
Total Timing Current 
Storage Temperature 


26V 
750 mW 
5 mW/°C 
6 mA 

-65°C to + 150°C 


FUNCTIONAL BLOCK DIAGRAM 



SYMMETRY 

ADJ. 


WAVEFORM 

ADJ. 


GROUND 


SYNC 

OUTPUT 


FSK 

INPUT 


ORDERING INFORMATION 


Part Number 

Package 

Operating Temperature 

XR-2206M 

Ceramic 

-55°C to + 125°C 

XR-2206N 

Ceramic 

0°C to +70°C 

XR-2206P 

Plastic 

0°C to +70°C 

XR-2206CN 

Ceramic 

0°C to +70°C 

XR-2206CP 

Plastic 

0°C to +70°C 


SYSTEM DESCRIPTION 

The XR-2206 is comprised of four functional blocks; a 
voltage-controlled oscillator (VCO), an analog multiplier 
and sine-shaper; a unity gain buffer amplifier; and a set 
of current switches. 

The VCO actually produces an output frequency pro- 
portional to an input current, which is produced by a re- 
sistor from the timing terminals to ground. The current 
switches route one of the timing pins current to the 
VCO controlled by an FSK input pin, to produce an out- 
put frequency. With two timing pins, two discrete output 
frequencies can be independently produced for FSK 
Generation Applications. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Test Circuit of Figure 1, V+ = 12V, Ta = 25°, C = 0.01 /*F, R-| = 100 kO f R2 = 10 kG, R3 = 25 kG 
unless otherwise specified. S-| open for triangle, closed for sine wave. 



X 

R-2206M 

XR-2206C 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 


KQJ 


CONDITIONS 

GENERAL CHARACTERISTICS 

Single Supply Voltage 

10 


26 

10 


26 

V 


Split-Supply Voltage 

±5 


±13 

±5 


±13 

V 


Supply Current 


12 

17 


14 

20' 

mA 

R-l > 10 k G 

OSCILLATOR SECTION 

Max. Operating Frequency 

0.5 

1 


0.5 

1 


MHz 

C = 1000 pF, R-I = 1 k a 

Lowest Practical Frequency 


0.01 



0.01 


Hz 

C = 50 fiF, Ri = 2 M £2 

Frequency Accuracy 


±1 

±4 


±2 


% of f 0 

f 0 = 1/R-|C 

Temperature Stability 


±10 

±50 


±20 


ppm/°C 

o°c < T A < 70°C, 

Ri = R2 = 20 k 0 

Supply Sensitivity 


0.01 

0.1 


0.01 


%/V 

V L 0W = 10V, V H |GH = 
20V, 

R 1 = R 2 = 20 k G 

Sweep Range 

1000:1 

2000:1 



2000:1 


f H = 1|_ 

iH @ Ri = 1 k 0 

1 l @ Ri = 2 M a 

Sweep Linearity 









10:1 Sweep 


2 



2 


% 

f L = 1 kHz, fn = 10 kHz 

1000:1 Sweep 


8 



8 


% 

fl_ = 100 kHz, f H = 100 
kHz 

FM Distortion 
Recommended Timing 


0.1 



0.1 


% 

±10% Deviation 

Components 









Timing Capacitor: C 

0.001 


100 

0.001 


100 

mF 

See Figure 4. 

Timing Resistors: 

1 


2000 

1 


2000 

kG 


R-| & R2 









Triangle Sine Wave Output 








See Note 1 , Figure 2. 

Triangle Amplitude 


160 



160 


mV/kG 

Figure 1, S-| Open 

Sine Wave Amplitude 

40 

60 

80 


60 


mV/kG 

Figure 1, S-| Closed 

Max. Output Swing 


6 



6 


V p-p 

Output Impedance 


600 



600 


G 


Triangle Linearity 


1 



1 


% 


Amplitude Stability 


0.5 



0.5 


dB 

For 1000:1 Sweep 

Sine Wave Amplitude 


4800 



4800 


ppm/°C 

See Note 2. 

Stability 









Sine Wave Distortion 









Without Adjustment 


2.5 



2.5 


% 

R-| = 30 k G 

With Adjustment 

Amplitude Modulation 


0.4 

1.0 


0.5 

1.5 

% 

See Figures 6 and 7. 

Input Impedance 

50 

100 


50 

100 


k G 


Modulation Range 


100 



100 


% 


Carrier Suppression 


55 



55 


dB 


Linearity 

Square-Wave Output 


2 



2 


% 

For 95% modulation 

Amplitude 


12 



12 


Vp-p 

Measured at Pin 11. 

Rise Time 


250 



250 


nsec 

C L = 10 pF 

Fall Time 


50 



50 


nsec 

C L = 10 pF 

Saturation Voltage 


0.2 

0.4 


0.2 

0.6 

V 

l[_ = 2 mA 

Leakage Current 


0.1 

20 


0.1 

100 

/xA 

Vn = 26V 

FSK Keying Level (Pin 9) 

0.8 

1.4 

2.4 

0.8 

1.4 

2.4 

V 

See section on circuit 









controls 

Reference Bypass Voltage 

2.9 

3.1 

3.3 

2.5 

3 

3.5 

V 

Measured at Pin 10. 


Note 1: Output amplitude is directly proportional to the resistance, R3, on Pin 3. See Figure 2. 
Note 2: For maximum amplitude stability, R3 should be a positive temperature coefficient resistor. 
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V+/2 

DC VOLTAGE AT PIN 1 


Figure 5. Normalized Output Amplitude versus DC Bias at 
AM Input (Pin 1). 



0 20 40 60 60 100 

F>3 IN Kll 


Figure 2. Output Amplitude as a Function of the Resistor, 
R 3 , at Pin 3. 






C = 0.01 uF 
TRIMMED FO 
DISTORTION 

1 MINIMUM 

AT 30 Kll 




V 


s 

vJ 

„ 






1.0 10 100 10 3 

TIMING R Kll 


Figure 6 . Trimmed Distortion versus Timing Resistor. 



8 12 16 20 24 28 


V C C (V) 

Figure 3. Supply Current versus Supply Voltage, Timing, R. 



IQ" 2 10 10 2 10 4 10 6 


FREQUENCY Hz 

Figure 4. R versus Oscillation Frequency. 



10 100 IK 10K 100K 1M 

FREQUENCY (Hz) 

Figure 7. Sine Wave Distortion versus Operating Frequency 
with Timing Capacitors Varied. 



-50 -25 0 25 50 75 100 125 


AMBIENT TEMPERATURE (°C) 

Figure 8 . Frequency Drift versus Temperature. 
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Figure 9. Circuit Connection for Frequency Sweep. 



Figure 10. Circuit for Sine Wave Generation without External 
Adjustment. (See Figure 2 for Choice of R 3 ). 


Figure 12. Sinusoidal FSK Generator. 




Figure 11. Circuit for Sine Wave Generation with Minimum Figure 13. Circuit for Pulse and Ramp Generation. 

Harmonic Distortion. (R 3 Determines Output 
Swing— See Figure 2.) 
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Frequency-Shift Keying: 

The XR-2206 can be operated with two separate timing 
resistors, R-| and R2, connected to the timing Pin 7 and 
8, respectively, as shown in Figure 12. Depending on 
the polarity of the logic signal at Pin 9, either one or the 
other of these timing resistors is activated. If Pin 9 is 
open-circuited or connected to a bias voltage >2V, only 
R-| is activated. Similarly, if the voltage level at Pin 9 is 
< IV, only R2 is activated. Thus, the output frequency 
can be keyed between two levels, f-j and f2, as: 

fl = 1/R-|C and f2 = I/R2C 

For split-supply operation, the keying voltage at Pin 9 is 
referenced to V~. 

Output DC Level Control: 

The dc level at the output (Pin 2) is approximately the 
same as the dc bias at Pin 3. In Figures 10, 11 and 12, 
Pin 3 is biased midway between V+ and ground, to 
give an output dc level of *V + /2. 

APPLICATIONS INFORMATION 


XR-2206 

FSK Generation 

Figure 12 shows the circuit connection for sinusoidal 
FSK signal operation. Mark and space frequencies can 
be independently adjusted, by the choice of timing re- 
sistors, Ri and R2; the output is phase-continuous dur- 
ing transitions. The keying signal is applied to Pin 9. The 
circuit can be converted to split-supply operation by 
simply replacing ground with V - . 

Pulse and Ramp Generation 

Figure 13 shows the circuit for pulse and ramp wave- 
form generation. In this mode of operation, the FSK key- 
ing terminal (Pin 9) is shorted to the square-wave output 
(Pin 11), and the circuit automatically frequency-shift 
keys itself between two separate frequencies during 
the positive-going and negative-going output wave- 
forms. The pulse width and duty cycle can be adjusted 
from 1 % to 99%, by the choice of R-| and R2. The val- 
ues of R-| and R2 should be in the range of 1 kfi to 2 

m. 


PRINCIPLES OF OPERATION 


Sine Wave Generation 
Without External Adjustment: 


Description of Controls 
Frequency of Operation: 


Figure 10 shows the circuit connection for generating a 
sinusoidal output from the XR-2206. The potentiometer, 
R-| at Pin 7, provides the desired frequency tuning. The 
maximum output swing is greater than V + /2, and the 
typical distortion (TFID) is <2.5%. If lower sine wave 
distortion is desired, additional adjustments can be pro- 
vided as described in the following section. 


The frequency of oscillation, f 0 , is determined by the ex- 
ternal timing capacitor, C, across Pin 5 and 6, and by 
the timing resistor, R, connected to either Pin 7 or 8. 
The frequency is given as: 


The circuit of Figure 10 can be converted to split-supply 
operation, simply by replacing all ground connections 
with V - . For split-supply operation, R3 can be directly 
connected to ground. 


and can be adjusted by varying either R or C. The rec- 
ommended values of R, for a given frequency range, as 
shown in Figure 4. Temperature stability is optimum for 
4 kn < R < 200 kO. Recommended values of C are 
from 1000 pF to 100 (iF. 


With External Adjustment: 


Frequency Sweep and Modulation: 


The harmonic content of sinusoidal output can be re- 
duced to *0.5% by additional adjustments as shown 
in Figure 1 1 . The potentiometer, R^, adjusts the sine- 
shaping resistor, and Rb provides the fine adjustment 
for the waveform symmetry. The adjustment procedure 
is as follows: 

1. Set Rb at midpoint, and adjust for minimum 
distortion. 

2. With R/\ set as above, adjust Rb to further reduce 
distortion. 

Triangle Wave Generation 

The circuits of Figures 10 and 11 can be converted to 
triangle wave generation, by simply open-circuiting Pin 
1 3 and 1 4 (i.e., S-| open). Amplitude of the triangle is ap- 
proximately twice the sine wave output. 


Frequency of oscillation is proportional to the total tim- 
ing current, Ij, drawn from Pin 7 or 8: 


320 Ij (mA) 
CfoF) 


Timing terminals (Pin 7 or 8) are low-impedance points, 
and are internally biased at + 3V, with respect to Pin 1 2. 
Frequency varies linearly with I7 over a wide range of 
current values, from 1 ^A to 3 mA. The frequency can 
be controlled by applying a control voltage, Vq, to the 
activated timing pin as shown in Figure 9. The frequen- 
cy of oscillation is related to Vq as: 


f = 


— 1 + — CI- 
RC R C 




Hz 
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where Vq is in volts. The voltage-to-frequency conver- 
sion gain, K, is given as: 

k = at/dvc = - hz/v 
Rcc 

CAUTION: For safety operation of the circuit, lj 
should be limited to <3 mA. 

Output Amplitude: 

Maximum output amplitude is inversely proportional to 
the external resistor, R3, connected to Pin 3 (see Figure 
2). For sine wave output, amplitude is approximately 60 
mV peak per kfl of R3; for triangle, the peak amplitude 
is approximately 160 mV peak per kfi of R3. Thus, for 
example, R3 = 50 kfi would produce approximately 
±3V sinusoidal output amplitude. 


Amplitude Modulation: 

Output amplitude can be modulated by applying a dc bi- 
as and a modulating signal to Pin 1 . The internal imped- 
ance at Pin 1 is approximately 100 k!2. Output ampli- 
tude varies linearly with the applied voltage at Pin 1 , for 
values of dc bias at this pin, within ±4 volts of V + /2 as 
shown in Figure 5. As this bias level approaches V + /2, 
the phase of the output signal is reversed, and the am- 
plitude goes through zero. This property is suitable for 
phase-shift keying and suppressed-carrier AM genera- 
tion. Total dynamic range of amplitude modulation is ap- 
proximately 55 dB. 

CAUTION: AM control must be used in conjunction 
with a well-regulated supply, since the output amplitude 
now becomes a function of V + . 
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XR-2207 


Voltage-Controlled Oscillator 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-2207 is a monolithic voltage-controlled oscilla- 
tor (VCO) integrated circuit featuring excellent frequen- 
cy stability and a wide tuning range. The circuit pro- 
vides simultaneous triangle and squarewave outputs 
over a frequency range of 0.01 Hz to 1 MHz. It is ideally 
suited for FM, FSK, and sweep or tone generation, as 
well as for phase-locked loop applications. 

The XR-2207 has a typical drift specification of 20 ppm / 
°C. The oscillator frequency can be linearly swept over 
a 1000:1 range with an external control voltage; and the 
duty cycle of both the triangle and the squarewave out- 
puts can be varied from 0.1% to 99.9% to generate 
stable pulse and sawtooth waveforms. 


FEATURES 

Excellent Temperature Stability (20 ppm/°C) 

Linear Frequency Sweep 
Adjustable Duty Cycle (0.1 % to 99.9%) 

Two or Four Level FSK Capability 
Wide Sweep Range (1000:1 Min) 

Logic Compatible Input and Output Levels 
Wide Supply Voltage Range (±4V to ±13V) 

Low Supply Sensitivity (0.1 %/V) 

Wide Frequency Range (0.01 Hz to 1 MHz) 
Simultaneous Triangle and Squarewave Outputs 

APPLICATIONS 

FSK Generation 

Voltage and Current-to-Frequency Conversion 
Stable Phase-Locked Loop 
Waveform Generation 
Triangle, Sawtooth, Pulse, Squarewave 
FM and Sweep Generation 

ABSOLUTE MAXIMUM RATINGS 

Power Supply 26V 

Power Dissipation (package limitation) 

Ceramic package 750 mW 

Derate above + 25°C 6.0 mW/°C 

Plastic package 625 mW 

Derate above +25°C 5 mW/°C 

Storage Temperature Range -65°C to +150°C 



TRIANGLE 
WAVE OUT 


SQUARE 
WAVE OUT 


V EE 

BIAS 

GROUND 


BINARY 

KEYING 

INPUTS 

_l 


Part Number Package 


Operating Temperature 


XR2207M Ceramic 

XR2207N Ceramic 

XR2207P Plastic 

XR2207CN Ceramic 

XR2207CP Plastic 


- 55°C to + 125°C 
0°C to + 70°C 
0°C to + 70°C 
0°C to +70°C 
0°C to +70°C 


SYSTEM DESCRIPTION 

The XR-2207 utilizes four main functional blocks for fre- 
quency generation. These are a voltage controlled os- 
cillator (VCO), four current switches which are activated 
by binary keying inputs, and two buffer amplifiers for tri- 
angle and squarewave outputs. The VCO is actually a 
current controlled oscillator which gets its input from 
the current switches. As the output frequency is propor- 
tional to the input current, the VCO produces four dis- 
crete output frequencies. Two binary input pins deter- 
mine which timing currents are channelled to the VCO. 
These currents are set by resistors to ground from each 
of the four timing terminals. 

The triangle output buffer provides a low impedance 
output (10G TYP) while the squarew.ave is an open- 
collector type. A programmable reference point allows 
the XR-2207 to be used in either single or slip supply 
configurations. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Test Circuit of Figure 1, V + = V - = 6V, T A = +25°C, C = 5000 pF, R-| = R 2 = R 3 = R 4 = 
20 KQ, R(_ = 4.7 Kfi, Binary Inputs grounded, Si and S2 closed unless otherwise specified. 



XR-2207/XR-2207M 

XR-2207C 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

GENERAL CHARACTERISTICS 

Supply Voltage 









Single Supply 

8 


26 

8 


26 

V 

See Figure 3 

Split Supplies 

Supply Current 

±4 


±13 

±4 


±13 

V 


Single Supply 


5 

7 


5 

8 

mA 

Measured at pin 1, S-| and S 2 open 
See Figure 2 

Split Supplies 









Positive 


5 

7 


5 

8 

mA 

Measured at pin 1, S-|, S 2 open 

Negative 


4 

6 


4 

7 

mA 

Measured at pin 12, Si, S 2 open 

OSCILLATOR SECTION - FREQUENCY CHARACTERISTICS 

Upper Frequency Limit 

0.5 

1.0 


0.5 

1.0 


MHz 

C = 500 pF, R 3 = 2 KU 

Lowest Practical Frequency 


0.01 



0.01 


Hz 

C = 50 fxF, R 3 = 2 MO 

Frequency Accuracy 


±1 

±3 


±1 

±5 

% of f 0 

Frequency Matching 
Frequency Stability 


0.5 



0.5 


% of f 0 


Temperature 


20 

50 


30 


ppm/°C 

0°C < T A < 70°C 

Power Supply 


0.15 



0.15 


%/V 

Sweep Range 

1000:1 

3000:1 



1000:1 



R 3 = 1.5 Kfi for f H i 

R 3 = 2 MO for fj_ 

Sweep Linearity 







% 

C = 5000 pF 

10:1 Sweep 


1 

2 


1.5 



f H = 10 kHz, f L = 1 kHz 

1000:1 Sweep 


5 



5 



f H = 100 kHz, f L = 100 Hz 

FM Distortion 


0.1 



0.1 


% 

±10% FM Deviation 

Recommended Range of 
Timing Resistors 

1.5 


2000 

1.5 


2000 

Kfi 

See Characteristic Curves 

Impedance at Timing Pins 


75 



75 


Q 

Measured at pins 4, 5, 6, or 7 

DC Level at Timing Terminals 


10 



10 


mV 


BINARY KEYING INPUTS 

Switching Threshold 

1.4 

2.2 

2.8 

1.4 

2.2 

2.8 

V 

Measured at pins 8 and 9, 
Referenced to pin 10 

Input Impedance 


5 



5 


Kfi 


OUTPUT CHARACTERISTICS 

Triangle Output 








Measured at pin 13 

Amplitude 

4 

6 


4 

6 


Vpp 


Impedance 


10 



10 


fi 


DC Level 


+ 100 



+ 100 


mV 

Referenced to pin 10 

Linearity 

Squarewave Output 


0.1 



0.1 


% 

From 10% to 90% to swing 
Measured at pin 13, S 3 closed 

Amplitude 

11 

12 


11 

12 


Vpp 

Saturation Voltage 


0.2 

0.4 


0.2 

0.4 

V 

Referenced to pin 12 

Rise Time 


200 



200 


nsec 

C L < 10 pF 

Fall Time 


20 



20 


nsec 

C L 2 = 10 pF 


PRECAUTIONS 

The following precautions should be observed when op- 
erating the XR-2207 family of integrated circuits: 

1. Pulling excessive current from the timing terminals 
will adversely effect the temperature stability of the 
circuit. To minimize this disturbance, it is recom- 
mended that the total current drawn from pins 4, 5, 
6, and 7 be limited to <6 mA. In addition, perma- 


nent damage to the device may occur if the total 
timing current exceeds 10 mA. 

2. Terminals 2, 3, 4, 5, 6, and 7 have very low internal 
impedance and should, therefore, be protected from 
accidental shorting to ground or the supply volt- 
ages. 

3. The keying logic pulse amplitude should not exceed 
the supply voltage. 
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EQUIVALENT SCHEMATIC DIAGRAM 




Figure 2. Test Circuit For Single Supply Operation 


PRINCIPLES OF OPERATION 

TIMING CAPACITOR (PINS 2 AND 3) 

The oscillator frequency is inversely proportional to the 
timing capacitor, C, as indicated in Figure 8. The mini- 
mum capacitance value is limited by stray capaci- 
tances and the maximum value by physical size and 
leakage current considerations. Recommended values 


range from 100 pF to 100 ixF. The capacitor should be 
non-polar. 

TIMING RESISTORS (PINS 4, 5, 6, AND 7) 

The timing resistors determine the total timing current, 
\j, available to charge the timing capacitor. Values for 
timing resistors can range from 2 KU to 2 MU; however, 
for optimum temperature and power supply stability, 
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recommended values are 4 KG to 200 KG (see Figures 
4, 5, and 7). To avoid parasitic pick up, timing resistor 
leads should be kept as short as possible. For noisy en- 
vironments, unused or deactivated timing terminals 
should be bypassed to ground through 0.1 ^F capaci- 
tors. 


SUPPLY VOLTAGE (PINS 1 AND 12) 

The XR-2207 is designed to operate over a power sup- 
ply range of ±4V to ±13V for split supplies, or 8V to 
26V for single supplies. At high supply voltages, the fre- 
quency sweep range is reduced (see Figures 3 and 4). 
Performance is optimum for ±6V, or 12V single supply 
operation. 

BINARY KEYING INPUTS (PINS 8 AND 9) 

The internal impedance at these pins is approximately 
5 KG. Keying levels are <1.4V for “zero” and >3V for 
“one” logic levels referenced to the dc voltage at pin 
10 (see Figure 8). 

BIAS FOR SINGLE SUPPLY (PIN 11) 

For single supply operation, pin 1 1 should be externally 
biased to a potential between V + /3 and V + /2 volts 
(see Figure 2). The bias current at pin 11 is nominally 
5% of the total oscillation timing current, Ij. 

GROUND (PIN 10) 

For split supply operation, this pin serves as circuit 
ground. For single supply operation, pin 10 should be 
ac grounded through a 1 ^F bypass capacitor. During 
split supply operation, a ground current of 2\j flows out 
of this terminal, where Ij is the total timing current. 

SQUAREWAVE OUTPUT (PIN 13) 

The squarewave output at pin 13 is a “open-collector” 
stage capable of sinking up to 20 mA of load current. 
Reserves as a pull-up load resistor for this output. Rec- 
ommended values for Ri_ range from 1 KG to 100 KG. 

TRIANGLE OUTPUT (PIN 14) 

The output at pin 14 is a triangle wave with a peak 
swing of approximately one-half of the total supply volt- 
age. Pin 14 has a very low output impedance of 100 
and is internally protected against short circuits. 

BYPASS CAPACITORS 

The recommended value for bypass capacitors is 1 /*F, 
although larger values are required for very low fre- 
quency operation. 

SPLIT SUPPLY OPERATION 

Figure 1 is the recommended circuit connection for 
split supply operation. The frequency of operation is de- 
termined by the timing capacitor, C, and the activated 
timing resistors (R-j through R4). The timing resistors 


are activated by the logic signals at the binary keying 
inputs (pins 8 and 9), as shown in the logic table (Table 
1). If a single timing resistor is activated, the frequency 
is 1/RC. Otherwise, the frequency is either 1/(R-|||R2)C 
or 1/(R 3 ||R 4 )C. 


The squarewave output is obtained at pin 13 and has a 
peak-to-peak voltage swing equal to the supply volt- 
ages. This output is an “open-collector” type and re- 
quires an external pull-up load resistor (nominally 5 KG) 
to the positive supply. The triangle waveform obtained 
at pin 14 is centered about ground and has a peak am-' 
plitude of V + 12. 


The circuit operates with supply voltages ranging from 
±4V to ± 13V. Minimum drift occurs with ±6 volt sup- 
plies. For operation with unequal supply voltages, see 
Figure 3. 

Note: For Single-Supply Operation, Logic Levels are 
Referenced to Voltage at Pin 10 


SINGLE SUPPLY OPERATION 

The circuit should be interconnected as shown in Fig- 
ure 11 for single supply operation. Pin 12 should be 
grounded, and pin 11 biased from V+ through a resis- 
tive divider to a value of bias voltage between V + /3 
and V + /2. Pin 10 is bypassed to ground through a 1 fiF 
capacitor. 

For single supply operation, the dc voltage at pin 10 
and the timing terminals (pins 4 through 7) are equal 
and approximately 0.6V above Vb, the bias voltage at 
pin 11. The logic levels at the binary keying terminals 
are referenced to the voltage at pin 10. 

For a fixed frequency of f 3 = 1/R 3 C, the external cir- 
cuit connections can be simplified as shown in Figure 
11b. 


Table 1 

Logic Table for Binary Keying Controls 


LOGIC 

LEVEL 

SELECTED 

TIMING 

PINS 

FREQUENCY 

DEFINITIONS 

8 

9 

0 

0 

6 

u 

f-l = I/R3C, Af-j = I/R4C 

0 

1 

6 and 7 

fl + Afi 

f 2 = I/R2C, Af 2 = 1/FRC 

T 

0 

5 

*2 

Logic Levels: 0 = Ground 

j] 

T~ 

4 and 5 

f2 + Af2 

1 = >3 V 
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0 -5 -10 -15 -20 

NEGATIVE SUPPLY (VOLT) 


Figure 3. Typical Operating Range For Split Supply Voltage 



IK 10K 100K 1M 10M 

TIMING RESISTANCE (OHMS) 


Figure 5. Frequency Accuracy vs. Timing Resistance 



Figure 4. Recommended Timing Resistor Value vs. Power 
Supply Voltage* 



i — i i 1 i 1 1 

4 8 12 16 20 24 28 

SINGLE SUPPLY VOLTAGE (VOLTS) 


Figure 6. Frequency Drift vs. Supply Voltage 



TEMPERATURE ( t C)- 

Figure 7. Normalized Frequency Drift With Temperature 
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LOGIC 

LEVEL 

SELECTED 

TIMING 

PINS 

FREQUENCY 


A B 

DEFINITIONS 

0 0 

6 

f'l 

fj = l/R3C\Ari = 1/R 4 C 
f2= l/R2C,Af2= I / R 1 C 
Logic Levels: 0= Ground 

l =>3V 

0 1 

6 and 7 

n +Atj 

I 0 

5 


1 1 

4 and 5 

h + Af"2 


Figure 8. Logic Table For Binary Keying Controls. 
Note: For Single-Supply Operation, Logic Levels are 
Referenced to Voltage at Pin 10 


V* 



v + 


SQUARE WAVE 
OUT 

TRIANGLE WAVE 
OUT 


TIMING CAPACITOR V + 



Figure 9. Simplified Schematic of Frequency Control 
Mechanism 


V* 



Figure 10. Split-Supply Operation: 

(a) General 

(b) Fixed Frequency 


FREQUENCY CONTROL (SWEEP AND FM) 

The frequency of operation is controlled by varying the 
total timing current, Ij, drawn from the activated timing 
pins 4, 5, 6, or 7. The timing current can be modulated 
by applying a control voltage, Vq, to the activated tim- 
ing pin through a series resistor Rq as shown in Figures 
12 & 13. 

For split supply operation, a negative control voltage, 
Vq, applied to the circuits of Figures 15 & 16 causes 
the total timing current, Ij, and the frequency, to in- 
crease. 

As an example, in the circuit of Figure 12, the binary 
keying inputs are grounded. Therefore, only timing pin 
6 is activated. 

The frequency of operation, normally f = — , is now 

R3C 

proportional to the control voltage, Vq, and determined 
as: 



The frequency f will increase as the control voltage is 
made more negative. If R3 = 2 M12, Rq = 2 KG, C = 
5000 pF, then at 1000: 1 frequency sweep would result 
for a negativ sweep voltage Vq - V _ . 

The voltage to frequency conversion gain, K, is con- 
trolled by the series resistance Rq and can be ex- 
pressed as: 

K = — ^ Hz/volt 

AVq RqCV- 


The circuit of Figure 12 can operate both with positive 
and negative values of control voltage. Flowever, for 
positive values of Vq with small (Rq/R 3 ) ratio, the direc- 
tion of the timing current Ij is reversed and the oscilla- 
tions will stop. 

Figure 13 shows an alternate circuit for frequency con- 
trol where two timing pins, 6 and 7, are activated. The 
frequency and the conversion gain expressions are the 
same as before, except that the circuit would operate 
only with negative values of Vq. For Vq > 0, pin 7 be- 
comes deactivated 

and the frequency is fixed at f = — . 

R3 c 
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CAUTION 

For operation of the circuit, total timing current Ij must 
be less than 6 mA over the frequency control range. 

DUTY CYCLE CONTROL 


XR-2207 

with Figure 1 1 . For a “high” logic level at pin 8 , the tim- 
ing resistors R-| and R 2 are activated. Similarly, for a 
“low” logic level, timing resistors R 3 and R 4 are en- 
abled. 

The “high” and “low” logic levels at pin 9 determine 
the respective high and low frequencies within the se- 
lected FSK channel. 


The duty cycle of the output waveforms can be con- 
trolled by frequency shift keying at the end of every half 
cycle of oscillator output. This is accomplished by con- 
necting one or both of the binary keying inputs (pins 8 
or 9) to the squarewave output at pin 13. The output 
waveforms can then be converted to positive or nega- 
tive pulses and sawtooth waveforms. 

Figure 14 is the recommended circuit connection for 
duty cycle control. Pin 8 is shorted to pin 13 so that the 
circuit switches between the “ 0 , 0 ” and the “ 1 , 0 ” logic 
states given in Figure 11. Timing pin 5 is activated 
when the output is “high,” and the timing pin is acti- 
vated when the squarewave output goes to a low state. 

The duty cycle of the output waveforms is given as: 

Duty Cycle = — — — 

R 2 + R 3 

and can be varied from 0.1% to 99.9% by proper 
choice of timing resistors. The frequency of oscillation, 
f, is given as: 



The frequency can be modulated or swept without 
changing the duty cycle by connecting R 2 and R 3 to a 
common control voltage Vq, instead of to V - (see Fig- 
ure 15). The sawtooth and the pulse output waveforms 
are shown in Figure 15. 


ON-OFF KEYING 

The XR-2207 can be keyed on and off by simply activat- 
ing an open circuited timing pin. Under certain condi- 
tions, the circuit may exhibit very low frequency (<1 
Hz) residual oscillations in the “off” state due to inter- 
nal bias currents. If this effect is undesirable, it can be 
eliminated by connecting a 10 Mfi resistor from pin 3 to 
V + . 

TWO-CHANNEL FSK GENERATOR 
(MODEM TRANSMITTER) 

The multi-level frequency shift-keying capability of XR- 
2207 makes it ideally suited for two-channel FSK gen- 
eration. A recommended circuit connection for this ap- 
plication is shown in Figure 16. 

For two-channel FSK generation, the “mark” and 
“space” frequencies of the respective channels are 
determined by the timing resistor pairs (R-j , R 2 ) and 
(R 3 , R 4 ). Pin 3 is the “channel-select” control in accord 


Recommended component values for various com- 
monly used FSK frequencies are given in Table 1 . When 
only a single FSK channel is used, the remaining chan- 
nel can be deactivated by connecting pin 8 to either 
V + or ground. In this case, the unused timing resistors 
can also be omitted from the circuit. 

The low and high frequencies, fi and f 2 , for a given 
FSK channel can be fine tuned using potentiometers 
connected in series with respective timing resistors. In 
fine tuning the frequencies, f-) should be set first with 
the logic level at pin 9 in a “low” level. 

Typical frequency drift of the circuit for 0°C to 75°C op- 
eration is ±0.2%. Since the frequency stability is di- 
rectly related to the external timing components, care 
must be taken to use timing components with low tem- 
perature coefficients. 

FSK TRANSCEIVER (FULL-DUPLEX MODEM) 

The XR-2207 can be used in conjunction with the XR- 
210, FSK demodulator, to form a full-duplex FSK trans- 
ceiver, or modem. A recommended circuit connection 
for this application is shown in Figure 20. Table 1 shows 
the recommended component values for 300-Baud 
(103-type) and 1200-Baud (202-type) Modem applica- 
tions. 



Figure 11. Single Supply Operation: 

(a) General 

(b) Fixed Frequency 
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v* 



FM INPUT 

Figure 13. Alternate Frequency Sweep Operation 


SAWTOOTH 

OUTPUT 




Figure 15. Output Waveforms: 

(a) Squarewave and Triangle Outputs 

(b) Pulse and Sawtooth Outputs 

(c) Frequency-Shift Keyed Output 
Top: FSK Output With f 2 = 2f 1 
Bottom: Keying Logic Input 


V* (+6V) V* 



Figure 14. Sawtooth and Pulse Outputs 


Figure 16. Multi-Channel FSK Generation 
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POSITIVE SUPPLY CURRENT (mA) 



tOK > f*< 2K 

T [ FINE TUNE 



14 12 6 7 


MAMA 


r 3< e R 4 
10K > > 50 K 


Figure 17. Full Duplex FSK Modem Using XR-210 and 
XR-2207 (See Table 1 For Component Values) 



-SPLIT SUPPLY VOLTAGE (VOLTSI 

10 12 14 16 18 20 22 24 26 28 

SINGLE SUPPLY VOLTAGE (VOLTS) 


Figure 18. Positive Supply Current, 1+ (Measured at Pin 1) 
vs. Supply Voltage* 



— 


Ta 

= 25 C 

✓ 












0 * 6 • 8 *10 *12 
SPLIT SUPPLY VOLTAGE (VOLTS) 


Figure 19. Negative Supply Current, l~ (Measured at Pin 
12) vs. Supply Voltage 



*Note: Rt = Parallel Combination of Activated Timing Resistors 
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EX4R 


Precision Oscillator 


GENERAL DESCRIPTION 

The XR-2209 is a monolithic variable frequency oscilla- 
tor circuit featuring excellent temperature stability and 
a wide linear sweep range. The circuit provides simul- 
taneous triangle and squarewave outputs over a fre- 
quency range of 0.01 Hz to 1 MHz. The frequency is set 
by an external RC product. It is ideally suited for fre- 
quency modulation, voltage to frequency or current to 
frequency conversion, sweep or tone generation as 
well as for phase-locked loop applications when used in 
conjunction with a phase comparator such as the XR- 
2208. 


FEATURES 

Excellent Temperature Stability (20 ppm/°C) 

Linear Frequency Sweep 

Wide Sweep Range (1000:1 Min) 

Wide Supply Voltage Range (±4V to ± 13V) 

Low Supply Sensitivity (0.15%/V) 

Wide Frequency Range (0.01 Hz to 1 MHz) 
Simultaneous Triangle and Squarewave Outputs 


APPLICATIONS 

Voltage and Current-to-Frequency Conversion 
Stable Phase-Locked Loop 
Waveform Generation 
FM and Sweep Generation 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 

Power Dissipation (package limitation) 
Ceramic Package 
Plastic Package 
Derate above + 25°C 


26 volts 

385 mW 
300 mW 
2.5 mW/°C 


Operating Temperatue Range 
XR-2209M 
XR-2209C 

Storage Temperature Range 


— 55°C to + 125°C 
0°C to + 70°C 
-65°C to + 150°C 


FUNCTIONAL BLOCK DIAGRAM 



ORDERING INFORMATION 

Part Number Package 

XR-2209M Ceramic 

XR-2209CN Ceramic 

XR-2209CP Plastic 


Operating Temperature 

-55°C to +125°C 
0°C to +70°C 
0°C to + 70°C 


SYSTEM DESCRIPTION 

The XR-2209 precision oscillator is comprised of three 
functional blocks: a variable frequency oscillator which 
generates the basic periodic waveforms and two buffer 
amplifiers for the triangle and the squarewave outputs. 
The oscillator frequency, set by an external capacitor, 
C, and the timing resistor, R, operates over 8 frequency 
decades, from 0.01 Hz to 1 MHz. With no sweep signal 
applied, the frequency of oscillation is equal to 1/RC. 

The XR-2209 has a typical drift specification of 20 ppm / 
°C. Its frequency can be linearly swept over a 1000:1 
range with an external control signal. Output duty cycle 
is adjustable from less than 1 % to over 99%. The de- 
vice may operate from either single or split supplies 
from 8 V to 26 V(±4 V to ±13 V). 
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ELECTRICAL CHARACTERISTICS 


XR-2209 


Test Conditions: Test Circuit of Figure 1, V+ = V - = 6V, Ta = + 25°C, C = 5000 pF, R - 20 KG, Rl = 4.7 kG. Si and S2 
closed unless otherwise specified. 



XR-2209M 

XR-2209C 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

GENERAL CHARACTERISTICS 


Supply Voltage 









Single Supply 

8 


26 

8 


26 

V 

See Figure 2 

Split Supplies 

Supply Current 

±4 


±13 

±4 


±13 

V 

See Figure 1 

Single Supply 


5 

7 


5 

8 

mA 

Measured at pin 1, S-j, S2 open 
See Figure 2 

Split Supplies 









Positive 


5 

7 


5 

8 

mA 

Measured at pin 1, S-| , S2 open 

Negative 


4 

6 


4 

7 

mA 

Measured at pin 4, S-j, S2 open 

OSCILLATOR SECTION - FREQUENCY CHARACTERISTICS 

Upper Frequency Limit 

0.5 

1.0 


0.5 

1.0 


MHz 

C = 500 pF, R = 2 KG 

Lowest Practical Frequency 


0.01 



0.01 


Hz 

C = 50 /xF, R = 2 MG 

Frequency Accuracy 


±1 

±3 


±1 

±5 

% of 
fo 


Frequency Stability 








Temperature 


20 

50 


30 


ppm/°C 

0°C < T A < 70°C 

Power Supply 


0.15 



0.15 


%/V 


Sweep Range 

1000:1 

3000:1 



1000:1 


fH/fL 

R = 1.5 KG for f hi 

R = 2 MG for f|_ 

Sweep Linearity 







% 

C = 5000 pF 

10:1 Sweep 


1 

2 


1.5 



f H = 10 kHz, f L = 1 kHz 

1000:1 Sweep 


5 



5 



f H = 100 kHz, f L = 100Hz 

FM Distortion 


0.1 



0.1 


% 

±10% FM Deviation 

Recommended Range of 
Timing Resistors 

1.5 


2000 

1.5 


2000 

KG 

See Characteristic Curves 

Impedance at Timing Pin 


75 



75 


g 

Measured at pin 4 

OUTPUT CHARACTERISTICS 

Triangle Output 








Measured at pin 8 

Amplitude 

4 

6 


4 

6 


Vpp 


Impedance 


10 



10 


G 


Linearity 


0.1 



0.1 


% 

10% to 90% of swing 

Squarewave Output 








Measured at pin 7, S2 closed 

Amplitude 

11 

12 


11 

12 


Vpp 


Saturation Voltage 


0.2 

0.4 


0.2 

0.4 

V 

Referenced to pin 6 

Rise Time 


200 



200 


nsec 

Cl < 10 pF, R L = 4.7 KG 

Fall Time 


20 



20 


nsec 

C L < 10 pF 


PRECAUTIONS 

The following precautions should be observed when op- 
erating the XR-2209 family of integrated circuits: 

1. Pulling excessive current from the timing terminal 
will adversely effect the temperature stability of the 
circuit. To minimize this disturbance, it is recom- 
mended that the total current drawn from pin 4 be 
limited to <6 mA. 

2. Terminals 2, 3, and 4 have very low internal imped- 
ance and should, therefore, be protected from acci- 
dental shorting to ground or the supply voltages. 


3. Triangle waveform linearity is sensitive to parasitic 
coupling between the square and the triangle-wave 
outputs (pins 7 and 8). In board layout or circuit wir- 
ing care should be taken to minimize stray wiring ca- 
pacitances between these pins. 

DESCRIPTION OF CIRCUIT CONTROLS 

TIMING CAPACITOR (PINS 2 and 3) 

The oscillator frequency is inversely proportional to the 
timing capacitor, C. The minimum capacitance value is 
limited by stray capacitances and the maximum value 
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Figure 1. Test Circuit for Split Supply Operation (D-| = IN 
4148 or Equivalent) 



CHARACTERISTIC CURVES 



Figure 3. Typical Operating Range 
For Split Supply Voltage 



Figure 6. Frequency Accuracy vs. 
Timing Resistance 

RECOMMENDED CIRCUIT CONNECTIONS 



Figure 9. Circuit Connection for Single 
Supply Operation 



SINGLE SUPPLY 
SUPPLY VOLTAGE (VOLTS) 

Figure 4. Recommended Timing Re- 
sistor Value vs. Power supply Voltage* 



mruon 


Figure 5. Output Waveforms 
Top: Triangle Output (Pin 8) 

Bottom: Squarewave Output (Pin 7) 



4 8 12 IS 20 24 28 

SINGLE SUPPLY VOLTAGE (VOLTS) 

Figure 7. Frequency Drift vs. Supply 
Voltage 



Figure 8. Normalized Frequency 
Drift With Temperature 


*Note: Ry = Timing Resistor at Pin 4 



Figure 10. Generalized Circuit Connec- 
tion for Split Supply Operation 



Figure 11. Simplified Circuit Connection 
for Split Supply Operation With Vqc = 

Vee > ±7V (Note: Triangle wave 
output has +0.6V offset with re- 
spect to ground.) 
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by physical size and leakage current considerations. 
Recommended values range from 100 pF to 100 /xF. 
The capacitor should be non-polar. 

TIMING RESISTOR (PIN 4) 

The timing resistor determines the total timing current, 
ly, available to charge the timing capacitor. Values for 
the timing resistor can range from 1 .5 Kfl to 2 Mfi; how- 
ever, for optimum temperature and power supply stabili- 
ty, recommended values are 4 Kft to 200 KSi (see Fig- 
ures 4, 7, and 8). To avoid parasitic pick up, timing resis- 
tor leads should be kept as short as possible. 

SUPPLY VOLTAGE (PINS 1 AND 6) 

The XR-2209 is designed to operate over a power sup- 
ply range of ±4V to ± 13V for split supplies, or 8V to 
26V for single supplies. At high supply voltages, the fre- 
quency sweep range is reduced (see Figures 3 and 4). 
Performance is optimum for ±6V, or 12V single supply 
operation. 

BIAS FOR SINGLE SUPPLY (PIN 5) 

For single supply operation, pin 5 should be externally 
biased to a potential between V + /3 and V + /2 volts 
(see Figure 9). The bias current at pin 5 is nominally 5% 
of the total oscillation timing current, Ij, at pin 4. This 
pin should be bypassed to ground with 0.1 /xF capacitor. 

SQUAREWAVE OUTPUT (PIN 7) 

The squarewave output at pin 7 is a “open-collector” 
stage capable of sinking up to 20 mA of load current. 
Rl_serves as a pull-up load resistor for this output. Rec- 
ommended values for R[_ range from 1 Kfi to 100 KO. 

TRIANGLE OUTPUT (PIN 8) 

The output at pin 8 is a triangle wave with a peak swing 
of approximately one-half of the total supply voltage. 
Pin 8 has a very low output impedance of lOfl and is in- 
ternally protected against short circuits. 



Figure 12. Frequency Sweep Operation 


XR-2209 

OPERATING INSTRUCTIONS 
SPLIT SUPPLY OPERATION 

The recommended circuit for split supply operation is 
shown in Figure 10. Diode D-| in the figure assures that 
the triangle output swing at pin 8 is symmetrical about 
ground. This circuit operates with supply voltages rang- 
ing from ±4V to ± 13V. Minimum drift occurs at ±6V 
supplies. See Figure 3 for operation with unequal sup- 
plies. 


Simplified Connection 

For operation with split supplies in excess of ±7 volts, 
the simplified circuit connection of Figure 11 can be 
used. This circuit eliminates the diode D-j used in Fig- 
ure 10; however the triangle wave output at pin 8 now 
has a +0.6 volt DC offset with respect to ground. 

SINGLE SUPPLY OPERATION 

The recommended circuit connection for single-supply 
operation is shown in Figure 9. Pin 6 is grounded; and 
pin 5 is biased from V+ through a resistive divider as 
shown in the figure, and is bypassed to ground with a 1 
/xF capacitor. 

For single supply operation, the DC voltage at the tim- 
ing terminal, pin 4, is approximately 0.6 volts above Vb, 
the bias voltage at pin 5. 


The frequency of operation is determined by the timing 
capacitor C and the timing resistor R, and is equal to 1/ 
RC. The squarewave output is obtained at pin 7 and has 
a peak-to-peak voltage swing equal to the supply volt- 
age. This output is an “open-collector” type and re- 
quires an external pull-up load resistor (nominally 5 KQ) 
to V + . The triangle waveform obtained at pin 8 is cen- 
tered about a voltage level Vq where: 

V 0 = Vb + 0.6V 

where Vb is the bias voltage at pin 5. The peak-to-peak 
output swing of triangle wave is approximately equal to 
V + /2. 

FREQUENCY CONTROL (SWEEP AND FM) 

The frequency of operation is proportional to the total 
timing current Ij drawn from the timing pin, pin 4. This 
timing current, and the frequency of operation can be 
modulated by applying a control voltage, Vq, to the tim- 
ing pin, through a series resistor, Rs, as shown in Fig- 
ure 12. If Vq is negative with respect to V A , the voltage 
level at pin 4, then an additional current lo is drawn 
from the timing pin causing \j to increase, thus in- 
creasing the frequency. Conversely, making Vq higher 
than V A causes the frequency to decrease by decreas- 
ing l T . 


The frequency of operation, is determined by: 


f = fo 


[' 



Vq_R_" 

v a r s J 


where f 0 = 1/RC. 
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EQUIVALENT SCHEMATIC DIAGRAM 
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XR-8038 



Precision Waveform Generator 


GENERAL DESCRIPTION 

The XR-8038 is a precision waveform generator 1C ca- 
pable of producing sine, square, triangular, sawtooth 
and pulse waveforms with a minimum number of exter- 
nal components and adjustments. Its operating fre- 
quency can be selected over nine decades of frequen- 
cy, from 0.001 Hz to 1 MHz by the choice of external R- 
C components. The frequency of oscillation is highly 
stable over a wide range of temperature and supply 
voltage changes. The frequency control, sweep and 
modulation can be accomplished with an external con- 
trol voltage, without affecting the quality of the output 
waveforms. Each of the three basic waveforms, i.e., 
sinewave, triangle and square wave outputs are avail- 
able simultaneously, from independent output termi- 
nals. 

The XR-8038 monolithic waveform generator uses ad- 
vanced processing technology and Schottky-barrier di- 
odes to enhance its frequency performance. It can be 
readily interfaced with a monolithic phase-detector cir- 
cuit, such as the XR-2208, to form stable phase-locked 
loop circuits. 

FEATURES 

Direct Replacement for Intersil 8038 
Low Frequency Drift — 50 ppm/°C Max. 

Simultaneous Sine, Triangle and Square-Wave Outputs 
Low Distortion — THD - 1 % 

High FM and Triangle Linearity 

Wide Frequency Range — 0.001 Hz to 1 MHz 

Variable Duty-Cycle — 2% to 98% 

APPLICATIONS 

Precision Waveform Generation Sine, Triangle, Square, 
Pulse 

Sweep and FM Generation 
Tone Generation 

Instrumentation and Test Equipment Design 
Precision PLL Design 

ABSOLUTE MAXIMUM RATINGS 

Power Supply 36V 

Power Dissipation (package limitation) 

Ceramic package 750 mW 

Derate above +25 °C 6.0 mW/°C 

Plastic package 625 mW 

Derate above +25°C 5 mW/°C 

Storage Temperature Range -65°C to + 150°C 


FUNCTIONAL BLOCK DIAGRAM 



ORDERING INFORMATION 


Part Number 

Package 

Operating Temperature 

XR-8038M 

Ceramic 

-55°C to +125°C 

XR-8038N 

Ceramic 

0°C to +70°C 

XR-8038P 

Plastic 

0°Cto +70°C 

XR-8038CN 

Ceramic 

0°C to +70°C 

XR-8038CP 

Plastic 

0°C to +70°C 


SYSTEM DESCRIPTION 

The XR-8038 precision waveform generator produces 
highly stable and sweepable square, triangle and sine 
waves across nine frequency decades. The device 
time base employs resistors and a capacitor for fre- 
quency and duty cycle determination. The generator 
contains dual comparators, a flip-flop driving a switch, 
current sources, a buffer amplifier and a sine wave 
converter. Three identical frequency waveforms are si- 
multaneously available. Supply voltage can range from 
10V to 30V, or ±5V with dual supplies. 

Unadjusted sine wave distortion is typically less than 
0.7%, with Pin 1 open and 8 kfi from Pin 12 to Pin 11 
(-Vee or ground). Sine wave distortion may be im- 
proved by including two 100 kU potentiometers be- 
tween Vqq and Vee (or ground), with one wiper con- 
nected to Pin 1 and the other connected to Pin 12. 

Frequency sweeping or FM is accomplished by apply- 
ing modulation to Pins 7 and 8 for small deviations, or 
only to Pin 8 for large shifts. Sweep range typically ex- 
ceeds 1000:1. 

The square wave output is an open collector transistor; 
output amplitude swing closely approaches the supply 
voltage. Triangle output amplitude is typically 1/3 of the 
supply, and sine wave output reaches 0.22 V$. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: V s = ±5V to ±15V, T A = 25°C, Rl = 1 MQ, R A = Rb = 10 k 0, C-j = 3300 pF, Si closed, 
unless otherwise specified. See Test Circuit of Figure 1. 



XR-8038M/XR-8038 

XR-8038C 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

GENERAL CHARACTERISTICS ! 

Supply Voltage, V s 









Single Supply 

10 


30 

10 


30 

V 


Dual Supplies 

±5 


±15 

±5 


±15 

V 


Supply Current 


12 

15 


12 

20 

mA 

V s = ± 1 0V. See Note 1 . 

FREQUENCY CHARACTERISTICS (Measured at Pin 9) | 

Range of Adjustment 









Max. Operating Frequency 


1 



1 


MHz 

Ra = Rb = 5000, d = 0, 

RL = 15 kO 

Lowest Practical Frequency 


0.001 



0.001 


Hz 

Ra = Rb = 1 MO, d = 

500 fiF 

Max. FM Sweep Frequency 


100 



100 


kHz 


FM Sweep Range 


1000:1 



1000:1 



S-j Open. See Notes 2 and 3. 

FM Linearity 


0.1 



0.2 


% 

Si Open. See Note 3. 

Range of Timing Resistors 
Temperature Stability 

0.5 


1000 

0.5 


1000 

kO 

Values of R A and R B 

XR-8038M 


20 

50 

— 

— 

— 

ppm/°C 


XR-8038 


50 

100 

— 

— 

— 

ppm/°C 


XR-8038C 

— 

— 

— 


50 


ppm/°C. 


Power Supply Stability 


0.05 



0.05 


%/V 

See Note 4. 

OUTPUT CHARACTERISTICS 1 

Square-Wave 








Measured at Pin 9. 

Amplitude 

0.9 

0.98 


0.9 

0.98 


x V s 

RL = 100 kO 

Saturation Voltage 


0.2 

0.4 


0.2 

0.5 

V 

Isink = 2 mA 

Rise Time 


100 



100 


nsec 

RL = 4.7 kO 

Fall Time 


40 



40 


nsec 

RL = 4.7 kO 

Duty Cycle Adj. 

2 


98 

2 


98 

% 

Triangle/Sawtooth/Ramp 








Measured at Pin 3. 

Amplitude 

0.3 

0.33 


0.3 

0.33 


x V s 

RL = 100 kO 

Linearity 


0.05 



0.1 


% 

Output Impedance 


200 



200 


o 

lout = 5 mA 

Sine-Wave Amplitude 

Distortion 

0.2 

0.22 


0.2 

0.22 


CO 

> 

X 

Rl = 100 kO 

Unadjusted 


0.7 

1.5 


0.8 

3 

% 

Rl = 1 MO. See Note 5. 

Adjusted 


0.5 



0.5 


% 

RL = 1 MO 


Note 1: Currents through R A ad Rb not included. 
Note 2: V s = 20V, f = 10 kHz, R A = R B = lOkO. 
Note 3: Apply sweep voltage at Pin 8. 

(2/3 V s + 2V) < V swe ep ^ V s 
Note 4: 10V < V s < 30V or ±5V < V s < ± 15V. 
Note 5: 81 kO resistor connected between Pins 1 1 
and 12. 



• 15V 


rin 

w 


-15V 


Figure 1 . Generalized Test Circuit 
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5 10 15 20 25 30 


Supply Voltage 

Power Dissipation vs. Supply Voltage 



Supply Voltage 

Frequency Drift vs. Power Supply 



10H/ lOOHi UH; 1 OK Hi lOOkHi IMHi 


Sinewave THD vs. Frequency 


WAVEFORM ADJUSTMENT 

The symmetry of all waveforms can be adjusted with 
the external timing resistors. Two possible ways to ac- 
complish this are shown in Figure 2. Best results are 
obtained by keeping the timing resistors R/\ and Rb 
separate (a). R a controls the rising portion of the trian- 
gle and sine-wave and the “Low” state of the square 
wave. 

The magnitude of the triangle waveform is set at 1/3 
V<x: therefore, the duration of the rising portion of the 
triangle is: 


slightly more convenient. If no adjustment of the duty 
cycle is desired, terminals 4 and 5 can be shorted to- 
gether, as shown in Figure 2c. This connection, how- 
ever, carries an inherently larger variation of the duty- 
cycle. 

With two separate timing resistors, the frequency is 
given by 


»i + 1 2 


i 


3 RaC 



Rb \ 
2R A - Rb/ 


ti 


C x V _ C x 1/3 x Vcc X R A 5 „ 

— = — Ha x o 

I 1/5 x V C C 3 


The duration of the falling portion of the triangle and the 
sinewave, and the “High” state of the square-wave is: 


t 2 = c x v = c x 1/3 Vcc = 5 x RaRbC 
1 ? X YCC_± X YCC 3 2R A -R B 
5 Rb 5 r a 

Thus a 50% duty cycle is achieved when R/\ = R3. 

If the duty-cycle is to be varied over a small range 
about 50% only, the connection shown in Figure 2b is 


or, if Ra = Rb = R 

f = 0.3/RC (for Figure 2a) 


If a single timing resistor is used (Figures 2b and c), the 
frequency is 


f = 0.15/RC 

The frequency of oscillation is independent of supply 
voltage, even though none of the voltages are regulated 
inside the integrated circuit. This is due to the fact that 
both currents and thresholds are direct, linear function 
of the supply voltage and thus their effects cancel. 



Figure 2. Possible Connections for the External Timing Resistors. 
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DISTORTION ADJUSTMENT 

To minimize sine-wave distortion the 81 kO resistor be- 
tween pins 1 1 and 12 is best made a variable one. With 
this arrangement distortion of less than 1 % is achieva- 
ble. To reduce this even further, two potentiometers can 
be connected as shown in Figure 3. This configuration 
allows a reduction of sine-wave distortion close to 
0.5% 



Figure 3. Connection to Achieve Minimum Sine-Wave Distortion. 


SELECTING TIMING COMPONENTS 

For any given output frequency, there is a wide range of 
RC combinations that will work. However certain con- 
straints are placed upon the magnitude of the charging 
current for optimum performance. At the low end, cur- 
rents of less than 0.1 /xA are undesirable because cir- 
cuit leakages will contribute significant errors at high 
temperatures. At higher currents (1 > 5 mA), transistor 
betas and saturation voltages will contribute increas- 
ingly larger errors. Optimum performance will be ob- 
tained for charging currents of 1 /x to 1 mA. If pins 7 and 
8 are shorted together the magnitude of the charging 
current due to Ra can be calculated from: 

1 = gl X Vcc x J_ = VCC 
(Ri + R 2 ) Ra 5Ra 
A similar calculation holds for Rg. 

SINGLE-SUPPLY AND SPLIT-SUPPLY OPERATION 

The waveform generator can be operated either from a 
single power-supply (10 to 30 Volts) or a dual power- 
supply (±5 to ±15 Volts). With a single power-supply 
the average levels of the triangle and sine-wave are at 
exactly one-half of the supply voltage, while the square- 
wave alternates between +Vqc and ground. A split 
power supply has the advantage that all waveforms 
move symmetrically about ground. 

The square-wave output is not committed. A load resis- 
tor can be connected to a different power-supply, as 
long as the applied voltage remains within the break- 
down capability of the waveform generator (30V). In this 
way, the square-wave output will be TTL compatible 


(load resistor connected to +5 Volts) while the wave- 
form generator itself is powered from a higher supply 
voltage. 

FREQUENCY MODULATION AND SWEEP 

The frequency of the waveform generator is a direct 
function of the DC voltage at terminal 8 (measured from 
+ Vqq). By altering this voltage, frequency modulation 
is performed. 

For small deviations (e.g., ±10%) the modulating sig- 
nal can be applied directly to pin 8 by merely providing 
ac coupling with a capacitor, as shown in Figure 4a. An 
external resistor between pins 7 and 8 is not necessary, 
but it can be used to increase input impedance. With- 
out it (i.e. terminals 7 and 8 connected together), the in- 
put impedance is 8kfi); with it, this impedance in- 
creases to (R + 8kfi). 

For larger FM deviations or for frequency sweeping, the 
modulating signal is applied between the positive sup- 
ply voltage and pin 8 (Figure 4b). In this way the entire 
bias for the current sources is created by the modulat- 
ing signal and a very large (e.g., 1000:1) sweep range is 
obtained (f = 0 at V swee p = 0). Care must be taken, 
however, to regulate the supply voltage; in this configu- 
ration the charge current is no longer a function of the 
supply voltage (yet the trigger thresholds still are) and 
thus the frequency becomes dependent on the supply 
voltage. The potential on Pin 8 may be swept from Vqq 
to 2/3 V C C + 2V. 




Figure 4. Connections for Frequency Modulation (a) and Sweep (b) 
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XR-8038A 


Precision Waveform Generator 


GENERAL DESCRIPTION 

The XR-8038A is a precision waveform generator 1C ca- 
pable of producing sine, square, triangular, sawtooth, 
and pulse waveforms, with a minimum number of exter- 
nal components and adjustments. The 8038A allows 
the elimination of the external distortion adjusting resis- 
tor which greatly improves the temperature drift of dis- 
tortion, as well as lowering external parts count. Its op- 
erating frequency can be selected over nine decades 
of frequency, from 0.001 Hz to 1 MHz, by the choice of 
external R-C components. The frequency of oscillation 
is highly stable over a wide range of temperature and 
supply voltage changes. The frequency control, the 
sweep, and the modulation can be accomplished with 
an external control voltage, without affecting the quali- 
ty of the output waveforms. Each of the three basic 
waveform outputs, (i.e., sine, triangle and square) are 
simultaneously available from independent output ter- 
minals. 

The XR-8038A monolithic waveform generator uses ad- 
vanced processing technology and Schottky-barrier di- 
odes to enhance its frequency performance. It can be 
readily interfaced with a monolithic phase-detector cir- 
cuit, such as the XR-2228 to form stable phase-locked 
circuits. 

FEATURES 

Low Frequency Drift 50 ppm/°C, Typical 

Simultaneous Sine, Triangle, and Square Wave Outputs 
Low Distortion THD 1 % 

High FM and Triangle Linearity 
Wide Frequency Range 0.001 Hz to 1 MHz, Typical 
Variable Duty Cycle 2% to 98% 

Low Distortion Variation with Temperature 

APPLICATIONS 

Precision Waveform Generation 
Sweep and FM Generation 
Tone Generation 

Instrumentation and Test Equipment Design 
Precision PLL Design 

ABSOLUTE MAXIMUM RATINGS 

Power Supply 36V 

Power Dissipation (package limitation) 

Ceramic Package 750 mW 

Derate Above + 25°C 6.0 mW/°C 

Plastic Package 625 mW 

Derate Above +25°C 5 mW/°C 

Storage Temperature Range -65°C to + 150°C 


FUNCTIONAL BLOCK DIAGRAM 



ORDERING INFORMATION 


Part Number 

Package 

Operating Temperature 

XR-8038AM 

Ceramic 

-55°C to + 125°C 

XR-8038AN 

Ceramic 

0°C to 

+ 70°C 

XR-8038AP 

Plastic 

0°C to 

+ 70°C 

XR-8038ACN 

Ceramic 

0°C to 

+ 70°C 

XR-8038ACP 

Plastic 

0°C to 

+ 70°C 


SYSTEM DESCRIPTION 

The XR-8038A precision waveform generator produces 
highly stable and sweepable square, triangle, and sine 
waves across nine frequency decades. The XR-8038A 
is an advanced version of the XR-8038, with improved 
sine distortion temperature drift. The device time base 
employs resistors and a capacitor for frequency and 
duty cycle determination. The generator contains dual 
comparators, a flip-flop driving a switch, current 
sources, a buffer amplifier, and a sine wave convertor. 
Three identical frequency outputs are simultaneously 
available. Supply voltage can range from 10V to 30V, or 
±5V to ±15V with dual supplies. 

Unadjusted sine wave distortion is typically less than 
0.7% with the sine wave distortion adjust pin (Pin 1) 
open. Distortion levels may be improved by including a 
lOOkfi potentiometer between the supplies, with the 
wiper connected to Pin 1 . 

Frequency sweeping or FM is accomplished by apply- 
ing modulation to Pins 7 and 8 for small deviations, or 
only Pin 8 for large shifts. Sweep range typically ex- 
ceed 1000:1. 

The square wave output is an open collector transistor; 
output amplitude swing closely approaches the supply 
voltage. Triangle output amplitude is typically 1/3 of the 
supply, and sine wave output reaches 0.22V$. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Vs = ±5V to ±15V, T A = 25°C, Rl = 1 MQ, R A = R B = 10 kQ, C-| = 3300 pF, S-| closed, 
unless otherwise specified. 



XR-8038AM 

XR-8038AC 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

GENERAL CHARACTERISTICS 

Supply Voltage, Vs 









Single Supply 

10 


30 

10 


30 

V 


Dual Supplies 

±5 


±15 

±5 


±15 

V 


Supply Current 


12 

15 


12 

20 

mA 

Vs = ± 10V (Note 1) 

| FREQUENCY CHARACTERISTICS (Measured at Pin 9) 

: i 

Range of Adjustment 









Max. Operating Frequency 


1 



1 


MHz 

Ra = FtB = 500S, 

Cl = 0, Rl = 15 kO 

Lowest Practical Frequency 


0.001 



0.001 


Hz 

R A = R B = 1 MQ, 









C-I = 500 

Max. FM Sweep Frequency 


100 



100 


kHz 


FM Sweep Range 


1000:1 



1000:1 



Si Open (Note 2 & 3) 

FM Linearity 


0.1 



0.2 


% 

Si Open (Note 3) 

Range of Timing Resistors 
Temperature Stability 

0.5 


1000 

0.5 


1000 

kQ 

Values of R A and R B 

XR-8038AM 


50 

100 

— 

— 

— 

ppm/°C 

T A = -55°C to +125°C 

XR-8038AC 





20 


ppm/°C 

Ta = 0°C to + 70°C 

Power Supply Stability 


0.05 



0.05 


%/V 

(Note 4) 

OUTPUT CHARACTERISTICS 1 

Square-Wave 








Measured at Pin 9 

Amplitude 

0.9 

0.98 


0.9 

0.98 


x Vs 

Ri_ = 100 kQ 

Saturation Voltage 


0.2 

0.4 


0.2 

0.5 

V 

•sink = 2 mA 

Rise Time 


100 



100 


nsec 

R L = 4.7 kQ 

Fall Time 


40 



40 


nsec 

RL = 4.7 kQ 

Duty Cycle Adjustment 

2 


98 

2 


98 

% 

Triangle/Sawtooth/Ramp 








Measured at Pin 3 

Amplitude 

0.3 

0.33 


0.3 

0.33 


x Vs 

RL = 100 kQ 

Linearity 


0.05 



0.1 


% 

Output Impedance 


200 



200 



o 

c 

II 

cn 

3 

> 

Sine-Wave Amplitude 

Distortion 

0.2 

0.22 


0.2 

0.22 


x V S 

R l = 100 kQ 

Unadjusted 


0.7 

1.5 


0.8 

3 

% 

R L = 1 Mft (Note 5 & 6) 

Adjusted 


0.5 



0.5 


% 

RL = 1 MQ (Note 5 & 6) 

ATHD/AT 


0.5 



0.3 


% 



Note 1: Currents through R A ad R B not included. 
Note 2: Vs = 20V, f = 10 kHz, R A = R B = 10kQ. 
Note 3: Apply sweep voltage at Pin 8. 

2/3 V S < V swee p ^ V S N. 

Note 4: 10V < V B < 30V or ±5V < V s < ±15V. 
Note 5: Pin 12 open circuited (No 81 kQ resistor as 
standard 8038). 

Note 6: Triangle duty cycle set to 50%, use R A and 
R B . 
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XR-2208 


KST EX4R 


Operational Multiplier 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-2208 operational multiplier combines a four- 
quadrant analog multiplier (or modulator), a high fre- 
quency buffer amplifier, and an operational amplifier in 
a monolithic circuit that is ideally suited for both analog 
computation and communications signal processing 
application. As shown in the functional block diagram, 
for maximum versatility the multiplier and operational 
amplifier sections are not internally connected. They 
can be interconnected, with a minimum number of ex- 
ternal components, to perform arithmetic computation, 
such as multiplication, division, square-root extraction. 
The operational amplifier can also function as a pre- 
amplifier for low-level input signals, or as a post detec- 
tion amplifier for synchronous demodulator applica- 
tions. For signal processing, the high frequency buffer 
amplifier output is available at pin 15. This multiplier/ 
buffer amplifier combination extends the small signal 
3-db bandwidth to 8-MHz and the transconductance 
bandwidth to 100 MHz. 

The XR-2208 operates over a wide range of supply volt- 
ages, ±4.5V to ±16V. Current and voltage levels are 
internally regulated to provide excellent power supply 
rejection and temperature stability. The XR-2208 oper- 
ates over a 0°C to 70°C temperature range. The XR- 
2208M is specified for operation over the military tem- 
perature range of -55°Cto + 125°C. 

FEATURES 



ABSOLUTE MAXIMUM RATINGS 


Power Supply V + 

v- 

Power Dissipation 
Ceramic Package 
Derate above + 25°C 
Plastic Package 

Derate above + 25°C 
Storage Temperature Range 


+ 18 Volts 
-18 Volts 

750mW 
6mW/°C 
625 mW 
5 mW/°C 
-65°C to + 150°C 


Maximum Versatility 

Independent Multiplier, Op Amp, and Buffer 
Excellent Linearity (0.3% typ.) 

Wide Bandwidth 

3 dB B.W. — 8 MHz typ. 

3° Phase Shift B.W. — 1.2 MHz typ. 
Transconductance B.W. — 100 MHz typ. 
Simplified Offset Adjustments 
Wide Supply Voltage Range (±4.5V to ±16V) 


ORDERING INFORMATION 


Part Number 

Package 

Operating Temperature 

XR-2208M 

Ceramic 

-55°C to +125°C 

XR-2208N 

Ceramic 

0°C to 

+ 70°C 

XR-2208P 

Plastic 

0°C to 

+ 70°C 

XR-2208CN 

Ceramic 

0°C to 

+ 70°C 

XR-2208CP 

Plastic 

0°C to 

+ 70°C 


APPLICATIONS 


SYSTEM DESCRIPTION 


Analog Computation 
Multiplication 
Division 
Squaring 
Square-Root 
Signal Processing 
AM Generation 
Frequency Doubling 
Frequency Translation 
Synchronous AM Detection 


Triangle-to-Sinewave 
Converter 
AGC Amplifier 
Phase Detector 
Phase-Locked Loop (PLL) 
Applications 

Motor Speed Control 
Precision PLL 
Carrier Detection 
Phase-Locked AM 
Demodulation 


The XR-2228 multiplier/detector contains a four quad- 
rant multiplier and a fully independent operational am- 
plifier. The four quadrant multiplier has fully differential 
X and Y inputs and outputs. Both inputs have 3 MHz dy- 
namic response and 100 MHz transconductance band- 
width. The operational amplifier features high gain and 
a large common mode range. The device is powered by 
4.5V to 16V split supplies. 

For higher frequency applications, consider the XR- 
2208. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Supply Voltage = ±15V, T A = 25°C, unless otherwise specified. 



XR-2208/ 








XR-2208M 

XR-2208C 




PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

FIGURES 

CONDITIONS 

1. GENERAL 

Supply Voltage 

±4.5 


±16 

±4.5 


±16 

Vdc 


See Figure 1 1 

Supply Current 


4 

7 


5 

8 

mA 

2 

Measured at Pin 16 

II. MULTIPLIER SECTION 

Non-linearity 









No external offset trim 

(Output Error 
in % of Full Scale) 


0.3 

0.5 


0.5 

1.0 

% 

3 

V y = ±10V, -10V < V x < +10V 



0.3 

0.5 


0.5 

1.0 

% 


V x = ±10V, -10V < V y < +10V 



0.7 

1.0 


0.8 


% 


t LOW ^ t A ^ t HIGH (N° te 1) 










f = 50 Hz 

Feedthrough 










a) With Offset Adj. 










X-input 


45 

80 


70 

120 

mVp-p 


V x = 20 Vp-p V y = 0 

Y-input 

b) No Offset Adj. 


60 

100 


90 

150 

mVp-p 


V y = 20 Vp-p, V x = 0 

X-input 


120 



200 


mVp-p 


V x = 20 Vp-p, V x = 0 

Y-input 


120 



200 


mVp-p 


V y = 20 Vp-p, V x = 0 

Temperature Coefficient of Scale 
Factor 

Input Bias Current 


±0.07 



±0.07 


%/°C 


t LOW ^ t A ^ t HIGH ( Note i) 


X, Y input 


2 

6 


3 

8 

fA 

2 

I3J5 of Figure 2 

Common input 


4 

12 


6 

16 

mA 

2 

I4 of Figure 2 

Input Resistance 

0.5 

1.0 



1.0 


Mfi 

2 

Measured looking into Pin 3 or 

Pin 5 

Output Offset Voltage 


50 

80 


80 

140 

mV 

2 

Measured across Pins 1 and 2 

Avg. Temp. Drift 


0.5 



0.5 


mV/°C 


t LOW ^ t A t HIGH 

Dynamic Response 








5 

See Definition Section 

3-dB Bandwidth 










X-input 

6 

8 


6 

8 


MHz 



Y-input 

3 

4 


3 

4 


MHz 



3° Phase-Shift Bandwdith 


1.2 



1.2 


MHz 



1 % Absolute Error Bandwidth 


30 



30 


kHz 



Transconductance Bandwidth 


100 



100 


MHz 



Output Impedance 


6 



6 


kO 


Measured looking into Pins 1 or 2 

III. BUFFER AMPLIFIER 

Output Impedance 


200 



200 


0 

5 

Measured looking into Pin 15 

Gain 


1.0 



1.0 





IV. OPERATIONAL AMPLIFIER 

Input Offset Voltage 


1 

3 


2 

6 

mV 

6 

Rg < 500 

Temperature Coefficient of Input 
Offset Voltage 


6 

20 


9 

30 

mV/°C 


t low ^ t a ^ t H igh 

Input Offset Current 


4 

75 


10 

100 

nA 

6 

>B1 ~ 'B2 
>B1 + >B2 

Input Bias Current 


30 

200 


50 

300 

nA 

6 




2 

Voltage Gain 

70 

75 


70 

75 


dB 

6 

R L > 2K, V 0 = ±10V, f = 20 Hz 

Differential Input Resistance 

0.5 

3 



3 


Mfi 

6 

Output Voltage Swing 

±10 

±12 


±10 

±12 


V 


R L > 2K, T LO w ^ T a < T HiGH 

Input Common 

+ 12 

+ 14 


+ 12 

+ 14 




Mode Range 

-10 

-12 


-10 

-12 


V 

6 


Common Mode Rejection 

70 

90 


70 

90 


dB 

6 

f = 20 Hz 

Output Resistance 


2 



2 


kO 

6 


Slew Rate 


0.5 



0.5 


V//xs 

7 

Gain = 1, Rj_ > 2K C|_ < 100 pF 
Cq = 20 pF 

Power Supply Sensitivity 


30 



30 


fMN 

6 

R S < 10K 


Note 1 : T low = -55 0 C,T H | G h = + 125°C for XR-2208M T LO w = 0°C, T H | GH = + 70°C for XR-2208/XR-2208C 


CAUTION: When using only the op amp or only the multiplier section of the XR-2208, the input terminals to the unused 
section must be grounded. Thus, when using the multiplier section alone, ground pins 13 and 14; when using 
the op amp section alone, ground pins 3, 4 and 5. 
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Figure 1. Test Circuit for Quiescent Supply Current, 

Multiplier Input Bias and Output Offset Voltage. 




Figure 3. Test Circuit for Feedthrough Measurement. 

X-Input Feedthrough = V z with S-|, open, S 2 closed. 

Y-Input Feedthrough = V z with Sf, closed, S 2 open. 

DEFINITION OF MULTIPLIER TERMS 

NONLINEARITY: Nonlinearity is the maximum deviation 
of the output voltage from a straight-line transfer func- 
tion. It is measured separately for the X and Y inputs 
and is specified as (%) of full scale output. 

FEEDTHROUGH: The amount of peak-to-peak output volt- 
age present with one input grounded and a specified 
peak-to-peak input applied to the other input. Feed- 
through is a function of multiplier offsets and can be 
minimized by offset adjustment (see Figure 13). 

OFFSET VOLTAGES: A four-quadrant analog multiplier has 
three separate offsets: the X and Y input offsets and the 
output offset. The transfer function of a practical multi- 


XR-2208 



Figure 4. Test Circuit for Multiplier Small-Signal Bandwidth 
for X-Input (For Y-Input, reverse connections 
between Pin 3 and 5). 




plier with scale factor K can be written as: 

V z = K[(V X + <f) X ) (Vy -1- 0 y)] -1- (f> Q 

where <£ x and 0y are the offset voltages associated with 
the respective inputs, </> 0 is the offset voltage of the out- 
put, V z is the multiplier output, V x and V y are the multi- 
plier inputs. As shown in Figures 13 and 14, each of 
these offset voltages can be nulled to zero by external 
adjustments. 

SCALE FACTOR, K: The constant of proportionality that 
relates the multiplier output to the X and Y inputs. If the 
offset terms are neglected, the multiplier output, V z , is 
related to the X and Y inputs as V z = K(V x -Vy). The 
scale factor K has the dimensions of (volts) _ 1 and can 
be adjusted externally. 
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TYPICAL CHARACTERISTIC CURVES 



SUPPLY VOLTAGE, VOLTS 

Figure 7. Supply Current vs Supply 
Voltage 



0.1 1.0 10 100 1000 
FREQUENCY (MHz) 


Figure 8. Small-Signal Frequency 
Response lor the Multiplier Section. 
(Output Measured at Pin 15— See 
Fig. 4). 



t a . ambient TEMPERATURE f C) 

Figure 9. Temperature Dependence of 
Output Nonlinearity for X or Y Inputs 
(See Figure 2). 



SUPPLY VOLTAGE, VOl TS 

Figure 10. Multiplier Input Dynamic 
Range vs Power Supply 



SUPPLY VOLTAGE. VOLTS 


Figure 11. Op Amp Output Swing vs 
Power Supply 



100 Hz 1kHz 10 kHz 100kHz 1MHz 


FREQUENCY 


Figure 12. Op Amp Frequency 
Response 


In most arithmetic applications the multiplier and op 
amp sections of the XR-2208 are interconnected as 
shown in Figure 14. In such applications, over-all scale 
factor K can be written as: 


K = (K m )(K a ) = 



where K m is the gain constant of the multiplier section, 
and K a is the gain of the op amp stage in Figure 14, V 0 
is the multiplier output across pins 1 and 2, and V z is 
the op amp output at pin 11. With reference to Figure 
14, these gain constants can be expressed as: 


K m 


= (volts)- 1; K 
R x Ry 


a ~ 


Rf 

6 + Rj 


where all resistors are in kfl. 


Thus, overall scale factor K can be adjusted by varying 
R x , Ry. Rf- For fine adjustment of the scale factor, K, an 
additional potentiometer can be included into the cir- 
cuit, as shown in Figure 14. 

INPUT DYNAMIC RANGE: The maximum peak signal 
which can be applied to the X or Y inputs for a given 
supply voltage without impairing linearity. (See Figure 
10 ). 



Figure 13. Offset Adjustment 

MULTIPLIER BANDWIDTH: Depending on the particular 
application, a different definition of “multiplier band- 
width” may be used. The most commonly accepted 
definitions are: 

a) 3-d B Bandwidth: Frequency where the multiplier 
output is 3-dB below its low frequency (f = 20 Hz) 
level. 

b) 3° Phase Shift Bandwidth: Frequency where the net 
phase shift across the multiplier is equal to 3°. 

c) 1 % Absolute Error Bandwidth: Frequency where 
the phase vector error between the actual and ideal 
output vectors is equal to 1%. This frequency is 
reached when the net phase shift across the multi- 
plier is equal to 0.01 radian or 0.57°. 
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d) Transconductance Bandwidth: Frequency where 
the transconductance of the multiplier drops 3-dB 
below its low frequency value. This bandwidth de- 
fines the frequency range of operation for phase- 
detector and synchronous AM detector applications. 

DESCRIPTION OF CIRCUIT CONTROLS 

MULTIPLIER INPUTS (PINS 3, 4, AND 5) 

The X and Y inputs to the multiplier are applied to pins 3 
and 5 respectively. The third input (pin 4) is common to 
both X and Y portions of the multiplier, and in most ap- 
plications serves as a “reference” or ground terminal. 
The typical bias current at the multiplier inputs is 3 /xA 
for the X- and Y- inputs and 6 /xA for the “common” ter- 
minal. In circuit applications such as “synchronous AM 
detection” or “frequency doubling” where the same in- 
put signal is applied to both X and Y inputs, pin 4 can be 
used as the input terminal since it is common to both X 
and Y sections of the multiplier. 

MULTIPLIER OUTPUTS (PINS 1 AND 2) 

The differential output voltage, V 0 , across these termi- 
nals is proportional to the linear product of voltages V x 
and Vy applied to the inputs. V 0 can be expressed as: 

v » - (4) W 

where all voltages are in volts and the resistors are in 
kfi. R x and Ry are the gain control resistors for X and Y 
sections of the multiplier. 

The common-mode dc potential at the multiplier out- 
puts is approximately 3 volts below the positive supply. 
One of the multiplier outputs (pin 1) is internally con- 
nected to the unity-gain buffer amplifier input for high- 
frequency applications. 

In most analog computation operations, such as multi- 
plication, division, etc., pins 1 and 2 are dc coupled to 
the op amp inputs (pins 13 and 14). The final output, V z , 
is then obtained from the op amp output at pin 11, as 
shown in Figure 14. 

X AND Y GAIN ADJUST (PINS 6, 7, 8, 9) 

The gains of the X and Y sections of the multiplier are 
inversely proportional to resistors R x and Ry connected 
across the respective gain terminals. The multiplier 
conversion gain, K m , can be expressed as: 

K m = ~§- (volts )- 1 
H x H y 

where R x and Ry are in kfi. 

X AND Y OFFSET ADJUST (PINS 7 AND 8) 

Two of the gain-control terminals, pins 7 and 8, are also 
used for adjusting X and Y offsets. Figure 13 shows the 
typical adjustment circuitry which can be connected to 
these pins to null-out input offsets. 


OP AMP INPUTS (PINS 13 AND 14) 

Pin 13 is the non-inverting and pin 14 the inverting in- 
puts for the op amp section. In most multiplier applica- 
tions, these terminals are connected to the multiplier 
outputs (pins 1 and 2). Note: When the op amp section is not 
used, these terminals should be grounded. 

OP AMP COMPENSATION (PIN 12) 

The op amp section can be compensated for uncondi- 
tional stability with a 20 pF capacitor connected be- 
tween pin 12 and pin 11. For op amp voltage gains 
greater than unity, this compensation capacitance can 
be reduced to improve slew rate and small signal band- 
width as shown in Figure 12. 

OP AMP OUTPUT (PIN 11) 

This terminal serves as the output for the op amp sec- 
tion. It is internally protected against accidental short 
circuit conditions, and can sink or source 10 mA of cur- 
rent into a resistive load. In most multiplier applications, 
pin 1 1 is the actual XR-2208 output, with the op amp in- 
puts being connected to the multiplier outputs. 

BUFFER AMPLIFIER OUTPUT (PIN 15) 

The buffer amp is internally connected to the multiplier 
section. The buffer amp has unity voltage gain, and pro- 
vides a low-impedance output at pin 15 for the multipli- 
er section. The buffer amp is particularly useful for high 
frequency operation since it minimizes the capacitive 
loading effects at the multiplier outputs. 

The buffer amplifier is activated by connecting a load 
resistor, R-|, from pin 15 to ground. When it is not used, 
pin 15 can be left open circuited. However, since the 
buffer amplifier output is a low impedance point, rea- 
sonable care should be taken to avoid burnout due to 
accidental short circuits. The maximum dc current 
drawn from pin 15 should be limited to 10 mA. The dc 
voltage at pin 15 is typically 4.5 volts below V + . 

APPLICATIONS INFORMATION 
PART I: ARITHMETIC OPERATIONS 
Multiplication 

For most multiplication applications, the multiplier and 
op amp sections are interconnected as shown in Figure 
15 to provide a single-ended analog output with a wide 
dynamic range. The circuit of Figure 14 provides a lin- 
ear output swing of 10V for maximum input signals of 
10V, with a scale factor K = 0.1. The trimming proce- 
dure for the circuit is as follows: 

1 . Apply OV to both inputs and adjust the output offset 
to OV using the output offset control. 

2. Apply 20V p-p at 50 Hz to the X-input and OV to the 
Y-input. Trim the Y-offset adjust for minimum peak-to- 
peak output. 
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Dividing Circuit 
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3. Apply 20V p-p to the Y-input and OV to the X-input. 
Trim X-offset adjust for minimum peak-to-peak out- 
put. 

4. Repeat step 1 . 

5. Apply + 10V to both inputs and adjust scale factor 
for V 0 = + 10V. This step may be repeated with dif- 
ferent amplitudes and polarities of input voltages to 
optimize accuracy over the entire range of input 
voltages, or over any specific portion of input volt- 
age range. 

Squaring Circuit 

The recommended circuit connection for squaring ap- 
plications is shown in Figure 15. This circuit is the same 
as the basic multiplier circuit with both inputs tied to- 
gether, except only one input offset adjustment is nec- 
essary. Trimming procedure for the squaring circuit is 
as follows: 

1 . Apply 0 volts to the input and adjust the output offset 
to zero. 

2. Apply 1.0V to the input and adjust the Y-offset until 
V 0 = 0.10V. 

3. Apply 10V to the input and adjust the scale factor 
until V 0 = + 10V. 

4. Apply - 1 0V to the input and check that V 0 = + 1 0V. 
If not, repeat steps 1 through 3. Some compromise 
may be necessary in scale factor adjustments given 
in steps 3 and 4. 



?4K 



Recommended circuit connection for performing ana- 
log division is shown in Figure 16. This circuit uses the 
multiplier in the feedback path of the op amp. For the 
circuit shown, V 0 = +10 V z /V x where V x < 0 and V z 
can have either sign. Positive values of V x are not al- 
lowed, since this will reverse the polarity of the feed- 
back loop, causing positive feedback and latchup. 

This latchup mode is nondestructive to the XR-2208, 
and is common to all analog division circuits. The divide 
circuit is trimmed as follows: 

1. Apply V z = 0 and trim the output offset adjustment 
for constant output voltage as V x is varied from - IV 
to -10V. 

2. Keeping V z = 0, and applying V x = - 10V, trim the 
Y-offset adjust until V 0 = 0. 

3. Let V z = V x and/or V z = - V x and trim the X-offset 
adjustment for constant output voltage as V x is var- 
ied from - IV to - 10V. 

4. Repeat steps 1 and 2 if step 3 required a large initial 
adjustment. 

5. Keeping V z = V x , adjust the scale factor trim for V 0 
= - 10V as V x is varied from - IV to - 10V. 



Square Root Circuit 

This is essentially the dividing circuit with the X input 
tied to the output. Thus, the voltage on the Z input is di- 
vided by the output voltage, i.e. the output is proportion- 
al to the square root of the input. A diode is included in 
series with the output to prevent a latchup condition 
which would result if V z were allowed to go negative. 
The square root circuit may be trimmed as a divider by 
disconnecting the X-input from the output, keeping V z 
> 0 and V x < 0. The square root circuit may also be 
trimmed in the closed-loop mode by the following pro- 
cedure: 

1. Apply V z = + 0.10V and trim the output offset adjust 
for V 0 = -0.316V. 

2. Apply V z = +0.9V and trim the X-offset adjust for 
V 0 = -3.0V. 
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3. Apply V z = + 10V and trim the scale factor adjust 
for V 0 = -10V. 

4. Repeat steps 1 through 3 until desired accuracy is 
achieved. 

EQUIVALENT SCHEMATIC DIAGRAM 



AM GENERATION 

Figure 17 is the recommended circuit connection for 
generating double side-band (DSB) or suppressed carri- 
er AM signals. Modulation and carrier inputs are ap- 
plied to the X and Y inputs respectively. The carrier lev- 
el at the output can be adjusted by the dc voltage ap- 
plied to pin 3. For suppressed carrier operation, the 
carrier feedthrough can be further reduced by using the 
X and Y offset adjustments. In this application, the 
unity-gain buffer amplifier section will provide a low im- 
pedance output if desired. If the buffer amp is not used, 
pin 15 should be open circuited to reduce power dissi- 
pation. 

Typical carrier suppression without offset adjustment is 
40 dB for frequencies up to 1 MHz, and 30 dB for fre- 
quencies up to 10 MHz. For low frequency applications 
(f <10 kHz), carrier suppression can be reduced to 
60 dB by using the offset adjustment controls. 


SUffMS&l'oN AOJ 



Figure 17. AM Generation 



Figure 18. Synchronous AM Detector. 
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SYNCHRONOUS AM DETECTION 

Figure 18 is a typical circuit connection for synchro- 
nous AM detection for carrier frequencies up to 100 
MHz. The AM input signal is applied to the multiplier 
“common” terminal (pin 4). The Y-gain terminals are 
shorted, and this section of the multiplier serves as a 
“limiter” for input signals > 50 mVrms; the X-section of 
the multiplier operates in its linear mode. The low-pass 
filter capacitors, C-|, at pins 1 and 2 are used to filter 
the carrier feedthrough. If desired, the op amp section 
can be used as an audio preamplifier to increase the 
demodulated output amplitude. 

TRIANGLE-TO-SINEWAVE CONVERSION 

A triangular input can be converted into a low distortion 
(THD < 1 %) sinusoidal output with the XR-2208. A rec- 
ommended connection for this application is shown in 
Figure 19. The triangle input signal is applied to the 
X-input (pin 3). The multiplier section rounds off the 
peaks of this input and converts it to a low distortion 
sine wave. For the component values shown in Figure 
19, the recommended input signal level at pin 3 is - 
300 mV pp in order to obtain a 2V pp sine wave output 
at pin 15. This waveform can be further amplified using 
the op amp section to provide high level (10V pp), low 
distortion output at pin 11. 



PHASE DETECTION 


The multiplier section can be used as a phase detector. 
A recommended circuit connection is shown in Figure 
20. The reference input is applied to pin 5, and the input 
signal whose phase is to be detected is applied to pin 3. 
The differential dc voltage, V^, at the multiplier outputs 
(pins 1 and 2) is related to the phase difference, 0, be- 
tween the two input signals, V-| and V2, as: 

V^ = Kq cos 0 

where Kq is the phase detector conversion gain. For in- 
put signals >50 mV rms, Kq is =2V/radian and is inde- 
pendent of signal amplitude. For lower input ampli- 
tudes, Kq decreases linearly with the decreasing input 
level. The capacitors C-j at pins 1 and 2 provide a low- 
pass filter with a time constant T-| = R-| C-|, where R-| 
= 6 kQ is the internal impedance level at these pins. 
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If needed, the phase conversion gain can be increased 
by using the op amp section of the XR-2208 to further 
amplify the output voltage, V^. The XR-2208 is suitable 
for phase detection for input frequencies up to 100 
MHz. 



Figure 20. Phase- Detector Circuit 


PART III: PHASE-LOCKED LOOP APPLICATIONS 

MOTOR SPEED CONTROL 

A motor speed control where the frequency of the mo- 
tor is “phase-locked” to the input reference frequency, 
f r , is shown in Figure 21. The multiplier section of the 
XR-2208 is used as a phase-comparator, comparing the 
phase of the tachometer output signal with the phase of 
the reference input. The resulting error voltage across 
pins 1 and 2 is low-pass filtered by capacitors C-j and 
amplified by the op amp section. This error signal is 
then applied to the motor field-winding to phase-lock 
the motor speed to the input reference frequency. 



A precision phase-locked loop may be constructed us- 
ing an XR-2207 voltage controlled oscillator and an 
XR-2208. (See Figure 22.) Due to the excellent tempera- 
ture stability and wide sweep range of the XR-2207 this 
PLL circuit exhibits especially good stability of center 
frequency and wide lock range. In this application the 
XR-2208 serves as a phase comparator and level shift- 
er. Resistor Rj_ adjusts the loop gain of the PLL, thus 
varying the lock range. Tracking range may be varied 
from about 1 .5:1 up to 12:1 . For large values of R|_, tem- 
perature stability of center frequency is better than 
30 ppm/°C. 



Figure 22. Precision PLL 


PHASE-LOCKED AM AND CARRIER DETECTION 

The XR-2208 can be used as a “quadrature detector” in 
conjunction with monolithic PLL circuits to perform 
phase-locked AM demodulation and for carrier-level de- 
tection. Figure 23 shows a recommended circuit con- 
nection for such applications. The XR-210 or XR-215 
monolithic PLL circuits can be adjusted to lock on the 
desired input AM signal and re-generate the unmodulat- 
ed carrier. This carrier frequency appears across the 
timing capacitor, C 0 , of the PLL and is used as the “ref- 
erence input” to the XR-2208 multiplier. The AM signal 
is applied simultaneously to the PLL input and to the 
XR-2208 multiplier input (pin 3), as shown in Figure 23. 

The demodulated signal is then low-pass filtered by ca- 
pacitor C-| at the multiplier output, and can be amplified 
further to the desired audio level by using the op amp 
section of the XR-2208. 

In the carrier detector applications, the op amp is used 
as a voltage comparator and produces a “high” or 
“low” level logic signal at the op amp output when the 
input carrier level reaches a detection threshold level 
set by an external potentiometer. The output from the 
carrier detector can then be used to enable the “logic- 
output” stage of the XR-210 FSK modem. 

The phase-locked AM or carrier detector system of Fig- 
ure 23 shows a high degree of frequency selectivity, as 
determined by the monolithic PLL “capture” band- 
width. 



Figure 23. Phase-Locked AM Demodulation or Carrier 
Detection 
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EXAR 


Monolithic Multiplier/Detector 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-2228 is a monolithic multiplier/detector circuit 
especially designed for interfacing with integrated 
phase-locked loop (PLL) circuits, to perform synchro- 
nous AM detection and triangle-to-sinewave conver- 
sion. It combines a four-quadrant analog multiplier (or 
modulator) and a high-gain operational amplifier in a 
single monolithic circuit. 

As shown in the equivalent schematic diagram, the 
four-quadrant multiplier section is designed with fully 
differential X- and Y-inputs and differential outputs. For 
maximum versatility, the multiplier and the operational 
amplifier sections are not internally connected. The op- 
erational amplifier can also function as a pre-amplifier 
for low-level input signals, or as a post-detection ampli- 
fier for synchronous demodulation, phase-detection or 
for sine-shaper applications. 



MULTIPLIER 

OUTPUT 

♦v C c 


1 

OP-AMP 

INPUTS 


COMP 

OP AMP 
OUTPUT 


-V£E 


X-GAIN 


FEATURES 

Independent Multiplier and Op Amp Sections 

Differential X and Y Inputs 

Interfaces with all PLL and VCO Circuits 

Wide Common Mode Range 

Wide Transconductance Bandwidth (100 MHz, Typ.) 

Wide Supply Voltage Range (±4.5V to ±16V) 


APPLICATIONS 

Phase-Locked Loop Design 
Phase Detection 
Synchronous AM Detection 
AM Generation 

Triangle-to-Sinewave Conversion 
Frequency Translation 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 
Power Dissipation 
Ceramic Package 
Derate above + 25°C 
Plastic Package 

Derate above +25°C 
Storage Temperature Range 


±18 Volts 

750 mW 
6 mW/°C 
625 mW 
5 mW/°C 
-65°C to + 150°C 


ORDERING INFORMATION 


Part Number 

Package 

Operating Temperature 

XR-2228M 

Ceramic 

-55°C to +125°C 

XR-2228N 

Ceramic 

-40°C to + 85°C 

XR-2228P 

Plastic 

-40°C to + 85°C 

XR-2228CN 

Ceramic 

0°C to + 70°C 

XR-2228CP 

Plastic 

0°C to +70°C 


SYSTEM DESCRIPTION 

The XR-2228 multiplier/detector contains a four quad- 
rant multiplier and a fully independent operational am- 
plifier. The four quadrant multiplier has fully differential 
X and Y inputs and outputs. Both inputs have 3 MHz dy- 
namic response and 100 MHz transconductance band- 
width. The operational amplifier features high gain and 
a large common mode range. The device is powered by 
4.5V to 16V split supplies. 

For higher frequency applications, consider the XR- 
2208. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Supply Voltage = ±15V, Ta = 25°C, unless otherwise specified. 


PARAMETERS 

XR-2228M 

XR-2228/XR-2228C 

UNITS 

FIGURES 

CONDITIONS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

1. GENERAL 










Supply Voltage 

±4.5 


±16 

±4.5 


±16 

Vdc 


See Figure 11 

Supply Current 


4 

7 


5 

8 

mA 

1 

Measured at Pin 15 

II. MULTIPLIER/MODULATOR SECTION | 

Non-linearity 









No external offset trim 

(Output Error in % of 


0.3 

0.5 


0.5 

1.0 

% 

2 

V v = ±10V, -10V < V x < 

Full Scale) 









+ 10V 



0.3 

0.5 


0.5 

1.0 

% 


V x = ±10V, -10V < V v < 










+ 10V 



0.7 

1.0 


0.8 


% 


t low s t a s t high ( Note !) 










f = 50 Hz 

Feedthrough 










a. With Offset Adj. 










X-input 


45 

80 


70 

120 

mVp-p 

3 

V x = 20 Vp-p V v = 0 

Y-input 


60 

100 


90 

150 

mVp-p 


V y = 20 Vp-p, V x = 0 

b. No Offset Adj. 










X-input 


120 



200 


mVp-p 


V x = 20 Vp-p, V x = 0 

Y-input 


120 



200 


mVp-p 


V v = 20 Vp-p, V x = 0 

Temperature Coefficient 


±0.07 



±0.07 


%/°C 


t low =s ta s thigh (Note i) 

Input Bias Current 










X or Y inputs 


2 

6 


3 

8 

/xA 

1 

Measured at Pins 2, 3, 4 or 5. 

Input Resistance 

0.5 

1.0 



1.0 


MU 

2 

Measured at Pins 2, 3, 4 or 5. 

Output Offset Voltage 


50 

80 


80 

140 

mV 

2 

Measured across Pins 1 and 16 

Avg. Temp. Drift 


0.5 



0.5 


mV/°C 


t low ^ t a ^ Thigh 

Dynamic Response 








4 

See Definition Section 

3-dB Bandwidth 










X-input 

1 

3 


1 

3 


MHz 



Y-input 

1 

3 


1 

3 


MHz 



3° Phase-Shift 


1 



1 


MHz 



Bandwidth 










1 % Absolute Error 


30 



30 


kHz 



Bandwidth 










Transconductance 


100 



100 


MHz 



Bandwidth 










Output Impedance 


5 



5 


kU 


Measured looking into Pins 1 










or 16 

III. OPERATIONAL AMPLIFIER SECTION | 

Input Offset Voltage 


1 

3 


2 

6 

mV 

5 

Rg < 50U 

Temp. Coef. of Input 


6 

20 


9 

30 

n\ll° C 


t low ^ t a ^ Thigh 

Offset Voltage 










Input Offset Current 


4 

75 


10 

100 

nA 

5 

<B1 - >B2 

Input Bias Current 


30 

200 


50 

300 

nA 

5 

<B1 + >B2 

2 

Voltage Gain 

70 

75 


70 

75 


dB 

5 

R L > 2K, V 0 = ±10V, 










f = 20 Hz 

Differential Input 

0.5 

3 



3 


MU 

5 


Resistance 










Output Voltage Swing 

±10 

±12 


±10 

±12 


V 


r l > 2K, t L ow ^ t a 










25 Thigh 

Input Common Mode 

+ 12 

+ 14 


+ 12 

+ 14 





Range 

-10 

-12 


-10 

-12 


V 

5 


Common Mode Rejection 

70 

90 


70 

90 


dB 

5 

f = 20 Hz 

Output Resistance 


2 



2 


kU 

5 


Slew Rate 


0.5 



0.5 


V//xS 

5 

Gain = 1, Rl ^ 2K, 










Cl < 100 pF Cq = 20 pF 

Power Supply Sensitivity 


30 



30 


jtV/V 

5 

R S < 10K 


Note 1: T LO w = -55°C, T H |GH = + 125°C for XR-2228M T LO w = 0°C, T H |GH = +70°C for XR-2228C 
t low = -40°c, Thigh = +85°c tor XR -2228 

CAUTION: When using only the op amp or only the multiplier section of the XR-2228, the input terminals to the 
unused section must be grounded. Thus, when using the multiplier section alone, ground pins 13 and 
14; when using the op amp section alone, ground pins 2, 3, 4 and 5. 
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EQUIVALENT SCHEMATIC DIAGRAM 
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Figure 1. Test Circuit for Quiescent Supply Current, 

Multiplier Input Bias and Output Offset Voltage 




Figure 3. Test Circuit for Feedthrough Measurement. X-Input 
Feedthrough = V? with S-|, open S 2 closed. 
Y-Input Feedthrough = V? with Si closed, S 2 
open. 

DEFINITION OF MULTIPLIER TERMS 

NONLINEARITY: Nonlinearity is the maximum deviation 
of the output voltage from a straight-line transfer func- 
tion. It is measured separately for the X and Y inputs 
and is specified as (%) of full scale output. 

FEEDTHROUGH: The amount of peak-to-peak output volt- 
age present with one input grounded and a specified 
peak-to-peak input applied to the other input. Feed- 
through is a function of multiplier offsets and can be 
minimized by offset adjustment (see Figure 13). 



Figure 4. Test Circuit for Multiplier Small-Signal Bandwidth 
for X-Input (For Y-Input, reverse connections 
between Pins 2 and 5) 



Figure 5. Test Circuit for Op Amp DC Parameters 



OFFSET VOLTAGES: A four-quadrant analog multiplier 
has three separate offsets: the X and Y input offsets 
and the output offset. The transfer function of a practi- 
cal multiplier with scale factor K can be written as: 

Vz = K[(V X + 4>x) (Vy + <£y)l + ^ 0 

where <f> x and are the offset voltages associated 
with the respective inputs, 0 O is the offset voltage of 
the output. V z is the multiplier output, V x and V y are the 
multiplier inputs. As shown in Figures 13 and 14, each 
of these offset voltages can be nulled to zero by exter- 
nal adjustments. 
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TYPICAL CHARACTERISTICS CURVES 


XR-2228 



SUPPLY VOLTAGE, VOLTS 

Figure 7. Supply Current vs Supply 
Voltage 



Figure 8. Small-Signal Frequency 

Response for the Multiplier 
Section. (Output Measured 
at Pin 16— See Fig. 4) 



-55 -25 0 *25 *50 +75 *100 *125 

T a . AMBIENT TEMPERATURE (°C) 


Figure 9. Temperature Dependence of 
Output Nonlinearity for X or 
Y Inputs (See Figure 2) 



S 2 *4 • 6 r8 -10 -12 -14 -16 

SUPPLY VOLTAGE, VOLTS 



0 i5V ilOV 115V 

SUPPLY VOLTAGE, VOLTS 



100 Hi lkHi 10 kHz 100 kHz 1MHz 


FREQUENCY 


Figure 10. Multiplier Input Dynamic 
Range vs Power Supply 


Figure 11. Op Amp output Swing vs 
Power Supply 


Figure 12. Op Amp Frequency 
Response 



where </> x and <f > y are the offset voltages associated with 
the respective inputs, <f) 0 is the offset voltage of the out- 
put. V z is the multiplier output, V x and Vy are the multi- 
plier inputs. As shown in Figures 13 and 14, each of 
these offset voltages can be nulled to zero by external 
adjustments. 


related to the X and Y inputs as V z = K (V x • Vy). The 
scale factor K has the dimensions of (volts) - 1 and can 
be adjusted externally. 

In most arithmetic applications the multiplier and op 
amp sections of the XR-2228 are interconnected as 
shown in Figure 14. In such applications, over-all scale 
factor K can be written as: 


K = (K m )(K a ) = 



where K m is the gain constant of the multiplier section, 
and K a is the gain of the op amp stage in Figure 14. V 0 
is the multiplier output across pins 1 and 16, and V z is 
the op amp output at pin 11. With reference to Figure 
14, the gain constants can be expressed as: 


Km — 


25 

R x Ry 


(volts) “ 1 ; K a 


Rf 

6 + Rj 


where all resistors are in kilo-ohms. 


Thus, overall scale factor K can be adjusted by varying 
R x , R y , Rf. For fine adjustment of the scale factor, K, an 
additional potentiometer can be included into the cir- 
cuit, as shown in Figure 14. 


SCALE FACTOR, K: The constant of proportionality that 
relates the multiplier output to the X and Y inputs. If the 
offset terms are neglected, the multiplier output, V z , is 
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INPUT DYNAMIC RANGE: The maximum peak signal 
which can be applied to the X or Y inputs for a given 
supply voltage without impairing linearity. (See Figure 
10). 

MULTIPLIER BANDWIDTH: Depending on the particular 
application, a different definition of “multiplier band- 
width” may be used. The most commonly accepted 
definitions are: 

a) 3-dB Bandwidth: Frequency where the multiplier 
output is 3-dB below its low frequency (f = 20 Hz) 
level. 

b) 3° Phase Shift Bandwidth: Frequency where the net 
phase shift across the multiplier is equal to 3°. 

c) 1 % Absolute Error Bandwidth: Frequency where the 
phase vector error between the actual and ideal out- 
put vectors is equal to 1%. This frequency is 
reached when the net phase shift across the multi- 
plier is equal to 0.01 radian or 0.57°. 

d) Transconductance Bandwidth: Frequency where the 
transconductance of the multiplier drops 3-dB below 
its low frequency value. This bandwidth defines the 
frequency range of operation for phase-detector and 
synchronous AM detector applications. 

DESCRIPTION OF CIRCUIT CONTROLS 

MULTIPLIER INPUTS (PINS 2, 3, 4 AND 5): These four ter- 
minals provide the differential inputs to the X- and 
Y-sections of the multiplier, respectively. The output will 
be a linear product of the two voltages, V x and Vy, ap- 
plied differentially across pins (2,3) and (4,5). Typical in- 
put bias current at the multiplier inputs is approximately 
3 fiA y for each of the four inputs. In circuit applications 
requiring single-ended, rather than differential, input 
signals, pins 3 and 4 can be shorted together and con- 
nected to a common bias point. 

MULTIPLIER OUTPUTS (PINS 1 AND 16): The differential 
output voltage, V 0 , across these terminals is propor- 
tional to the linear product of voltages V x and V y ap- 
plied to the inputs. V 0 can be expressed as: 



where all voltages are in volts and the resistors are in 
M2. R x and R y are the gain control resistors for X and Y 
sections of the multiplier. 

The common-mode dc potential at the multiplier out- 
puts is approximately 3 volts below the positive supply. 

In most analog computation operations, such as multi- 
plication, division, etc., pins 1 and 16 are dc coupled to 
the op amp inputs (pins 13 and 14). The final output, V z , 
is then obtained from the op amp output at pin 11, as 
shown in Figures 14 and 15. 


X AND Y GAIN ADJUST (PINS 6, 7, 8, 9): The gains of the X 
and Y sections of the multiplier are inversely propor- 
tional to resistors R x and R y connected across the re- 
spective gain terminals. The multiplier conversion gain, 
K m , can be expressed as: 

K m = (volts)- 1 

H X Hy 

where R x and R y are in M2. 

X AND Y OFFSET ADJUST (PINS 7 AND 8): Two of the gain- 
control terminals, pins 7 and 8, are also used for adjust- 
ing X and Y offsets. Figure 13 shows the typical adjust- 
ment circuitry which can be connected to these pins to 
null-out input offsets. 

OP AMP INPUTS (PINS 13 AND 14): Pin 1 3 is the noninvert- 
ing and pin 14 the inverting inputs for the op amp sec- 
tion. In most multiplier applications, these terminals are 
connected to the multiplier outputs (pins 1 and 16). 

Note: When the op amp section is not used, these terminals 
should be grounded. 

OP AMP COMPENSATION (PIN 12): The op amp section 
can be compensated for unconditional stability with a 
20 pF capacitor connected between pin 12 and pin 11. 
For op amp voltage gains greater than unity, this com- 
pensation capacitance can be reduced to improve slew 
rate and small signal bandwidth as shown in Figure 12. 

OP AMP OUTPUT (PIN 11): This terminal serves as the 
output for the op amp section. It is internally protected 
against accidental short circuit conditions, and can 
sink or source 10 mA of current into a resistive load. In 
most multiplier applications, pin 11 is the actual 
XR-2228 output, with the op amp inputs being connect- 
ed to the multiplier outputs. 

APPLICATIONS INFORMATION 

PART I: ARITHMETIC OPERATIONS 

MULTIPLICATION 

For most multiplication applications, the multiplier and 
op amp sections are interconnected as shown in Figure 
1 4 to provide a single-ended analog output with a wide 
dynamic range. The circuit of Figure 14 provides a lin- 
ear output swing of 10V for maximum input signals of 
10V, with a scale factor K = 0.1. The trimming proce- 
dure for the circuit is as follows: 

1 . Apply 0V to both inputs and adjust the output offset 
to 0V using the output offset control. 

2. Apply 20V p-p at 50 Hz to the X-input and 0V to the 
Y-input. Trim the Y-offset adjust for minimum peak- 
to-peak output. 

3. Apply 20V p-p to the Y-input and 0V to the X-input. 
Trim X-offset adjust for minimum peak-to-peak out- 
put. 
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4. Repeat step 1 . 

5. Apply + 10V to both inputs and adjust scale factor 
for V 0 = + 10V. This step may be repeated with dif- 
ferent amplitudes and polarities of input voltages to 
optimize accuracy over the entire range of input 
voltages, or over any specific portion of input volt- 
age range. 




Figure 15. Dividing Circuit 


DIVIDING CIRCUIT 

Recommended circuit connection for performing ana- 
log division is shown in Figure 15. This circuit uses the 
multiplier in the feedback path of the op amp. For the 
circuit shown, V 0 = +10 V z /V x where V x < 0 and V z 
can have either sign. Positive values of V x are not al- 
lowed, since this will reverse the polarity of the feed- 
back loop, causing positive feedback and latchup. 

This latchup mode is nondestructive to the XR-2228, 


XR-2228 

and is common to all analog division circuits. The di- 
vider circuit is trimmed as follows: 

1 . Apply V 2 = 0 and trim the output offset adjustment 
for constant output voltage as V x is varied from - 
IV to -10V. 

2. Keeping V z = 0, and applying V x = - 10V, time the 
Y-offset adjust until V 0 = 0. 

3. Let V z = V x and/or V z = - V x and trim the X-offset 
adjustment for constant output voltage as V x is var- 
ied from -IV to - 10V. 

4. If step 3 requires a large initial adjustment, repeat 
steps 1, 2 and 3. 

5. Keeping V z = V x , adjust the scale factor trim for V 0 
= - 10V as V x is varied from - IV to - 10V. 

PART II: ANALOG SIGNAL PROCESSING 

PHASE DETECTION 

The multiplier section of the XR-2228 can be used as a 
linear phase-discriminator. A recommended circuit con- 
nection for this application is shown in Figure 16. In this 
case, the reference input (input 1) is applied to pin 2, 
and the input signal whose phase is to be detected (in- 
put 2) is applied to pin 5. For input signal amplitudes 
>50 mV rms, the differential output voltage, V 0 across 
pins 1 and 16 is directly proportional to the phase differ- 
ence, 0, between the two input signals. It can be ex- 
pressed as 


V o (0) = 5 



Where 0 is the phase difference expressed in radians. 



Figure 16. Phase-Detector Circuit 
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The capacitors C-| at pins 1 and 16 provide a low-pass 
filter with a time constant Tf = R-j C-j , where R-j = 5 
kO is the international impedance level at these pins. 

If needed, the phase conversion gain can be increased 
by using the op amp section of the XR-2228 to further 
amplify the output voltage, V 0 (<£). The XR-2228 is suit- 
able for phase detection of input frequencies up to 100 
MHz. 


SYNCHRONOUS AM DETECTION 

Figure 17 is a typical circuit connection for synchro- 
nous AM detection for carrier frequencies up to 100 
MHz. The AM input signal is applied to the multiplier X- 
and Y-input terminals (pins 3 and 4) simultaneously. 


The Y-gain terminals (pins 6 and 7) are shorted, and this 
section of the multiplier serves as a “limiter” for input 
signals >50 mVrms; the X-section of the multiplier op- 
erates in its linear mode. The low-pass filter capacitors, 
C-j , and at pins 1 and 16 are used to filter the carrier 
feedthrough. If desired, the op amp section can be 
used as an audio preamplifier to increase the demodu- 
lated output amplitude. 



Figure 17. Synchronous AM Detector 


PRECISION PHASE-LOCKED LOOP DESIGN 

A precision phase-locked loop may be constructed us- 
ing an XR-2209 voltage controlled oscillator and an 
XR-2228. (See Figure 1 8.) Due to the excellent tempera- 
ture stability and wide sweep range of the XR-2209 this 
PLL circuit exhibits especially good stability of center 
frequency and wide lock range. In this application the 
XR-2228 serves as a phase comparator and level shift- 
er. Resistor R[_ adjusts the loop gain of the PLL, thus 
varying the lock range. Tracking range may be varied 
from about 1.5:1 up to 12:1. For large values of R[_, tem- 
perature stability of center frequency is better than 30 
ppm/°C. 

TRIANGLE-TO-SINEWAVE CONVERSION 

A triangular input can be converted into a low distortion 
(THD < 1 %) sinusoidal output with the XR-2228. A rec- 
ommended connection for this application is shown in 


Figure 19. The triangle input signal is applied to the 
X-input (pin 2). The multiplier section rounds off the 
peaks of this input and converts it to a low distortion 
sine wave. 

For the component values shown in Figure 19, the rec- 
ommended input signal level at pin 2 is =300 mV pp, in 
order to obtain a 2V pp signal at pins 1 or 16, with Rx 
set at approximately 1000. The dc level at pin 5 can be 
used for adjusting the output amplitude, or providing 
amplitude modulation. The sensitivity of the output am- 
plitude to the dc voltage level at pin 5 is inversely pro- 
portional to the external resistor across pins 6 and 7. 

If higher amplitude output signal is required, the op 
amp section of XR-2228 can be used to provide addi- 
tional amplification. 

PHASE-LOCKED AM DETECTION 

The XR-2228 can be used in conjunction with any one 
of the commercially available monolithic phase-locked 
loop (PLL) IC’s to provide phase-locked AM detection. 
In this manner, frequency-selective detection capabili- 
ties of PLL circuits can be extended to AM signals. 



SWEEP RANGE ' 120 kHz to 1 4 MHz 

Figure 18. Precision PLL 



Figure 19. Triangle-to-Sinewave Converter 
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Figure 20 shows the circuit connection diagram for a 
two-chip AM and FM detection system, using the 
XR-215 high-frequency PLL in conjunction with the 
XR-2228 multiplier/detector. Because of the high- 
frequency capability of the XR-215, the circuit is useful 
as a phase-locked AM detector for carrier frequencies 
up to 20 MHz, and operates over a supply voltage range 
of 10V to 20V. 

The VCO section of XR-215 does not have a separate 
“quadrature” output. However, this problem can be 
overcome by driving the XR-2228 multiplier directly 
from the timing capacitor terminals (pins 13 and 14) of 
XR-215. The Y-input of the XR-2228 is operated with 
maximum gain, since the Y-gain control terminals (pins 
6 and 7) are shorted together. This causes the triangu- 
lar waveform across the timing capacitor, Cq, to be con- 
verted to an effective “quadrature" drive. 

The modulated input signal is simultaneously applied to 
both circuits through coupling capacitors. The phase- 
detector inputs of the XR-215, as well as the multiplier 
X-inputs of the XR-2228, are biased at approximated 
one-half of V<x. by means of an external resistive di- 
vider. 

In Figure 20, Cq sets the VCO frequency of the XR-215. 
In the case of FM demodulation, Ri and C-) serve as 
the post-detection filter for the detected FM signal and 
Rpi sets the gain of the FM post-detection amplifier. 

The Y-input of the XR-2228 is operated in its switching 
mode, with the Y-gain terminals (pins 6 and 7) shorted 
together. The AM and/or FM signal is simultaneously 
applied to both circuits through coupling capacitors; 
the output of the multiplier, at pin 16, is AC coupled to 
the op amp section of the XR-2228, which serves as the 
post-detection amplifier for the demodulated AM signal. 
In the circuit, Rx sets the amplifier demodulation gain, 
C3 serves as the low-pass post-detection filter. 

A detailed description of the circuit operation, and the 
design equations for calculating the external compo- 
nent values are given in Exar’s Application Note AN-13, 
entitled “Frequency Selective AM Detection using 
Monolithic Phase-Locked Loops.” 

PHASE-LOCKED LOOP TONE DETECTION 

The XR-2228 multiplier/detector can be used in con- 
junction with the XR-210 or the XR-215 high-frequency 
PLL circuits, to provide high-frequency tone or carrier- 
detect systems. The generalized circuit connection for 
such an application is given in Figure 21 . The circuit, as 
shown, can operate with a single power supply, from 
1 0V, to 20 V, or with split supplies in the range of ± 5V to 
± 10V. In the case of split power supplies, the resistor 
string biasing the input terminals of the XR-2228 is not 
necessary and can be eliminated by connecting node A 
of Figure 21 to ground. 

The input signal is AC coupled, with separate coupling 
capacitors, both to the input of the particular PLL cir- 
cuit to be used and to the X-input terminal (pin 2) of the 
XR-2228. 



Figure 20. Phase-Locked AM Detection Using XR-215 

Monolithic PLL and XR-2228 Multiplier/Detector 


The Y-inputs (pins 4 and 5) are driven differentially from 
the VCO timing capacitor signal (available at pins 13 
and 1 4 of the PLL 1C) which is AC coupled to pins 4 and 
5 of the XR-2228 multiplier input, the differential DC 
voltage level at the multiplier output terminals (pins 1 
and 16) is offset by means of an external resistor, R/\. 
This initial offset causes the op amp output of the XR- 
2228 to settle to a known state when there is no carrier 
or tone signal to be detected. With the op amp input 
connections as shown in Figure 21, the op amp output 
(pin 11) would be at a “low” state when the PLL is not 
locked on a tone, and goes to a “high” state (i.e., near 
+ Vqq) when the PLL circuit is “locked” on to an input 
tone. The output logic polarity can be reversed simply 
by reversing the op amp inputs. 

The filter capacitor, C^, connected across pins 1 and 
16 of the multiplier outputs, serves as the post- 
detection low-pass filter. The value of C j\ is chosen to 
provide a compromise between the response time and 
the spurious noise rejection characteristics of the cir- 
cuit: increasing Ca improves the noise rejection char- 
acteristics of the circuit, but slows down the response 
time. 

A detailed description of the principle of operation of 
the circuit of Figure 21 is given in Exar’s Application 
Note AN-12 entitled: “Designing High Frequency 
Phase-Locked Loop Carrier-Detector Circuits”. 



Figure 21. Recommended Circuit Connection of the XR-2228 
with the XR-210 or the XR-215 High-Frequency 
Phase-Locked Loops for Tone or Carrier-Detector 
Application 
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EX4R 


XR-2271 


Fluorescent Display Driver 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-2271 is a monolithic 7-digit or 7-segment dis- 
play driver designed to interface MOS logic with fluores- 
cent displays. It features active high logic and low input 
current. Each XR-2271 is capable of driving seven digits 
or segments of a display panel and provides complete 
input and output isolation. Since the output pull up re- 
sistors are incorporated on chip, no external parts are 
required to interface fluorescent displays. 


FEATURES 



Active High Logic 
Low Input Current 
Complete Input Output Isolation 
Output Pull Up Resistors On Chip 
No External Parts Required To Drive 
Fluorescent Displays 


APPLICATIONS 

Fluorescent Display Driver 
MOS Logic/High-Voltage Interface 


ORDERING INFORMATION 

Part Number Package 

XR-2271 CN Ceramic 

XR-2271 CP Plastic 


Operating Temperature 

0°C to +70°C 
0°C to +70°C 


ABSOLUTE MAXIMUM RATINGS (Note 1) 

V$s - v - 50V Max. 

Input to V- 50V Max. 

Outputs to V- 50V Max. 

I$s 20 mA Max. 

Power Dissipation Ty\ < 25°C 625 mW Max. 

Derate above 25°C 5 mW/°C 

Storage Temperature -65°C to + 150°C 


SYSTEM DESCRIPTION 

The XR-2271 fluorescent display driver requires no ad- 
ditional components to interface seven segment fluo- 
rescent displays to MOS Logic. The output is an emitter 
follower and can switch up to 50V at 20 mA. All inputs 
are protected to 50V and pull up resistors are inte- 
grated onto the device. 
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ELECTRICAL CHARACTERISTICS (T A = + 25°C, V S s = OV, V- = -40V, Note 2) 


PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

SYMBOL 

CONDITIONS 

Logical “1” 

Input Voltage 

-1.2 


0 

V 

c 

o 

c 

> 

Vo = -2.0V 

Iq = -7.5 mA 

Logical “0” 

Input Voltage 



-6 

V 

< 

o 

Vq = V- +2 V 

Logical “1 ” 

Input Current 


0.25 

0.8 

mA 

'in on 

> > 
CM O 

cvi 

1 1 

II II 

£0 
> > 

Logical “0” 

Input Current 

-50 

0 

-90 

50 

> > 

lin oN 

V 0 = V - + 2V 

V in = -6V 

V in = -15V 

Logical “1” 

Output Voltage 

-2.0 

-0.9 

0 

V 

Vq on 

Vo on 

Logical “0” 

Output Voltage 


-40 

-38 

V 

V 0 off 

> 

CD 

1 

II 

C 

> 

Output Pull 

Down Resistance 


45 


Kfl 

Ro 

Vin = -6V 

Note 3 

Output Pull 

Down Current 


350 


fiA 

•s 

Vo = - 5V 

V in = -6V 

Note 3 

Power Supply 

Current 


--1.2 

-7 

-1.4 

-12.0 

< < 
E E 

1— off 

1 — on 

All inputs -6V 

All inputs - 1 .2V 


AC Parameters (T A = +25°C, Test Circuit Figure 2) 


PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

SYMBOL 

CONDITIONS 

Output on 

Delay Time 


1 

5 

fiS 

td 

C L = 25 pF 

R L = 10 KQ 

Output on 

Rise Time 


0.5 

2 

fiS 

tr 

C L = 25 pf 

Rl_ = 10K 

Output off 

Storage Time 


0.8 

5 

fiS 

*s 

Cl = 25 pF 

RL = 10 KQ 

Output off 

Fall Time 


0.6 

2 

2.0 

25 

fiS 

flS 

tf 

Cl = 25 pF 

R L = 10K 

RL = 0° 


Note 1. The “Absolute Maximum Ratings” are those values beyond which the device may be damaged. 

Note 2. All voltages measured with respect to Vs$ unless otherwise noted. Positive current flow is into a device pin. 
Note 3. The output pull down resistance is an N channel junction FET. For Vq * V- it is resistive, and for |Vq - 
(V-)| >20V, it is current sink. 





V- 


EQUIVALENT SCHEMATIC DIAGRAM Figure 2. XR-2271 AC Parameter Test Circuit 
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XR-2272 



EXAR 


High-Voltage 7-Digit Display Driver 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-2272 is a monolithic high voltage display driver 
array specifically designed to drive gas-filled digit dis- 
plays. The circuit is made up of seven independent digit 
driver sections in the same monolithic package. Its 
main application is to act as buffer interface between 
MOS outputs and the anodes of a gas discharge panel. 
The XR-2272 is particularly well suited to interfacing 
with Panaplex II type displays. 


FEATURES 

Active Low Inputs 
High Breakdown Voltage 
Low Power Dissipation 
Complete Input-Output Isolation 
On-Chip Pull-Up Resistors 
Versatility for Display Interface 



APPLICATIONS 

Gas Discharge Display Driver 

Panaplex Display Driver 

MOS Logic to High-Voltage Interface 


ORDERING INFORMATION 


ABSOLUTE MAXIMUM RATINGS 

Supply Voltage (-Vee) 

Output on Current Each Output 
Output on Current All Combined 
Positive Supply Current l ss 
Input Current 
Input Voltage 
Package Power Dissipation, 25°C 
Derating above 25°C 
Operating Temperature Range 
Storage Temperature Range 


Part Number 

XR-2272CN 
-75V Max. XR-2272CP 

-20 mA Max. 

-50 mA Max. 

60 mA Max. 

±3 mA Max. 

Max. 

625 mW (Plastic) 


Package Operating Temperature 

Ceramic 0°Cto+70°C 

Plastic 0°C to + 70°C 


SYSTEM DESCRIPTION 

The XR-2272 high voltage display driver features seven 
independent sections, each capable of switching -75 
V at up to 20 mA. Each has active low inputs and mono- 
lithic pull-up resistors. The output is an emitter follower. 


5 mw/°C 
0°C to +70°C 
-65°C to 150°C 


-Vee, Min., Vss. 
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XR-2272 


ELECTRICAL CHARACTERISTICS (T A = +25°C, Vss = OV, V- = -60V, Note 1) 


PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

SYMBOL 

CONDITIONS 

Input Off Voltage 


-1.8 

-1.2 

V 

V in off 

l 0 = - 5 /xA 

Input Off Current 


-20 


»A 

lj n off 

Vin = -1.2V 
l 0 = -5 

Input On Voltage 



-6 

V 

V in on 

V 0 = -1.4V 
l Q = -15 mA 

Input On Current 

-600 

-250 

-100 

m a 

'in on 

V 0 = -1.4V 
l 0 = - 15 mA 

Output Off Voltage 


-60 

-48 

V 

V 0 off 

V in = -1.2V 

Output On Voltage 

-1.4 

-0.9 

0 

V 

V 0 on 

V in = -6V 
l 0 = -15 mA 

Output Pull 

Down Resistance 


45 


Kfi 

Ro 

V in = -6V 

Note 2 

Output Pull 

Down Current 


350 


fiA 

<s 

V 0 = -5V 

V in = -6V 

Note 2 

Supply Current 

Off State 


1 

150 


1- 

All inputs at - 1 .2V 

One Segment On 


0.35 

2 

mA 

1- 

One input at -6V 

All Segments On 


2.2 

6 

mA 

1- 

All inputs at -6V 


AC Parameters (T A = + 25°C, Test Circuit Figure 2) 


Output on Delay Time 


1 

5 

fiS 

td 

Cl = 25 pF 

R L = 10 KO 

Output on Rise Time 


0.5 

2 

(iS 

tr 

Cl = 25 pF 

RL = 10 K 

Output off Storage Time 


0.8 

5 

liS 

*s 

C L = 25 pF 

RL = 10 KG 

Output off F.all Time 


0.6 

2.0 

/xS 

tf 

C L = 25 pF 



2 

25 

/xS 


RL = 10K 

RL = 00 


Note 1 . All voltages measured with respect to Vgs unless otherwise noted. Positive current flow is into a device 
pin. 

Note 2. The output pull down resistance is an N-Channel junction FET. For Vo * V- it is resistive, and for |Vq — 
(V — ) | > 20V, it is a current sink. 
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XR-2276 



EX4R 


Bar Graph Display Generator 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-2276 is a 12-point logarithmic bar graph display 
generator designed for interfacing with fluorescent dis- 
plays. The device’s twelve comparators, internally bi- 
ased at logarithmic intervals about an adjustable refer- 
ence, controlling twelve fluorescent drivers. The XR- 
2276 may also drive LEDs if the maximum device 
power dissipation is not exceeded. 

The XR-2276 is especially suited for generating 12- 
point bar graphs or other multi-segment fluorescent 
displays, such as those used for audio level-detector or 
level-indicator applications. 



OdB 

ADJUSTMENT 

+ 8dB 

*5 dB 


+ 3 dB I 

S OUTPUTS 

-M dB 


OdB 


-1 dB 

+Vcc 


FEATURES 

High Input Impedance 
Internal Pull-Down Resistors 
Logarithmic Display Characteristics 
External Reference Level Adjustment 


ORDERING INFORMATION 

Part Number Package 

XR-2276CP Plastic 


Operating Temperature 

0°C to +70°C 


APPLICATIONS 

Bar-Graph Display Generator 
12-Point Display Driver 
Audio Level Indicator 
Channel Separation Indicator 
12-Point Digital Controller 
Sequential Display Generator 


ABSOLUTE MAXIMUM RATINGS 

24V 

-IV to +10V 
5 mA 
625 mW 
5 mW/°C 
0°C to +70°C 
65°C to + 125°C 


SYSTEM DESCRIPTION 

The XR-2276 is a logarithimic level detection and fluo- 
rescent display driver. The circuit is comprised of an in- 
put buffer amplifier, 12 high gain comparators, an inter- 
nal voltage reference and a bias-setting resistor string. 
All of the twelve comparator stages have independent 
buffered outputs. 

Each of the comparators have a threshold level higher 
than the preceeding comparator stage. With no input 
signal, all of the comparators are “off” and all the out- 
puts are at a low state. As the input level is increased, 
the outputs successively switch to their high state. The 
threshold levels are within the range of -20 dB to +8 
dB with reference to a 0 dB level setting. The 12 ranges 
are: -20dB, -15dB, -10dB, -7dB, -5dB, -3dB, 
-1 dB, 0 dB, 1 dB, 3 dB, 5 dB, and 8 dB. 


Power Supply 
Input Signal Range 
Output Current 
Power Dissipation 

Derate Above +25°C 
Operating Temperature 
Storage Temperature 
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XR-2276 

ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqc = 18 Volts, Ta = 25°C, unless otherwise specified. (See Test Circuit of Figure 1) 



LIMITS 




PARAMETERS 

MIN 

TYP 

MAX 




Input Current 


30 

300 

nA 

m 

V|N = 7.5 Volts 

Output Low Voltage 


0 

0.5 

V 

v OL 

RL = 220 KG 

Measured at each output 

Output High Voltage 

14.0 

15.5 


V 

v OH 

R L = 15 KG 

Measured at each output 

Input Bias Voltage 

0.9 


1.6 

V 

Vos 


Comparator Threshold 





VC 

Input level above Vqs 

Voltages 






necessary to change 
comparator state. 

0 dB Output 

— 

2.10 

— 

V 


Measured at pin 1 1 after 0 
dB adjustment 

- 20 dB Output 


0.3 


V 


Measured at pin 2 

- 15 dB Output 

0.40 

0.46 

0.52 

V 


Measured at pin 3 

- 10 dB Output 

0.65 

0.73 

0.83 

V 


Measured at pin 4 

- 7 dB Output 

0.92 

0.99 

1.07 

V 


Measured at pin 5 

-5 dB Output 

1.15 

1.23 

1.30 

V 


Measured at pin 6 

-3 dB Output 

1.43 

1.52 

1.61 

V 


Measured at pin 7 

- 1 dB Output 

1.77 

1.88 

2.00 

V 


Measured at pin 10 

+ 1 dB Output 

2.21 

2.34 

2.49 

V 


Measured at pin 12 

+ 3 dB Output 

2.76 

2.93 

3.10 

V 


Measured at pin 13 

+ 5 dB Output 

3.37 

3.66 

3.97 

V 


Measured at pin 14 

+ 8 dB Output 

4.72 

5.12 

5.56 

V 


Measured at pin 15 

ODB 


+ 1 




10 K Trim Pot from pin 16 

Adjust 



i 



to GND 

Range 


-2 




V| N = 3.35V 

Comparator Threshold 

-0.6 



dB 



Change with Supply 







Supply Current 


13 

20 

mA 

'cc 

V| N = 7.5V 

R L = 220 KG, Vcc = 18V 




(b) 


Figure 1. Basic Test Circuit: (a) Circuit Connection, (b) Output Waveform. 


1-242 



















XR-2276 


TYPICAL PERFORMANCE CHARACTERISTICS 


OUTPUT VOLTAGE VS LOAD CURRENT 




n v> >o r i l i o •« -s •» 



SEGMENT 


IL (mo) 


SEGMENT 


APPLICATION INFORMATION 

Vacuum Fluorescent Displays: Vacuum fluorescent dis- 
plays operate like vacuum tubes. The display consists 
of a filament, a grid and several plates. Each segment 
on the bar graph and the other symbols, reference num- 
bers, etc., are plates coated with fluorescent material. 
As with a vacuum tube, when the plate is at a potential 
lower than that of the grid, no plate current flows and 
the segment associated with that plate is cut off. When 
the plate is at the same potential as the grid, electrons 
flow from the filament to the plate, striking the fluores- 
cent material, thus, causing it to glow. Most of the new 
low voltage vacuum fluorescent displays operate with a 
plate voltage of about 16V-18V, a filament voltage of 3V 
rms and a filament current of about 100 ma. 

XR-2276 Detailed Description: The XR-2276 contains an in- 
put buffer amplifier, a bias network and 12 compara- 
tors. The input buffer amplifier, pin 1 , must be biased at 
approximately + 1 .25V under quiescent conditions. The 
signal is then applied in addition to this bias voltage. 
The full scale calibration of the XR-2276 can be fine 
tuned by varying the bias voltage slightly. 

The buffer amplifier is a high input impedance unity 
gain amplifier that applies the input voltage to one input 
of each of the twelve comparators. 

The bias network consists of a voltage reference and a 
string of weighted resistors which provide the threshold 
voltages for the twelve comparators. The reference 
voltage is adjustable by connecting a 10K trimpot from 
pin 16 to ground. This feature allows a precise setting 
of the 0 db point. 

Since decibels are ratios with respect to a reference 
value, the threshold voltages determined by the resistor 
string may not correspond to the desired reference. In 
this case it will be necessary to scale the input signal 
with either gain or attenuation to obtain the desired cor- 
respondence (see the design examples below). 

The comparators have a high open loop gain, NPN out- 
put transistors with 220K resistors connected from the 
emitters to the ground terminal, pin 8, and a 1 .5K resis- 
tor in series with the output. 


plate segments that are to remain constantly on are 
tied to the V+ line. All other plate connections are 
switched by either the XR-2276 or some other means 
(i.e., a selective switch for a Dolby symbol, etc.). The 
0 db point is adjusted for each device by the 10K pot 
from pin 16 to ground. 

Design Example: Design a gain scaling and peak detector 
circuit to drive the circuit in Figure 2, to yield an audio 
level indicator with 0 db referenced to 1 mw into 600Q. 
The circuit should have an input impedance of 100 kfl, 
respond to frequencies from 50 Hz to 15 kHz, have an 
output dc offset of 1.25V to bias the input of the 
XR-2276 and operate from a single 16V supply. This cir- 
cuit is shown in Figure 3. 



Figure 2. 2 Channel Display 

Calculate the component values for the gain scaling 
stage. 

The rms voltage that corresponds to 1 mw in 600Q is: 

VPR = V(1 mw)(600£2) = .774 V rms 
Therefore 

Vpeak = (1.414)(.774)V rms = 1.095V 

The dc input voltage to the XR-2276 that gives a 0 db in- 
dication is 2.10V. 

The gain required is 2.10/1.095 = 1.92. For a non- 
inverting amplifier gain = 1 + Rp/Rg. R we choose, 


Applications Circuits: Figure 2 shows a typical connection 
for a two channel display. Note that the grid and any 
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Rp = 22K Then Rs = 22K/.92 = 24K 








The gain for the input amplifier would have to be 


XR-2276 

R-| = R 2 = 200K to bias the input at V + /2 and yield an 
input impedance of 100K. 

Ci = 1/2 tt(50 Hz)(100K) * .033 /*F 
C 2 = 1/2tt(50 Hz)( 24K) * .15 /xF 
The input impedance to the peak detector is: 

47 K II 100K « 32K 

C 3 = 1/2tt( 50 Hz)(32K) s 0.1 /*F 

The peak detector circuit provides full wave rectifica- 
tion of the incoming audio signal. A-| serves an invert- 
ing unity gain peak detector giving a positive output for 
the negative half cycle of the incoming signal. A 2 
serves as a unity gain non-inverting peak detector giv- 
ing a positive output for the positive half cycle of the in- 
coming signal. D 3 and D4 serve as rectifier diodes and 
D-| and D 2 keep the feedback loops on Ai and A 2 , re- 
spectively, closed during the amplifiers non-rectifying 
half cycle. R5 and R7 set the closed loop gain of A-| at 
unity. R3 and R7 together with C5 provide a filter for the 
peak detector output. C5 can be adjusted to provide the 
desired damping. R4, R6, C4, D5 and Dg prevent the in- 
put of A 2 from being pulled below ground by the large 
negative transients. Rg , Rio an d Cg establish the 1.25 
volt (adjustable by Rip) dc bias for the XR2276 input. 
The operational amplifier chosen to be used in this cir- 
cuit is the XR-3403. It has adequate ac performance 
and is ideally suited to single supply operation, since its 
common mode input voltage range includes ground. 



Design Example: Design a vu indicator. The circuit above 
could be used to make a vu indicator with a slight ad- 
justment in the circuit gain. Since 0 vu is 4 dB above 
1 mw into 600fl: 

4dB = 20 log(0 vu)/1 .095 

(10) 1/5 (1.095)V = 0 vu 

0 vu = 1.735Vpeak 


Gain = (2.10)/1.735 = 1.21 
R s /Rf = .21 for non inverting amplifier 
if 

R f = 24K 

R s = (24K)(.21) » 5. IK 

Driving LED’s with the XR-2276: LED’s can be driven by 
the XR-2276 provided care is taken not to exceed the 
maximum power dissipation of the device. This can be 
accomplished in two ways. First, the cathodes of the 
display device can be multiplexed such that the total 
current sourced by the XR-2276 at any one time, does 
not cause excessive power to be dissipated. An alter- 
nate method is to drive an external pass device, such 
as an XR-2203, which in turn drives the LED’s. In this 
way the power dissipation is moved off of the XR-2276. 


Design Example: How many LED’s can be driven simulta- 
neously without exceeding the maximum power dissi- 
pation of 625 mw? Vqq = + 18V, Ta = 25°C. 

The 1.5K resistor in series with the output can be as 
high as 3K and the no load output high voltage of the 
XR-2276 should be «Vqq - IV. If the forward voltage 
on an LED is « 1 .7V, the current typically available to 
drive the LED would be: 

(18V - IV - 1.7V)/1.5K = 10.2 ma 

(5.1 ma if the series resistor = 3K) 

The total voltage across each output would be 16.3V. 
The total power dissipated per segment is: 

PD = (16.3V)(10.2 ma) = 166 mw 

The quiescent dissipation of the device 

^Dq = ('supply max)( v supply) 
or 

(20ma)(18V) = 360 mw 

The total number of segments that can be on at once is: 

625 mw - 360 mw/166 mw/ se g men | *1 Segment 

The circuit in Figure 4 shows an acceptable method for 
using the XR-2276 in conjunction with LED’s. 

Design Example: How can 12 LED’s be driven simultane- 
ously at 20 ma without causing excessive power dissi- 
pation in the XR-2276: 

This can be done easily using two XR-2203’s to drive 
the LED’s as shown in Figure 7. The current through the 
LED’s is limited by the series resistors. 
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EQUIVALENT SCHEMATIC DIAGRAM 










XR-2277/2278 



EX4R 


Dot and Bar Graph Display Generators 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-2277 and XR-2278 are 12 point level detector 
circuits designed for direct interfacing to light emitting 
diode (LED) moving-dot or bar-graph displays. Each of 
the circuits is comprised of an input buffer amplifier 
and 12 comparators, biased from a resistor string at 
logarithmic intervals. Accuracy is enhanced by an in- 
ternal reference. Each comparator provides a high im- 
pedance current source output which are all very 
closely matched and simultaneously adjustable with a 
single external resistor. A control signal applied to the 
mode select pin determines whether the display is driv- 
en in a moving-dot or bar-graph format. 


FEATURES 

High Impedance Buffered Input 
Direct LED Interface 
Constant Current Outputs 
External Dot/Bar Mode Select 



DOT/BAR 

SELECT 


2 

3 


S OUTPUTS 

5 I 


6 


7 

8 


ORDERING INFORMATION 

Part Number Package 

XR-2277P Plastic 

XR-2278P Plastic 


Operating Temperature 

0°C to +70°C 
0°C to +70°C 


APPLICATIONS 

Bar-Graph Display Generator/Driver 
Moving-dot Display Driver 
Sequential Display Indicator 
Audio Level Indicator 


ABSOLUTE MAXIMUM RATINGS 

Power Supply 1 5V 

Power Dissipation 625 mW 

Derate Above 25°C 5 mW/°C 

Operating Temperature Range 0°C to + 70°C 

Storage Temperature Range - 65°C to + 1 50°C 


SYSTEM DESCRIPTION 

The XR-2277 and XR-2278 are 12 point logarithmic lev- 
el detectors and LED drivers. LED driving current is 
provided by on board adjustable current sinks; no se- 
ries limiting resistors are required. All LEDs receive 
matched currents, ensuring equal brightness. The driv- 
ers can be programmed to source up to 22 mA. 

The LED current is set by a resistor from Pin 2 to 
Ground. The zero dB reference is set by varying the bi- 
as on Pin 3. The output may be either moving dot (one 
segment only) or bar mode (all segments up to the mea- 
sured value illuminated). This is determined by Pin 18. 

The XR-2277 provides 12 discrete outputs for an input 
level range of - 30 dB to +6 dB, referenced to an inter- 
nally set zero dB level which is typically 0.2 Vrm$- The 
XR-2278 has similar electrical charcteristics, providing 
a -20 dB to +8 dB input dynamic range referenced to 
0.13 Vrms- Both parts operate from a nominal 12V 
supply. 
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X R-2277/2278 

ELECTRICAL CHARACTERISTICS Vqq = 12 Volts, Ta = 25°C, unless otherwise specified. (See Test Circuit of Figure 2.) 



XR-2277 

XR-2278 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

Supply Voltage 

10 




12 

mm 

§§§ 

Vf(LED) = 2 V 

Supply Current 


5 

10 


5 

mm 


> 

O 

II 

z: 

> 

LED Current 


■ 

22 

■ 

■ 



R 3 Varied 

See Figure 4 

LED Current 

12 

15 

18 


■a 

18 

■ 

R 2 = 27 KG 

l[_ED Matching between Outputs 

-1.5 


+ 1.5 

-1.5 


+ 1.5 

mA 

R 2 = 27 KG 

Input Voltage for 0 dB Output 

0.10 

0.20 

0.25 

0.09 

0.13 

0.18 

Vrms 

0 dB Output Threshold 

Input Current 


50 



50 


nA 


Outputs 









Output 1 (pin 17) 

-31.5 

-30.0 

-28.5 


20.0 


dB 

See Note 1 

Output 2 (pin 16) 


-27.0 


-16.5 

-15.0 

-13.5 

dB 

See Note 2 

Output 3 (pin 15) 

-25.0 

-24.0 

-23.0 

-11.5 

-10.0 

-8.5 

dB 


Output 4 (pin 14) 

-21.5 

-20.0 

-18.5 

-8.0 

-7.0 

-6.0 

dB 


Output 5 (pin 13) 

-18.5 

-17.0 

-15.5 

-6.0 

-5.0 

-4.0 

dB 


Output 6 (pin 12) 

-15.5 

-14.0 

-12.5 

-4.0 

-3.0 

-2.0 

dB 


Output 7 (pin 1 1) 

-11.0 

-10.0 

-9.0 

-1.5 

-1.0 

-0.5 

dB 


Output 8 (pin 10) 

-8.0 

-7.0 

-6.0 


0 


dB 


Output 9 (pin 8) 

-5.0 

-4.0 

-3.0 

+ 0.5 

+ 1.0 

+ 1.5 

dB 


Output 10 (pin 7) 


0 


+ 2.0 

+ 3.0 

+ 4.0 

dB 


Output 1 1 (pin 6) 

+ 2.0 

+ 3.0 

+ 4.0 

+ 4.0 

+ 5.0 

+ 6.0 

dB 


Output 12 (pin 5) 

+ 4.5 

+ 6.0 

+ 7.5 

+ 6.5 

+ 8.0 

+ 9.5 

dB 



NOTES: 

1. Calibration adjustment for XR-2277: An input voltage, V|n, is applied at -27 dB level, referenced to zero dB 
setting, and R-j is adjusted until Output 2 (Pin 16) turns on. 

2. Calibration adjustment for XR-2278: An input voltage, V|n, is applied at -20 dB level, referenced to zero dB 
setting, and Ri is adjusted until Output 1 (Pin 17) turns on. 



Rt = soon 

R 2 = 27K11 
R 3 = 330KH 
R 4 = 10KH 
R 5 = 10KH 
C ! = 2.2/xF 
C 2 = 10/lj.F 
R L = 200H 
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XR-2277/2278 


OUTPUTS 
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PRINCIPLES OF OPERATION 


XR-2277/2278 


As shown in the equivalent circuit schematic of Figure 
1, each circuit is comprised of 12 voltage comparators 
with current source outputs. One input in each of the 
comparators is connected to a common voltage line. 
The input voltage, V|[\j, is applied to this signal line 
through a buffer amplifier. The remaining input of each 
of the comparators is biased from an internal resistor 
ladder connected to a voltage reference on the 1C chip. 
Thus, each of the 12 ladder taps corresponds to the 
particular output thresholds, listed as outputs one 
through twelve, in the electrical characteristics. 

As the input voltage applied to the device is increased, 
each of the 12 comparators in the chip changes state 
sequentially at the time the input signal levels reach 
their respective threshold levels. The current source 
outputs of these comparators can directly drive LED 
displays. The circuit can operate both in moving-dot or 
bar-graph display format. 

Figure 3 shows the typical output current waveforms 
for operating in either the moving-dot or the bar-graph 
modes. The mode of operation is selected by the logic 
state at Pin 18. If this pin is grounded, the output dis- 
play is in the moving-dot format where only one of the 
current outputs is active at any one time, depending on 
the input signal level. 

If Pin 18 is left an open circuit, then the 1C operates as 
a bar-graph display generator. In this mode of opera- 
tion, the external LEDs are connected in series, in 
groups of four to minimize power dissipation. 

The outputs of the comparators (4), (8), and (12), con- 
tinue conducting in this manner as long as the voltage 
level is above in respective threshold points. 


shows the available output drive current, \\_ ed > as a 
function of R2. 

Response Adjustment 

Transient response of the circuit is adjusted by an exter- 
nal resistor, R5, and capacitor, C2, connected from Pin 
4 to ground. Typical component values for audio fre- 
quency applications, from 20 Hz to 20 kHz, are: R5 = 
10 kQ and C2 = 10 ^F. The internal impedance at Pin 4 
is approximately 100 ohms. C2 functions as a holding 
capacitor of the internal peak rectifier circuit, with R5 
controlling its decay time. 

Scale Adjustment 

The output thresholds for the XR-2277 or the XR-2278 
are measured relative to an internal zero dB reference 
level. Thus, for a given input signal dynamic range, 
each circuit must be calibrated with respect to the zero 
dB reference level setting. This calibration is performed 
by adjusting the potentiometer, R-| , shown in Figure 2. 
The scale adjustment is performed with an audio fre- 
quency ac signal applied to the circuit. 

XR-2277 

Step 1: Determine exact value of input voltage to pro- 
duce zero dB output. This is done by increasing the ac 
input signal amplitude until Output 10 (Pin 7) begins 
conduction. 

Step 2: Reduce input voltage level to -27 dB refer- 
enced to the input level of Step 1 . Adjust R-| until Output 
1 (Pin 16) begins conduction. 

XR-2278 


EXTERNAL ADJUSTMENTS 
Output Brightness Adjustment 


Step 1 : Determine exact value of input voltage to pro- 
duce zero dB output. Do this by increasing ac input sig- 
nal level until Output 8 (Pin 10) begins conduction. 


The output current level for each of the 12 outputs is 
controlled by an external current setting resistor, R2, 
(R2 ^ 20 kQ) connected from Pin 2 to Ground, Figure 4 



hi 


>2 


OH 

OPF 

ON 

OFF 



(t>) OUTPUT CURRENTS IN MOVING-DOT MODE 


Figure 3. Typical Output Waveforms in Moving-Dot Display 
Mode 


Step 2: Reduce input voltage level by -20dB refer- 
enced to its zero dB level. Adjust R-j until Output 1 (Pin 



20 25 30 35 40 45 50 

R 2 IN Kft 

Figure 4. Output Drive Current as a Function of Current 
Setting Resistor, R 2 
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XR-2277/2278 

APPLICATIONS 
MOVING-DOT DISPLAY 

Figure 5 shows the basic connection of the XR-2277, or 
the XR-2278, as a moving-dot display generator and 
driver. In this mode of operation Pin 18 is connected to 
ground. Increasing the voltage at the input will cause 
each one of the 12 LEDs to turn on, one at a time, at the 
appropriate input level, and thus generate a moving dot 
of light. Output waveforms for this mode are shown in 
Figure 3(b). 

BAR-GRAPH DISPLAY 

Figure 6 shows the basic circuit connection for the XR- 
2277, or the XR-2278, as a bar-graph display generator 
and driver. Note that in this mode of operation the 12 
LEDs are connected in series in three groups of four 
LEDs, and the mode-select terminal (Pin 18) is left an 
open circuit. Each LED will turn on and stay on as the 
input signal amplitude is increased as long as the input 
voltage stays above the threshold level corresponding 
to that particular output. 

AUDIO LEVEL INDICATOR 

Figure 7 shows a complete audio level indicator system 
made up of either the XR-2277 or the XR-2278 Display 
Generator and an adjustable gain amplifier. For a given 
dynamic range of the input audio voltage, Va, the po- 
tentiometer Rg is used to set the gain of the input ampli- 
fier which is adjusted to give the desired zero dB output 
level from the display generator 1C. The potentiometer 
R-j is then adjusted to set the lowest output level; i.e., 
the -27 dB level for the XR-2277 or the -20 dB level 
for the XR-2278. The display output format can be ei- 
ther the moving-dot or the bar-graph type, by choosing 
the LED interconnections and the logic signal applied 
to Pin 18. 



Figure 5. Circuit Connection for Moving-Dot Display 
Generation 



Figure 6. Circuit Connection for Bar-Graph Display 
Generation 



A-, = Vz OF XR-082 

* R-j = CALIBRATION POTENTIOMETER. 

Figure 7. Typical Audio Level Indicator System Using the XR-2277/XR-2278. 
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XR-2279 



EXAR 


Dot and Bar-Graph Display Generators 


GENERAL DESCRIPTION 

The XR-2279 is a 12 point logarithmic dot or bar-graph 
generator/LED driver. The device compares an input 
signal with an adjustable reference and graphically dis- 
plays the results. Since LED driving current is provided 
by on board adjustable current sources, no current lim- 
iting resistors are required. A special feature of the XR- 
2279 is the four highest outputs sink one half the cur- 
rent of the lower eight; this allows equivalent bright- 
ness with red and green mixed displays. 

Dot or bar mode selection is provided. The twelve out- 
put levels are in 3 dB steps from - 27 dB to +6 dB. The 
reference point is externally adjustable. 


FEATURES 

Direct LED Interface 

Constant Three dB/Step Logarithmic Scale 
External Dot/Bar Mode Select for Dot/Bar-Graph 
Formats 

Adjustable Output Current Levels 
Current Source Outputs 


APPLICATIONS 

Bar Graph Display Generator 
Moving-dot Display Generator 
Logarithmic Level Indicator 
Sequential Level Indicator 


ABSOLUTE MAXIMUM RATINGS 

Power Supply 15V 

Power Dissipation 625 mW 

Derate Above 25°C 5 mW/°C 

Operating Temperature Range 0°C to + 75°C 

Storage Temperature Range -65°C to + 150°C 


FUNCTIONAL BLOCK DIAGRAM 



ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-2279CP Plastic 0°Cto+70°C 

SYSTEM DESCRIPTION 

The XR-2279 is a 12 point logarithmic level detector cir- 
cuit designed for direct interfacing to light emitting di- 
ode (LED) moving-dot or bar-graph displays. The circuit 
is comprised of an input buffer amplifier and 12 com- 
parators which are biased from an internal voltage ref- 
erence. Each comparator provides a high impedance 
current source output which are all very closely 
matched and simultaneously adjustable with a single 
external resistor. A control signal applied to the mode 
select Pin 18 determines whether the display is driven 
in a moving-dot or bar-graph format. 

The circuit provides 12 discrete outputs for an input 
level range of - 27 dB to + 6 dB, referenced to an inter- 
nally set zero dB level, typically 0.2 VrmS- Each ste P 
represents 3 dB, and the reference level is adjustable. 

The upper four outputs, 9-12 (see Equivalent Schematic 
Diagram), are internally set to provide one-half the cur- 
rent out as outputs 1-8. This is for driving red LEDs (as 
over-range indicators) which require less current than 
other colors. 
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XR-2279 

ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqc = 12 Volts, Ta = 25°C, unless otherwise specified. (See Test Circuit of Figure 2.) 



XR-2279 



PARAMETERS 

MIN 



UNITS 

CONDITIONS 

Supply Voltage 

10 

12 

14 

m3 

Vf(LED) = 2V 

Supply Current 


5 

10 

moon 

V| N = O V 

Output Current 




■ 

R 2 = 27Kfl 

Outputs 1 through 8 

12 

15 

18 


Measured at Pins 10 through 17 

Outputs 9 through 12 

6 

8 

10 


Measured at Pins 5 through 8 

Output Current Matching 





R 2 = 27 KQ 

Outputs 1 through 8 

-2.0 



mA 

Measured at Pins 10 through 17 

Outputs 9 through 12 

-1.0 



mA 

Measured at Pins 5 through 8 

Maximum Drive Current 




mm 

R 2 varied - see Figure 4 

Outputs 1 through 8 




■ 

Measured at Pins 10 through 17 

Outputs 9 through 12 





Measured at Pins 5 through 8 

Input Voltage for 0 dB Output 

0.10 

0.20 

0.25 

BtlSfi 

0 dB Output Threshold 

Input Current 


50 


nA 

Measured at Pin 3 

Outputs 






Output 1 (Pin 7) 


-27 


dB 

See Note 1 

Output 2 (Pin 16) 

-25.5 

-24.0 

-22.5 

dB 


Output 3 (Pin 15) 

-22.5 

-21.0 

-19.5 

dB 


Output 4 (Pin 14) 

-19.5 

-18.0 

-16.5 

dB 


Output 5 (Pin 13) 

-16.5 

-15.0 

-13.5 

dB 


Output 6 (Pin 12) 

-13.5 

-12.0 

-10.5 

dB 


Output 7 (Pin 1 1) 

-10.5 

-9.0 

-7.5 

dB 


Output 8 (Pin 10) 

-7.0 

-6.0 

-5.0 

dB 


Output 9 (Pin 5) 

-4.0 

-3.0 

-2.0 

dB 


Output 10 (Pin 6) 


0 


dB 

See Note 1 

Output 1 1 (Pin 7) 

+ 2.0 

+ 3.0 

+ 4.0 

dB 


Output 12 (Pin 8) 

+ 4.5 

+ 6.0 

+ 7.5 

dB 



Note 1 : 

Determine exact value of input voltage to produce zero dB output. This is done by increasing the ac input signal 
amplitude until Output 10 (Pin 6) begins conduction. 

Reduce input voltage level to -27 dB referenced to the input level of Note 1. Adjust R-| until Output 1 (Pin 17) 
begins conduction. 

EQUIVALENT SCHEMATIC DIAGRAM 


OUTPUTS 
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PRINCIPLES OF OPERATION 

As shown in the equivalent circuit schematic, the cir- 
cuit is comprised of 12 voltage comparators with cur- 
rent source outputs. One input in each of the compara- 
tors is connected to a common voltage line. The input 
voltage, V|n, is applied to this signal line through a 
buffer amplifier. The remaining input of each of the 
comparators is biased from an internal resistor ladder 
connected to a voltage reference on the 1C chip. Thus, 
each of the 12 ladder taps corresponds to the particu- 
lar output thresholds, listed as outputs one through 
twelve, in the electrical characteristics. 



Figure 3. Typical Output Waveforms in Moving-Dot Display 
Mode 


As the input voltage applied to the device is increased, 
each of the 12 comparators in the chip changes state 
sequentially at the time the input signal levels reach 
their respective threshold levels. The output currents of 
the last four outputs (Pins 5 through 8) are set at one- 
half the current output of the first eight outputs. This is 
done to minimize power dissipation since the last four 
outputs normally drive red LEDs to indicate “over- 
range” condition. The red LEDs are normally more effi- 
cient than other colors and require approximately one- 
half as much current for the same brightness. 


EXTERNAL ADJUSTMENTS 
Output Brightness Adjustment 

The output current level for each of the 12 outputs is 
controlled by an external current setting resistor, R 2 , 
(R 2 20 k 0) connected from Pin 2 to Ground. Figure 4 
shows the available output drive current, l{_ED> as a 
function of R 2 . 


Figure 3 shows the typical output current waveforms 
for operating in the moving-dot mode. The mode of op- 
eration is selected by the logic state at Pin 18. If this pin 
is grounded, the output display is in the moving-dot for- 
mat where only one of the current outputs is active at 
any one time, depending on the input signal level (see 
Figure 3(b)). 


If Pin 18 is left an open circuit, then the !C operates as 
a bar-graph display generator. In this mode of opera- 
tion, the external LEDs are connected in series, in 
groups of four to minimize power dissipation. 



20 25 30 35 40 45 50 

R 2 in KH 


The outputs of the comparators, (4), (8), and (12), con- 
tinue conducting in this manner as long as the voltage 
level is above the respective threshold points. 
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Figure 4. Output Drive Current as a Function of Current 
Setting Resistor, R 2 



XR-2279 


Response Adjustment 

Transient response of the circuit is adjusted by an exter- 
nal resistor, R5, and capacitor, C2, connected from Pin 
4 to ground. Typical component values for audio fre- 
quency applications, from 20 Hz to 20 kHz, are: R5 = 
10 kfi and C2 = 10 /*F. The internal impedance at Pin 4 
is approximately 100 ohms. C2 functions as a holding 
capacitor of the internal peak rectifier circuit, with R5 
controlling its decay time. 

Scale Adjustment 

The output thresholds for the XR-2279 are measured 
relative to an internal zero dB reference level. Thus, for 
a given input signal dynamic range, each circuit must 
be calibrated with respect to the zero dB reference lev- 
el setting. This calibration is performed by adjusting the 
potentiometer, R-j , shown in Figure 2, with an audio fre- 
quency ac signal applied to the circuit in two steps, as 
follows: 

Step 1 : Determine exact value of input voltage to pro- 
duce zero dB output. This is done by increasing the ac 
input signal amplitude until Output 10 (Pin 7) begins 
conduction. 


Step 2: Reduce input voltage level to -27 dB refer- 
enced to the input level of Step 1 . Adjust R-| until Output 
1 (Pin 7) begins conduction. 



‘Rf ■ 5001) ■ CALIBRATION POTENTIOMETER. 

Figure 5. Circuit Connection for Moving-Dot Display 
Generation 

MOVING-DOT DISPLAY 

Figure 5 shows the basic connection of the XR-2279 as 
a moving-dot display generator and driver. In this mode 
of operation pin 18 is connected to ground. Increasing 
the voltage at the input will cause each one of the 12 
LEDs to turn on, one at a time, at the appropriate input 
level, and thus generate a moving dot of light. Output 
waveforms for this mode are shown in Figure 3(b). 



Figure 6. Circuit Connection for Bar-Graph Display 
Generation 


will turn on and stay on as the input signal amplitude is 
increased as long as the input voltage stays above the 
threshold level corresponding to that particular output. 

AUDIO LEVEL INDICATOR 

Figure 7 shows a complete audio level indicator system 
made up of the XR-2279 Display Generator and an ad- 
justable gain amplifier. For a given dynamic range of 
the input audio voltage, Va, the potentiometer Rg is 
used to set the gain of the input amplifier which is ad- 
justed to give the desired zero dB output level from the 
display generator 1C. The potentiometer R-| is then ad- 
justed to set the lowest output level; i.e., the -27 dB 
level. The display output format can be either the 
moving-dot or the bar-graph type, by choosing the LED 
interconnections and the logic signal applied to Pin 18. 

BAR-GRAPH DISPLAY 

Figure 6 shows the basic circuit connection for the XR- 
2279 as a bar-graph display generator and driver. Note 
that in this mode of operation the 12 LEDs are connect- 
ed in series in three groups of four LEDs, and the mode- 
select terminal (Pin 18) is left an open circuit. Each LED 



Figure 7. Typical Audio Level Indicator System 
Using the XR-2279. 
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XR-2284/2288 



EXAR 


High-Voltage AC Plasma Display Drivers 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAMS 


The XR-2284 and the XR-2288 are high voltage display 
driver arrays especially designed for interfacing with ac 
plasma display systems. The XR-2284 contains four in- 
dependent driver channels, whereas its dual version, 
the XR-2288, contains eight driver channels. Each driv- 
er array can be used for either the segment or the col- 
umn (or digit) drive, and several arrays can be 
“stacked” together to drive a large number of display 
segments. 

All four channels of the XR-2284 are driven by a com- 
mon ac toggle voltage; however, the XR-2288 has two 
independent toggle inputs, one for each of the four 
channels in the 1C. The XR-2284 and the XR-2288 are 
designed for 360 volt ac plasma systems and have min- 
imum stand-off voltages of 90 volts. The XR-2284C and 
the XR-2288C are designed for 240 volt plasma sys- 
tems, and have minimum stand-off voltages of 60 volts. 

The circuits can operate with ac toggle frequencies up 
to 200 kHz, and each driver channel can sink or source 
100 mA of capacitive load current. For proper opera- 
tion, the substrate terminals of all drivers must be 
grounded through an external disconnect diode, Dx, as 
shown in the schematic diagram. 

FEATURES 

High Stand-off Voltage 
90 V minimum for XR-2284/XR-2288 
60 V minimum for XR-2284C/XR-2288C 
Very Low AC Standby Power 
( = 25 mW/channel at 100 kHz) 

Zero DC Standby Power 
100 mA Output Drive Capability 
TTL and CMOS Compatible Inputs 
Digital or Segment Drive Capability 

APPLICATIONS 

High Voltage AC Plasma Panels 
High Voltage Pulsed Displays 
Pulsed AC Switching 

ABSOLUTE MAXIMUM RATINGS 

Toggle Input Voltage 

XR-2284P/XR-2288P ± 90V peak 

XR-2284CP/XR-2288CP ± 60B peak 



1 

OUTI 

J 


1 

OUTF 

J 


TOGGLE A 


> OUTPUTS 


TOGGLES 


Power Dissipation 


XR-2284P/XR-2284CP 

625 mW 

XR-2288P/XR-2288CP 

900 mW 

Derate above +25°C 

5 mW/°C 

Storage Temperature 

-65°C to 150°C 

ORDERING INFORMATION 


Part Number 

Package 

Operating Temperature 

XR-2284P 

Plastic 

0°C to 70°C 

XR-2284CP 

Plastic 

0°C to 70°C 

XR-2288P 

Plastic 

0°C to 70°C 

XR-2288CP 

Plastic 

0°C to 70°C 
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XR-2284/2288 

ELECTRICAL CHARACTERISTICS 

Test Conditions: Test Circuit of Figure 1, with external diode Dx = IN4002 or equivalent, Ta = 25°C, unless otherwise 
specified. (See operating precautions.) 



XR-2284/XR-2288 

XR-2284C/XR-2288C 




PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNIT 

SYMBOL 

CONDITIONS 

Maximum Toggle Voltage 

±90 



±60 



v pp 

V T 

Peak-to-peak 









AC voltage- 
See Figure 3. 


Output Current Capability 










Max Sourcing Current 

100 

150 


100 

120 


mA 

•source 

12% Duty Cycle 

Max Sinking Current 

100 

120 



120 


mA 

•sink 

12% Duty Cycle 

Output Voltage 









See Figure 4. 

High Output) 

(selected) 


1 

> 



< 

H 

1 


v peak 

v OHS 


High Output 
(non-selected) 


4V 



4V 



VOHN 


Low output 


(-Vj + 2) 



(-Vj + 2) 


Vpeak 

v OL 


Maximum Toggle 
Frequency 

200 


t 

100 

200 


kHz 

fT 


High-Level Input 

2 

1.4 


2 

1.4 


V 

V|H 


Low-Level Input 


1.2 

0.8 


1.2 

0.8 

V 

VlL 


Input Current 


8 

16 


8 

16 

mA 

'IN 

See Figure 3. 

Switching Characteristics 









See Figure 4. 

Rise Delay 


500 



500 


nsec 

trd 


Fall Delay 
(selected) 


500 



500 


nsec 

tfds 


Fall Delay 
(non-selected) 


500 



500 


nsec 

tfdn 



IMPORTANT OPERATING PRECAUTIONS 

1. External diode Dx with reverse breakdown voltage 
>Vj must be included in all circuit applications. This 
diode decouples or “floats” the 1C from the circuit 
ground during the negative excursions of the toggle 
voltage, Vj. 

2. the rise and fall times of toggle voltages, Vy, must be 
held to a value such that output current of each chan* 



Figure 1 . Generalized Test Circuit 


nel does not exceed 100 mA. This can be done by limit- 
ing the slewrate of toggle voltage to: 

/ dVy \ 100 mA 

V'dT/ rnax *~cT' 

where C[_ is the total load capacitance, including the 
capacitance of the display elements, driven by the par- 
ticular output. 
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FUNDAMENTALS OF AC PLASMA DISPLAYS 

Ac plasma display offer significant advantages over 
other alpha-numeric displays such as fluorescent or 
LED type panels. Some of these advantages are the 
low cost of the display itself, its wide viewing angle, and 
the ease of formatting in the selection of display seg- 
ments and digits. Plasma systems typically require high 
voltage (200V or higher) ac drivers operating at rela- 
tively high frequencies (100 kHz and up). Although the 
plasma display panel is a capacitive load and does not 
draw dc current, the display driver output is required to 
provide a high output drive current (typically 50 to 100 
mA), during the rising and the falling edges of the toggle 
voltage, so that the driver output can still follow the ac 
toggle voltage at high frequencies. 

The ac plasma displays normally require a net voltage 
in excess of 200 volts across the display to turn it on. In 
practice, this is achieved by “pulsing” the display with 
two out-of-phase toggle voltages (Vj), such that a net 
peak-to-peak voltage of 2Vy appears across the select- 
ed display portion to make it turn on. Thus, in control- 
ling the plasma display, one must control the amplitude 
of two peak-to-peak toggle swings, one on the 
“segment-side” and the other on the “digit-side” of the 
display, where each toggle swing is equal to only one- 
half of the total voltage swing needed to light up the dis- 
play. For example, for 240 volt ac plasma display sys- 
tems, the toggle voltage used (Vy) would be 120 volts; 
and for 360 volt display systems, 180 volt toggle voltage 
will be needed. 

PRINCIPLES OF OPERATION 

The XR-2284 and the XR-2288 ac plasma display driver 
circuits control the drive voltage applied to the segment 
or the digit section of an ac plasma panel. 

Figure 3 shows the timing waveforms associated with 
the ac plasma driver circuit, for the case of a 360 volt 
display system (i.e., Vj = ±90V = 180V pp). In normal 
operation, all of the driver channels are driven by a 
common ac toggle voltage (Vj) shown in Figure 3(a). 
When the control input to a driver channel, Vj n , is at 
“high” state, as shown in Figure 3(b), its output would 
be clamped nearly to ground and would follow the neg- 
ative excursions of the toggle voltage, Vj. This pro- 
duces only 1/2 of the required peak-to-peak voltage 
across the particular display segment, which is not 
enough to light it. However, if Vj n is at a “low” state, the 
driver output, V out , would be enabled and follow closely 
the peak-to-peak excursions of the toggle voltage. This 
would then cause the nearly full peak-to-peak swing of 
the ac drive to appear across the selected display seg- 
ment. 

It should be noted that due to the external blocking di- 
ode Dx of Figure 1, the monolithic 1C substrate is com- 
pletely decoupled from ground during the negative ex- 
cursion of the toggle voltage and the internal diode, D2, 
of the schematic diagram causes the output to follow 
the toggle voltage within one diode drop. In this man- 
ner, the 1C has to withstand only one-half of the total ac 
signal swing, or the one-fourth of the total voltage ap- 


XR-2284/2288 



(a) Toggle volUge 


V|N- 
OV 

(b) Input voltage, V (N 


t 



DE- ACTIVATED jl , J 

CHANNEL 'ACTIVATED 1 

CHANNEL 

(c) Channel output voltage, Vqut 

Figure 3. Timing Diagram of Circuit Waveforms 
pearing across the entire plasma panel. 

CIRCUIT DESCRIPTION 

Both the XR-2284 and the XR-2288 are multichannel 
driver circuits, packaged in 14 and 20-pin dual-in-line 1C 
packages respectively. The XR-2284 is a four-channel 
display driver, whereas the XR-2288 is an eight-channel 
circuit, made up of two four-channel driver chips in the 
same dual-in-line package. Thus, the XR-2288 has two 
toggle voltage and substrate inputs; one for each of the 
two four-channel 1C chips sharing the same package. 

The equivalent circuit diagram for a typical driver chan- 
nel is shown in the schematic. All the channels have 
their own independent inputs and outputs, but share a 
common toggle or clock input and a common substrate 
or ground connection. The circuit is designed as a se- 
ries connection of two controlled-switches, or SCR’s. 
The transistors, Q3 and Q2, form one of the controlled- 
switches, and Q-j and Q4, form the second controlled- 
switch. The internal junction capacitance, Cj, causes 


COMMON TO COMMON TO 

ALL DRIVERS ALL DRIVERS 



Figure 4. Generalized Connection Diagram XR-2284 and 
XR-2288. 
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XR-2284/2288 

the respective controlled-switches to be turned on dur- 
ing the positive and negative edges of the toggle input, 
V T 

An external diode, Dx with a brekdown voltage >Vj, is 
used to “float” the substrate or decouple it from ground 
during the negative excursions of the toggle voltage. 
This external decoupling diode is common to all chan- 
nels, and can serve more than one 1C package, as 
shown in Figure 4. In this manner, many driver IC’s, ei- 
ther of the four-channel (XR-2284) or the eight-channel 
(XR-2288) type, can be “stacked” to drive a large num- 
ber of display segments or columns, with only one com- 
mon blocking diode and a common toggle input, as 
shown in the Figure 4. 

Under dc conditions, i.e., with no ac toggle drive, the 
driver IC’s do not dissipate any appreciable standby 
power. However, when the ac toggle voltage, Vj, is ap- 
plied and a particular channel is enabled, then the cor- 
responding output can follow the peak-to-peak toggle 
voltage and sink or source up to 100 mA of capacitive 
load current to the plasma panel. 

APPLICATIONS 

Driving Seven-Segment Displays 

Figure 5 illustrates a four digit, seven-segment plasma 
display panel with decimal point. The entire display can 
be driven by one XR-2288 driver for the segment side 
and one XR-2284 driver for the digit side. The segment 
and the digit drivers each must have their external dis- 
connect diode, Dx, as shown in the figure. The seg- 
ment and the digit sides of the display are driven by out- 
of-phase toggle signals, Vj and Vj, which cause a total 
firing voltage of four Vj to appear across the enabled 
display segment. Segments not enabled will have a net 
voltage of three Vj across them. The peak-to-peak 



NOTE: EXTERNAL DIOOE. D x (IN4002 OR EQUIVALENT) SHOULD 
BE SEPARATE FOR DIGIT AND SEGMENT SIDES 

Figure 5. Typical Circuit Connection for Driving 7-Segment 
4-Digit Display with Decimal Point 

swing of the toggle voltage, Vj, is chosen so that the fir- 
ing voltage, Vf, necessary for the display to light up, 
falls into the range of: 

3 V T < V f < 4 Vj. 

In this manner, only the selected and enabled display 
cells will have an energizing voltage > Vf. 

Driving Alpha-Numeric Displays 

Figure 6 shows the circuit connection for driving an 
eight digit, 16-segment alpha-numeric display. The 
number of digits can be increased by connecting addi- 
tional XR-2284 or XR-2288 driver arrays into the digit 
side. These additional arrays can be directly “stacked” 
using the same external disconnect diode, Dx, and the 
same toggle voltage drive lines already present on the 
digit side. 



MOTf : CrrCMHAL WOOt. Dy (MMOI OA EOUTVALEWT) (HOULO 
M UAAftATf FOA oar ANO KOMCMT hoc* 

Figure 6. Circuit Configuration for Driving 16-Segment 
Alpha-Numeric Display Panel 


EQUIVALENT SCHEMATIC DIAGRAM 
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EX^R 


XR-61 18/61 28 


Fluorescent Display Drivers 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-61 18 and the XR-61 28 are high-voltage display 
driver arrays which are designed to interface between 
low-level digital logic and vacuum fluorescent displays. 
Each circuit consists of eight independent signal chan- 
nels comprised of Darlington output stages and 
common-emitter type inputs. All stages on the chip 
share common power supply and ground connections. 
Both device types are capable of driving digits and/or 
segments of fluorescent displays, and all of the eight 
outputs can be activated simultaneously. 


FEATURES 

Direct Replacement for Sprague UDN-6118A, 
UDN-6128A, and UDN-6118P-2 (60V) 

Digit or Segment Drive Capability 
Low Input Current 
Integral Output Pulldown Resistors 
Low Power 

High Output Breakdown Voltage 



ORDERING INFORMATION 


Part Number 


Package Operating Temperature 


XR-61 18P Plastic 

XR-61 28P Plastic 

XR-61 18P-2 Plastic 


0°C to +70°C 
0°C to +70°C 
0°C to + 70°C 


SYSTEM DESCRIPTION 


ABSOLUTE MAXIMUM RATINGS 

Supply Voltage, Vbb 85V 

Output Voltage, Vqut 85V 

Input Voltage, V||\| 20V 

Output Current, IquT 40 mA 

Power Dissipation, Oa ^ 25°C) 1 W 

Derate Above 25°C 8 mW/°C 

Operating Temperature 0°C to + 85°C 

Storage Temperature - 55°C to + 1 50°C 


The XR-61 18 and XR-61 28 fluorscent display drivers 
can switch up to 85V and 40 mA. Inputs are protected 
to 20V. The XR-61 18 is compatible with TTL, Schottky 
TTL, DTL and 5 Volt CMOS logic families. The XR-61 28 
is intended for use with PMOS or CMOS logic families 
operating with supply voltages of 6V to 1 5V. The two de- 
vice types differ only in their input threshold levels (See 
Figure 1). With either device type, the output load is ac- 
tivated when the inputs are pulled toward positive sup- 
ply. Output pulldown resistors are included on the die. 
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XR-61 18/61 28 


ELECTRICAL CHARACTERISTICS 

Test Conditions: Oa = 25°C, Vbb = 80V) Full Temp. Range 0°C to +70°C, XR-61 18A only. 


SYMBOL 

PARAMETERS 

X 

MIN 

ICEX 

Output Leakage 
Current 


v OUT 

Output ON Voltage 

75 

75 


Input On Voltage 



Input ON Current 


IBB(OFF) 

Supply Current 

Off Condition 



XR-61 18A 


XR-61 28A 


MAX 

MIN 

TYP 

MAX 

UNIT 

15 

15 



15 

mA 


75 



V 

2.4 

2.4 



4.0 

V 


CONDITIONS 


lOUT = 25 mA 
V| N = 2.4 V (XR-61 18) 
V| N = 4 V (XR-61 28) 

lOUT = 25 mA 











XR-61 18/61 28 


+ V BB 



One of Eight (*) For XR-61 18 

Stages R|N = 10 K, Rb = 30 K 

For XR-61 28: 

Rin = Rb = 20 k 

EQUIVALENT SCHEMATIC DIAGRAM 
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Fundamentals of Operational Amplifiers 


The “ideal” operational amplifier can be defined as a 
voltage-controlled voltage amplifier circuit which offers 
infinite voltage gains with an infinite input impedance, 
zero output impedance, and infinite bandwidth. The ad- 
vantage of such an idealized block of gain is that one 
can perform a large number of mathematical “opera- 
tions”, or generate a number of circuit functions by ap- 
plying passive feedback around the amplifier. 

The key features of operational amplifier application 
can be illustrated using the simple feedback circuit of 
Figure 1, and assuming that the operational amplifier 
has infinite gain and infinite input impedance. Then, the 
following two conditions have to be satisfied: 

a) Since the voltage gain is infinite, the net voltage 
across the input terminals of the operational amplifi- 
er must be zero, if the operational amplifier output 
voltage is to be finite. In the circuit of Figure 1, this 
causes the inverting input terminal of the operation- 
al amplifier to behave as a “virtual ground". 

b) Since the input impedance of the ideal operational 
amplifier is infinite, no input current is drawn by the 
operational amplifier, the total current going into the 
circuit node connected to the inverting input of the 
operational amplifier (node Q in Figure 1) must be 
equal to the total current coming out, i.e.: 


Is = -If and 

Rs 


Vo 

Rf 


(D 


Solving for the overall voltage gain, one obtains: 


a v = Me = - 

V IN R S 


( 2 ) 


A V = v OUT w IN = 


1 + • 


(3) 


(1 + Rp/Rs + r F /r IN) 


Rf 



Figure 2. Basic Feedback Configuration Using an Operational 
Amplifier With Finite Input Impedance and Gain 


It should be noted that, for large values of R|n, as the 
voltage gain increases (i.e. A -> oo), this expression rap- 
idly converges to that given in equation 2; and the cir- 
cuit performance becomes solely determined by the ex- 
ternal components. 

In addition to having finite gain and input impedance, 
an actual operational amplifier circuit also has finite in- 
put bias currents as well as input offset voltage and cur- 
rents. A more complete model of a practical operational 
amplifier is shown in Figure 3 where Ig indicates the fi- 
nite input bias currents; Vj 0 and lj 0 represent the volt- 
age and current offsets associated with the circuit and 
R o is the output resistance. Due to non-zero values of 
Vj 0 and lj 0 in a practical operational amplifier circuit, 
v OUT * 0 for V|n = 0. 


Because of this property, the noninverting input of 
an operational amplifier is often referred to as its 
“summing input”. 


Rp 



Amplifier 


In the case of actual operational amplifiers, both the 
voltage gain and the input impedance are quite high, 
but still finite. Figure 2 shows the same basic feedback 
circuit assuming that the amplifier now has a finite in- 
put resistance, R|n, and a finite voltage gain A. For sim- 
plicity, the output impedance of the operational amplifi- 
er is assumed to be negligible. The overall voltage gain 
of the circuit can now be expressed as: 


r f 



Figure 3. Equivalent Circuit of a Practical Operational 
Amplifier Showing the Effects of Finite Input 
Impedance, Current and Voltage Offsets 
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Definitions of Operational Amplifier Terms 


Since the operational amplifier has become a universal 
building block for circuit and system design, a number 
of widely accepted design terms have evolved which 
describe the comparative merits of various operational 
amplifiers. Some of these terms are defined below: 

Input Offset Voltage: The input voltage which must be ap- 
plied across the input terminals to obtain zero output 
voltage. 

Input Offset Current: The difference of the currents into 
the two input terminals with the output at zero volts. 

Input Bias Current: The average of the two input cur- 
rents. 

Input Common-Mode Range: Maximum range of input volt- 
age that can be simultaneously applied to both inputs 
without causing cutoff or saturation of amplifier gain 
stages. 

Common-Mode Rejection Ratio: Ratio of the differential 
open-loop gain to the common-mode open-loop gain. 

Supply Voltage Rejection Ratio: Input offset voltage 
change per volt of supply voltage change. 

Input Resistance: The ratio of the change in input voltage 
to the change in input current on either input with the 
other grounded. 

Supply Current: The current required from the power 
supply to operate the amplifier with no load and the out- 
put at zero. 


Output Voltage Swing: The peak output voltage swing, re- 
ferred to zero, that can be obtained without clipping. 

Large-Signal Voltage Gain: The ratio of the output voltage 
swing to the change in input voltage required to drive 
the output from zero to this voltage. 

Full-Power Bandwidth: Maximum frequency over which 
the full output voltage swing can be obtained. 

Unity-Gain Bandwidth: Frequency at which the open loop 
voltage gain is equal to unity. 

Slew Rate: The maximum time rate of change of the out- 
put voltage, for a voltage step applied to the input. It is 
normally measured at the zero crossing point of the 
output voltage swing with the amplifier frequency com- 
pensated for unity gain. 

Overload Recovery Time: Time required for the output 
stage to return to active region, when driven into hard 
saturation. 

Gain Margin: The amount by which the voltage gain is 
below the unity (0 dB) level, at the frequency where the 
excess phase shift across the amplifier is exactly 180°. 
It is measured in decibels, and must be positive for un- 
conditional stability. 

Phase Margin: 180° minus the excess phase shift at the 
Frequency where the magnitude of the open loop volt- 
age gain is equal to unity. It is measured in degrees and 
must be positive for unconditional stability. 
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Basic Applications of 
Operational Amplifiers 


The general usefulness of the operational amplifier 
stems from the fact that when used in a feedback loop, 
its overall performance and transfer characteristics are 
determined almost totally by the choice of feedback 
components. To be universally useful in such an appli- 
cation, the "ideal” operational amplifier should exhibit 
infinite gain, infinite input impedance and infinite band- 
width. Although these are all idealized characteristics, 
the practical monolithic operational amplifiers closely 
approximate these features, particularly for low fre- 
quency applications. 

The availability and the low-cost of the integrated oper- 
ational amplifier makes it an extremely versatile build- 
ing block for analog system or equipment design. 
Therefore, it is mandatory that the circuit designer be 
familiar with the fundamental applications of operation- 
al amplifiers. This section of Exar’s Operational Amplifi- 
er Data Book is intended to familiarize the designer with 
some of the simple but fundamental circuit configura- 
tions using 1C operational amplifiers. The discussion is 
slanted toward the practical applications of operational 
amplifiers, as controlled by the external feedback cir- 
cuitry. The particular operational amplifier parameters 
will be discussed as they effect the circuit performance 
and accuracy. 

The integrated operational amplifiers shown in the fig- 
ures are for the most part internally compensated, so 
frequency stabilization components are not shown: 
however, other amplifiers using external compensation 
may be utilized to achieve greater operating speed in 
many circuits. 

The Inverting Amplifier 

The basic operational amplifier circuit is shown in Fig- 
ure 1. This circuit gives closed-loop gain of R2/R1 when 
this ratio is small compared with the amplifier open- 
loop gain and, as the name implies, is an inverting cir- 
cuit. The input impedance is equal to R-j. The closed- 
loop bandwidth is equal to the unity-gain frequency di- 
vided by one plus the closed-loop gain. 

The only cautions to be observed are that R3 should be 
chosen to be equal to the parallel combination of R-| 
and R2 to minimize the offset voltage error due to bias 
current; and that there will be a DC offset voltage error 
due to bias current; and that there will be a DC offset 
voltage at the amplifier output equal to closed-loop gain 
times the offset voltage at the amplifier input. 

Offset voltage at the input of an operational amplifier is 
comprised of two components, these components are 
identified in specifying the amplifier as input offset volt- 
age and input bias current. The input offset voltage is 
fixed for a particular amplifier; however, the contribu- 
tion due to input bias current is dependent on the cir- 
cuit configuration used. For minimum offset voltage at 


the amplifier input without circuit adjustment, the 
source resistance for both inputs should be equal. In 
this case, the maximum offset voltage would be the al- 
gebraic sum of amplifier offset voltage and the voltage 
drop across the source resistance due to offset cur- 
rent. Amplifier offset voltage is the predominant error 
term for low source resistances, and offset current 
causes the main error for high source resistances. 


r 2 



Figure 1 . Inverting Amplifier 


In high source resistance applications, offset voltage at 
the amplifier output may be adjusted by adjusting the 
value of R3 and using the variation in voltage drop 
across it as an input offset voltage trim. 

Offset voltage at the amplifier output is not as important 
in AC coupled applications. Here the only consideration 
is that any offset voltage at the output reduces the 
peak-to-peak linear output swing of the amplifier. 

The gain-frequency characteristic of the amplifier and 
its feedback network must be such that oscillation does 
not occur. To meet this condition, the phase shift 
through amplifier and feedback network must never ex- 
ceed 180° for any frequency where the combined gain 
of the amplifier and its feedback network is greater than 
unity. In practical applications, the phase shift should 
not approach 180° since this is the situation of condi- 
tional stability. Obviously, the most critical case occurs 
when the attenuation of the feedback network is zero. 

Amplifiers which are not internally compensated may 
be used to achieve increased performance in circuits 
where feedback network attenuation is high, i.e., the 
amount of feedback around the amplifier is low. The 
compensation trade-off for a particular connection is 
stability versus bandwidth. Larger values of compensa- 
tion capacitor yield greater stability and lower band- 
width and vice versa. 
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The Non-Inverting Amplifier 

Figure 2 shows a high input impedance non-inverting 
circuit. This circuit gives a closed-loop gain equal to the 
ratio of (R-| + R2) to R-j . Its closed-loop 3-dB bandwidth 
is equal to the amplifier unity-gain frequency divided by 
the closed-loop gain. 



The primary differences between this connection and 
the inverting circuit are that the output is not inverted 
and that the input impedance is very high and is equal 
to the differential input impedance multiplied by loop 
gain (open-loop gain/closed-loop gain). In DC coupled 
applications, input impedance is not as important as in- 
put current and its voltage drop across the source re- 
sistance. To minimize the output error due to the input 
bias current of the operational amplifier, (R-i + R2) 
should be chosen equal to the source impedance of the 
input signal. Applications cautions are the same for this 
amplifier as for the inverting amplifier with one excep- 
tion: the amplifier output will go into saturation if the in- 
put is allowed to float. This may be important if the am- 
plifier must be switched from source to source. The 
compensation trade off discussed for the inverting am- 
plifier is also valid for this connection. 

The Unity-Gain Buffer 

The unity-gain buffer is shown in Figure 3. The circuit 
gives the highest input impedance of any operational 
amplifier circuit. Input impedance is equal to the differ- 
ential input impedance multiplied by the open-loop 
gain, in parallel with common mode input impedance. 
The gain error of this circuit is equal to the reciprocal of 
the amplifier open-loop gain or to the common-mode re- 
jection, whichever is less. Input impedance is a mis- 
leading concept in a DC coupled unity-gain buffer. Bias 
current for the amplifier will be supplied by the source 
resistance and will cause an error at the amplifier input 
due to its voltage drop across the source resistance. 


The cautions to be observed in applying this circuit are 
as follows: the amplifier must be compensated for 
unity-gain operation, and the output swing of the ampli- 
fier may be limited by the amplifier common-mode 
range. The input signal swing should not exceed the in- 
put common-mode range, since this may cause a latch- 
up condition. 



Figure 3. Unity-Gain Buffer 


Summing Amplifier 

The summing amplifier, a special case of the inverting 
amplifier, is shown in Figure 4. The circuit gives an in- 
verted output which is equal to the weighted algebraic 
sum of all three inputs. The gain of any input of this cir- 
cuit is equal to the inverse ratio of the appropriate input 
resistor to the feedback resistor, R4. Amplifier band- 
width may be calculated as in the inverting amplifier 
shown in Figure 1 by assuming the input resistor to be 
the parallel combination of R-|, R2, and R3. Application 
cautions are the same as those for the inverting amplifi- 
er. If an uncompensated amplifier is used, compensa- 
tion is calculated on the basis of this bandwidth as is 
discussed in the section describing the simple inverting 
amplifier. 



Figure 4. Summing Amplifier 

The advantage of this circuit is that there is no interac- 
tion between inputs, therefore, operations such as sum- 
ming and weighted-averaging are implemented very 
easily. 
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The Difference Amplifier 

The difference amplifier is the complement of the sum- 
ming amplifier and allows the subtraction of two volt- 
ages or, as a special case, the cancellation of a single 
common to the two inputs. This circuit is shown in Fig- 
ure 5 and is useful as a computational amplifier, in mak- 
ing a differential to single-ended conversion, or in re- 
jecting an unwanted common-mode signal. 



Circuit bandwidth may be calculated in the same man- 
ner as for the inverting amplifier, but input impedance is 
somewhat more complicated. Input impedance for the 
two inputs is not necessarily equal: inverting input im- 
pedance is the same as for the inverting amplifier of 
Figure 1 and the noninverting input impedance is the 
sum of R3 and R4. Gain for either input is the ratio of R-| 
to R2 for the special case of a differential input single- 
ended output where R-j = R3 and R2 = R4. The gen- 
eral expression for gain is given in the figure. Compen- 
sation should be chosen on the basis of amplifier band- 
width. 

Care must be exercised in applying this circuit since in- 
put impedances are not equal for minimum bias current 
error. 

Differentiator Circuit 

The basic principle of a differentiator circuit is shown in 
the simplified connection diagram of Figure 6. How- 
ever, although mathematically accurate, this particular 
connection is not directly useful in practice because it 
is extremely susceptible to high frequency noise since 
AC gain increases at the rate of 6 dB per octave. In ad- 
dition, the feedback network of the differentiator made 
up of the resistor R3 and the capacitor C3 is an RC low 
pass filter which contributes 90° phase shift to the loop 
and may cause stability problems even with an amplifi- 
er which is compensated for unity-gain. 

A practical differentiator which corrects the high fre- 
quency noise problem is shown in Figure 7. Here both 
the stability and noise problems are corrected by addi- 


tion of two additional components, R-| and C2. R2 and 
C2 form a 6 dB per octave high frequency roll-off in the 
feedback network, and R-j C-j form a 6 dB per octave 
roll-off network in the input network for a total high fre- 
quency roll-off of 12 dB per octave, to reduce the effect 
of high frequency input and amplifier noise. In addition 
R-|C-| and R2C2 form lead networks in the feedback 
loop which, if placed below the amplifier unity-gain fre- 
quency, provide 90° phase lead to compensate the 90° 
phase lag of R2C1 and prevent loop instability. 


R i 



c 2 



Integrator Circuit 

Figure 8 shows the basic circuit connection for per- 
forming the mathematical operation of integration. This 
circuit is essentially a low-pass filter with a constant 
frequency roll-off of -6 dB per octave. 

The circuit must be provided with an external method of 
establishing initial conditions. This is shown in the fig- 
ure as the double-pole, single-throw switch S-|. When 
S-| is in position 1, the amplifier is connected in unity- 
gain configuration, and capacitor C-| is discharged, set- 
ting an initial condition of zero volts. When S-j is in posi- 
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tion 2, the amplifier is connected as an integrator, and 
its output will be the time-integral of the input voltage. 


I 1 Sib 




Figure 9. A Simple Low-Pass Filter Circuit 


The cautions to be observed with this circuit are two: 
the amplifier used should generally be stabilized for 
unity-gain operation and R2 must equal R-| for minimum 
error due to bias current. 


Simple Low-Pass Filter 

The simple low-pass filter is shown in Figure 9. This cir- 
cuit has a 6 dB per octave roll-off after a closed-loop 
3-dB point defined by fQ. Gain below this corner fre- 
quency is defined by the ratio of R3 to R-j. The circuit 
may be considered as an AC integrator at frequencies 
well above fQ; however, the time domain response is 
that of a single RC rather than an integral. 


A gain vs. frequency plot of circuit response is shown in 
Figure 10 to illustrate the difference between this cir- 
cuit and the true integrator. Note that the frequency re- 
sponse is flat for frequencies below fQ 


where fQ = 


1 

2ttR3Ci 



Current-to-Voltage Converter 

Current may be measured in two ways with an opera- 
tional amplifier: the current may be converted into a 
voltage with a resistor and then amplified or it may be 
injected directly into a summing node. Converting into 
voltage is undesirable for two reasons: first, an imped- 
ance is inserted into the measuring line causing an er- 
ror; second, amplifier offset voltage is also amplified 
with a subsequent loss of accuracy. The use of a 
current-to-voltage converter avoids both of these prob- 
lems. 

The current-to-voltage converter is shown in Figure 11. 
The input current is fed directly into the summing note, 
and the amplifier output voltage changes to extract the 
same current from the summing node through R-j. The 


Figure 10. Frequency Response of the Simple Low-Pass 
Filter 


scale factor of this circuit is R-j volts per ampere of cur- 
rent. The only conversion error in this circuit is the bias 
current of the operational amplifier input which is 
summed algebraically with the input current, Ijfsj. The 
main design constraints are that scale factors must be 
chosen to minimize errors due to bias current and since 
voltage gain and source impedance are often indeter- 
minate (as with photocells) the amplifier must be com- 
pensated for unity-gain operation. 
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Figure 11. Operational Amplifier as a Current-to-Voltage 
Converter 


Voltage Controlled Current-Source 

Figures 12, 13, and 1 4 show three simple circuit config- 
urations for voltage-controlled constant-current stages. 
The circuit of Figure 12 is a basic current-sink circuit 
which uses a pair of Darlington connected NPN transis- 
tors external to the operational amplifier. Assuming that 
the base current of T -j is negligible compared to the 
controlled current Iq, the current of the output transis- 
tors is equal to V||\j/R-|. 



Figure 12. Voltage-Controlled Current-Sink Circuit 


Figure 13 shows a current-source circuit which uses a 
composite connection of external PNP and NPN tran- 
sistors and produces a constant output current which is 
proportional to the net voltage drop across the sensing 
resistor, R-|. 



Figure 13. Voltage-Controlled Current-Source Circuit 


Figure 14 shows an alternate approach to obtaining a 
voltage-controlled current source which does not re- 
quire additional active devices. The circuit provides an 
output current proportional to the input voltage V|n- If 
the resistors R-| through R4 are chosen to be equal and 
much larger than R5, then the output current is: 

lOUT = V1N/R5 

The above expression assumes that the current 
through R3 is much smaller than Iq. 



Figure 14. A Voltage-Controlled Current Source Circuit 

Which Does Not Require External Active Devices 


This circuit can supply an output current of either polar- 
ity, up to the maximum positive or negative output cur- 
rent available from the operational amplifier. The maxi- 
mum voltage compliance of the output is limited by the 
output swing of the operational amplifier minus the volt- 
age drop across the sensing resistor, R5. 
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Triangle Wave Oscillator 

A constant amplitude triangular wave generator is 
shown in Figure 15. This circuit provides a variable fre- 
quency triangular wave whose amplitude is indepen- 
dent of frequency. This entire circuit can be built inex- 
pensively, using a dual operational amplifier 1C, such as 
the XR-4558. 


INTEGRATOR 

Cl 



The generator embodies an integrator as a ramp gener- 
ator and a threshold detector with hysteresis as a reset 
circuit. The integrator has been described in a previous 
section and requires no further explanation. The thresh- 
old detector is similar to a Schmitt trigger in that it is a 
latch circuit with a large dead zone. This function is im- 
plemented by using positive feedback around an opera- 
tional amplifier. When the amplifier output is in either 
the positive or negative saturated state, the positive 
feedback network provides a voltage at the non- 
inverting input which is determined by the attenuation 
of the feedback loop and the saturation voltage of the 
amplifier. To cause the amplifier to change states, the 
voltage at the input of the amplifier must be caused to 
change polarity by an amount in excess of the amplifier 
input offset voltage. When this is done, the amplifier 
saturates in the opposite direction and remains in that 


state until the voltage at its input again reverses. The 
complete circuit operation may be understood by exam- 
ining the operation with the output of the threshold de- 
tector in the positive state. The detector positive satura- 
tion voltage is applied to the integrator summing junc- 
tion through the combination R3 and R4 causing the 
current l/\ to flow. 


The integrator then generates a negative-going ramp 
with a rate of l/\/C-| volts per second until its output 
equals the negative trip point of the threshold detector. 
The threshold detector then changes to the negative 
output state, and supplies a negative current, Ib, at the 
integrator summing point. The integrator now generates 
a positive-going ramp with a rate of Ib /c 1 volts P er sec- 
ond until its output equals the positive trip point of the 
threshold detector, where the detector again changes 
output state and the cycle repeats. 

Triangular wave frequency is determined by R3, R4 and 
C*| and the positive and negative saturation voltages of 
the amplifier A-| . Amplitude is determined by the ratio of 
R5 to the combination of R-| and R2 and the threshold 
detector saturation voltages. Positive and negative 
ramp rates are equal and positive and negative peaks 
are equal if the detector has equal positive and nega- 
tive saturation voltages. The output waveform may be 
offset with respect to ground if the inverting input of the 
threshold detector, A-j, is offset with respect to ground. 

The generator may be made independent of tempera- 
ture and supply voltage if the detector is clamped with 
matched zener diodes. 

The integrator section should be compensated for 
unity-gain. The detector section may require compen- 
sation if power supply impedance causes oscillation 
during its transition time. The current into the integrator 
should be large with respect to the input bias current 
for maximum symmetry; and offset voltage should be 
small with respect to peak output voltage swing. 
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Choosing the Right Op Amp 


Because of its versatility and ease of application, the 
op-amp is often the easiest active component to design 
into the circuit. However, once the initial “paper de- 
sign” is accomplished, the user is faced with the key 
question: which op-amp is the best choice for the par- 
ticular application? The availability of a very wide 
choice of 1C op-amps of varying part numbers, types 
and features does not make the answer to this question 
an easy one. If the op-amp characteristics are not care- 
fully considered, the total system performance may be 
degraded: similarly if each op-amp is overspecified with 
an excessive amount of “overkill” for the particular ap- 
plication, then the system cost will increase unneces- 
sarily. The key selection criteria is finding the lowest 
cost operational amplifier which will be sufficient to 
meet the system performance requirements. This sec- 
tion provides a brief summary of various classes of 1C 
op-amps, their features and key applications, to assist 
the user in choosing the most cost-effective operational 
amplifier for his application. 

General Purpose Op-Amps 

A wide variety of op-amp applications such as low- 
frequency amplifiers, active filters, voltage-to-current 
converters and voltage regulators are most economi- 
cally accomplished using the low-cost general purpose 
1C op-amps. These op-amps are almost all variations of 
the basic 741 -type op-amp, and offer significant cost 
savings over any special-purpose op-amps. They are 
commercially available in single, dual or quad versions. 
The dual and quad op-amps are particularly cost- 
effective for applications such as active filters which re- 
quire a multiplicity of op-amps. The cost per op-amp is 
usually lower if one can use multiple op-amp IC’s rather 
than single op-amps. 

The single and dual general purpose op-amps are avail- 
able in both internally compensated and uncompensat- 
ed versions. The quad op-amps are almost invariably in- 
ternally compensated, to reduce the 1C package pin 
count. Most general purpose 1C op-amps have compa- 
rable electrical characteristics, namely open loop gain 
of > 20 mV/V, small-signal unity gain bandwidth of 1 to 
2 MHz and a slew rate of «1V//*sec. 

Exar manufactures a wide choice of dual or quad gen- 
eral purpose op-amps. All of these op-amps are inter- 
nally compensated to make them cost-effective and re- 
duce the external parts count. Exar’s general purpose 
op-amps recommended for most applications are 
XR-1458 and XR-4558 for duals, and XR-4136, XR-4212 
and XR-4741 for quad op-amps. 

Ground Sensing Op-Amps 

These types of op-amps have an input stage common- 
mode range which extends all the way to the negative 
supply rail. This is obtained by using Darlington- 
connected PNP transistors at the input stage of the op- 
amp. The key advantage of this class of op-amps is that 


they can be operated with a single positive supply, and 
still be able to detect or sense small signals near 
ground potential. The particular circuit recommended 
for this application is Exar’s XR-3403 quad operational 
amplifier. 

Programmable Op-Amps 

Programmable op-amps allow the user to “program” or 
set the operating current levels within the 1C op-amp by 
means of an external setting resistor, and thus be able 
to trade-off power dissipation for slew-rate or signal 
bandwidth. These circuits are normally available in 
quad form, where the power levels of all or some of the 
op-amps in the package can be programmed by one or 
two external setting resistors. The key areas of applica- 
tions for programmable op-amps are active filters and 
telecommunication channel filters where the user is 
normally concerned with power dissipation. These op- 
amps can also be programmed to operate at micro- 
power levels, by the choice of external setting resistors. 

The programmable quad operational amplifiers are 
available with either one or two separate setting con- 
trols. Those with a single setting control have all four of 
the operational amplifiers programmed from same cur- 
rent setting control. Those with two setting controls 
have the four op-amps on the chip programmed either 
in groups of two, or in groups of one and three op-amps. 
The advantage of partitioned programming is that some 
of the op-amps in the 1C package can be operated at a 
different power or bandwidth level than the rest of the 
op-amps in the same chip. For example, in an active fil- 
ter application, the three op-amps performing the filter- 
ing can be operated at a low-power level, yet the fourth 
op-amp which may be serving as an output buffer can 
be operated at a higher power level to provide load- 
drive capability. 

Exar offers the broadest product line of programmable 
op-amps in the industry: The XR-4202, XR-146 and the 
XR-346-2 families of op-amps are all-bipolar program- 
mable quad op-amp circuits. The XR-4202 offers a sin- 
gle current-setting control for all of the four op-amps on 
the chip; the XR-146 and the XR-346-2 offer partitioned 
programming of the four op amps. The XR-094 and 
XR-095 families are programmable FET-input quad op- 
amps which have the same pin configuration as the 
XR-146 and the XR-346-2 families, respectively. These 
programmable FET-input quad op-amps are fabricated 
using Exar’s ion-implanted bipolar/FET or BIFET pro- 
cess technology which combines matched junction 
FETs and high-performance bipolar transistors on the 
same chip. 

FET-input Op-Amps 

Finite input impedance or input bias currents associ- 
ated with conventional bipolar op-amps can be a prob- 
lem in specific applications such as sample-hold cir- 
cuits or signal sensing applications from high- 
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impedance signal source such as transducer systems. 
For such applications, op-amps with junction-FET input 
stages offer significant performance advantages since 
they offer input resistances of the order of 10 12 ohms, 
and input bias currents in the low pico-ampere range. 
Another unique feature of FET-input op-amps is their 
high slew-rate and wide bandwidth. For example, most 
FET-input op-amps offer slew-rates in excess of 10 
V//x sec and unity gain bandwidth of 3 MHz. 

The FET-input op-amps offer somewhat higher offset 
voltages and input noise than all-bipolar op-amps. 

Exar offers a wide selection of FET-input dual and quad 
op-amps which are manufactured using Exar’s ion- 
implanted BIPOLAR/FET process. The XR-082/XR-083 
are dual op-amps; the XR-084 is a quad FET-input op- 
amp. The XR-094 and the XR-095 are programmable 
quad FET-input op-amps. Because of their low power 
capability, the programmable JFET op-amps are partic- 
ularly suitable for low-power active filter designs. 

Low Noise Op-Amps 

These op-amps are particularly suited for audio amplifi- 
er and mixer applications, where low noise is of prime 
importance. The noise characteristics of an op-amp are 
determined by the noise generated at the input stage, 
since the noise generated at this point is amplified by 
the full open-loop gain of the amplifier. In most cases, 
input noise voltages of 10 nV/VRz or less is required to 
be suitable for high quality or professional audio signal 
processing applications. Such low noise characteris- 
tics are normally obtained by careful device design and 
manufacturing processing of the 1C chips. In general, 
all-bipolar operational amplifiers tend to have better 


low noise characteristics than the FET-input op-amps. 
Exar manufactures a number of low noise op-amp cir- 
cuits uniquely suited to audio applications. Among Ex- 
ar’s family of low noise op-amps, the XR-5534 opera- 
tional amplifier, and its dual versions, the XR-5532 and 
the XR-5533 offer the best noise performance. 


Low Distortion Op-Amps 

In addition to low noise characteristics, another key 
performance requirement for audio applications is low 
distortion. The distortion characteristics of op-amps are 
normally determined by the design of the output stage 
as well as the amplifier bandwidth characteristics. The 
total harmonic distortion (THD) is made up of three 
components: (a) intermodulation distortion; (b) cross- 
over distortion which depends on output stage design, 
and (c) slew-induced distortion which occurs when the 
output of the op-amp is forced to slew faster than its 
slew-rate. 


The cross-over distortion can be avoided by using op- 
amps which have class-AB, rather than class-B type 
output stages. All of Exar’s op-amps fall into this cate- 
gory. 

To avoid slew-induced distortion, one should ensure 
that the slew rate of the amplifier is never exceeded 
during the excursions of the input signal. The high- 
speed operational amplifiers such as Exar’s XR-5533 or 
XR-5534 op-amps which have slew rates in excess of 
10 V//xsec with a power bandwidth of 200 kHz can easi- 
ly cover the entire audio frequency range without intro- 
ducing slew-induced distortion. 





XR-082/083 



Dual Bipolar JFET Operational Amplifier 


GENERAL DESCRIPTION 

The XR-082/XR-083 family of dual bipolar JFET opera- 
tional amplifiers are designed to offer higher perform- 
ance than conventional bipolar op amps. Each amplifier 
features high slew rate, low input bias and offset cur- 
rents, and low offset voltage drift with temperature. 
These operational amplifier circuits are fabricated us- 
ing ion-implantation technology which combines well- 
matched junction JFETs and high-performance bipolar 
transistors on the same monolithic chip. 

The XR-082 of family of dual bipolar JFET op amps are 
packaged in 8-pin dual-in-line packages. The XR-083 
family of op amps offer independent offset adjustment 
for each of the individual op amps on the same chip, 
and are available in 14-pin dual-in-line packages. 

FEATURES 

Direct Replacement for TL082/TL083 
Low Power Consumption 

Wide Common-Mode and Differential Voltage Ranges 

Low Input Bias and Offset Currents 

Output Short Circuit Protection 

High Input Impedance . . JFET Input Stage 

Internal Frequency Compensation 

Latch-Up-Free Operation 

High Slew Rate . . 13 V//ts, Typical 

APPLICATIONS 

Buffer Amplifiers 
Summing/Differencing Amplifiers 
Instrumentation Amplifiers 
Active Filters 
Signal Processing 
Sample and Differencing 
I to V Converters 
Integrators 

Simulated Components 
Analog Computers 

ABSOLUTE MAXIMUM RATINGS 


Supply Voltage ± 1 8V 

Differential Input Voltage ±30V 

Input Voltage Range (Note 1) ± 1 5V 

Output Short Circuit Duration (Note 2) Indefinite 
Package Power Dissipation: 

Plastic Package 625 mW 

Derate Above T/\ = +25°C 5.0 mW°C 

Ceramic Package 750 mW 

Derate Above T/\ = + 25°C 6.0 mW/°C 

Storage Temperature Range -65°C to + 150°C 


FUNCTIONAL BLOCK DIAGRAMS 



-INPUT A 

+ INPUT A 

OFFSET 
NULL A 

-v ee 

OFFSET 
NULL B 

+ INPUT B 

-INPUT B 



OFFSET 
NULL A 

+ VCC 

OUTPUT A 

NC 

OUTPUT B 

-V C C 

OFFSET 
NULL B 


ORDERING INFORMATION 




Part Number 

Package 

Operating Temperature 

XR-082M/XR-083M 

Ceramic 

- 55 °C to 

+ 125°C 

XR-082N/XR-083N 

Ceramic 

-25°C to 

+ 

85°C 

XR-082P/XR-083P 

Plastic 

-25°C to 

+ 

85°C 

XR-082CN/XR-083CN 

Ceramic 

0°C to 

+ 

70°C 

XR-082CP/XR-083CP 

Plastic 

0°C to 

+ 

70°C 
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XR-082/083 


ELECTRICAL CHARACTERISTICS Ta = 25°C, Vqq = ±15V, unless otherwise specified. 




XR-082M/ 

XR-082/ 

XR-082C/ 





XR-083M 

XR-083 

XR-083C 



SYMBOL 

PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

Vos 

Input Offset Voltage 


3 

6 


3 

6 


5 

15 

mV 

RS = 5012 

Vos 




9 



9 



20 

mV 

Rg = 5012, 

Ta = Full Range 

AVqs/AT 

Offset Voltage 


10 



10 



10 


*iV/°C 

R S = 5012, 

Temp. Coef. 











Ta = Full Range 

Ib 

Input Bias Current 


30 

200 


30 

200 


30 

400 

pA 


'b 

Input Bias Current 



50 



20 



20 

nA 

Ta = Full Range 

Over Temp. 












los 

Input Offset Current 


5 

100 


5 

100 


5 

200 

pA 



Input Offset Current 



20 



10 



5 

nA 

Ta = Full Range 


Over Temp. 












'cc 

Supply Current 


1.4 

2.8 


1.4 

2.8 


1.4 

2.8 

mA 

No Load, 

(per amplifier) 











No Input Signal 

ViCM 

Input Common Mode 

±12 



±12 



±10 



V 


Range 












a VOL 

Voltage Gain 

50 

200 


50 

200 


25 

200 


V/mV 

R[_ > 2 k!2, 

V 0 = ±iov 



25 



25 



15 




Ta = Full Range 

v OPP 

Max. Output Swing 

24 

27 


24 

27 


24 

27 


V 

Rl_ > 10 k!2 

(peak-to-peak) 

24 



24 



24 




Ta = Full Range 

Rin 

Input Resistance 


10 12 



10 12 



10 12 ' 


Q 


BW 

Unity-Gain Bandwidth 


3 



3 



1 

3 


MHz 


CMRR 

Common-Mode 

80 

86 


80 

86 


70 

76 1 


dB 

Rg < 10 k!2 


Rejection 








! 



PSRR 

Supply-Voltage 

80 

86 


80 

86 


70 

76 


dB ' 



Rejection 








i 





Channel Separation 


120 



120 



120 


dB 

A V = 100, 

Freq. = 1 kHz 

dVoUT/DT 

Slew Rate 


13 



13 


i 

13 


V/^S 

Av = 1, 

RL = 2 k!2 

C L = 100 pF, 

Vi = 10V 

Tr 

Rise Time 


0.1 



0.1 



0.1 


tisec 

A V = 1, 

R L = 2 k!2 

TO 

Overshoot 


10 



10 



10 


% 

C L = 100 pF, 

\fj = 20 mV 

En 

Equivalent Input 


20 



20 



20 


nV/VHzj 

R S = 10012 


Noise Voltage 











f = 1 kHz 


Note 1: For Supply Voltage less than ±15 V, the absolute maximum input voltage is equal to the supply voltage. 
Note 2: The output may be shorted to ground or to either supply. Temperature and/or supply voltages must be 
limited to ensure that the dissipation rating is not exceeded. 
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EX4R 


XR-084 


Quad Bipolar JFET Operational Amplifier 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-084 quad bipolar JFET operational amplifier is 
designed to offer higher performance than convention- 
al bipolar quad op amps. Each of the four op amps on 
the chip is closely matched in performance character- 
istics, and each amplifier features high slew rate, low 
input bias and offset currents, and low offset voltage 
drift with temperature. The XR-084 JFET input quad op 
amp is fabricated using ion-implanted bipolar JFET 
technology which combines well-matched JFETs and 
high-performance bipolar transistors on the same mon- 
olithic integrated circuit. 

FEATURES 

Direct Replacement for TL084 

Same Pin Configuration as XR-3403, LM324 

High-Impedance JFET Input Stage 

Internal Frequency Compensation 

Low Power Consumption 

Wide Common-Mode and Differential Voltage Ranges 

Low Input Bias and Offset Currents 

Output Short Circuit Protection 

Latch-Up-Free Operation 

High Slew Rate ... 13 V//xS, Typical 



OUTPUT D 

-INPUT D 

+ INPUT D 

-V EE 

+ INPUT C 

-INPUT C 

OUTPUT C 


APPLICATIONS 


Buffer Amplifiers 

ORDERING 

INFORMATION 


Summing/Differencing Amplifiers 

Instrumentation Amplifiers 

Part Number 

Package 

Operating Temperature 

Active Filters 

XR-084M 

Ceramic 

-55°C to 4- 125°C 

Signal Processing 

XR-084N 

Ceramic 

-25°C to + 85°C 

Sample and Differencing 

XR-084P 

Plastic 

- 25°C to + 85°C 

1 to V Converters 

XR-084CN 

Ceramic 

0°C to + 70°C 

Integrators 

XR-084CP 

Plastic 

0°C to + 70°C 


Simulated Components 
Analog Computers 

ABSOLUTE MAXIMUM RATINGS 


Supply Voltage ±18V 

Differential Input Voltage ±30V 

Input Voltage Range (Note 1) ± 15V 

Output Short Circuit Duration (Note 2) Indefinite 

Package Power Dissipation: 

Plastic Package 625 mW 

Derate Above T/\ = + 25°C 5.0 mW/°C 

Ceramic Package 750 mW 

Derate Above Ta = +25°C 6.0 mW/°C 

Storage Temperature Range -65°C to + 150°C 


SYSTEM DESCRIPTION 

The XR-084 is a quad JFET input operational, amplifier 
featuring extremely high input resistance, low input bi- 
as and offset currents, large common mode voltage 
range, and large output swing range. Unity gain band- 
width is 3 MHz and slew rate is 13V//*S. The devices are 
unity gain compensated. 
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XR-084 

ELECTRICAL CHARACTERISTICS T A = 25°C, Vqq = ±15, unless otherwise specified. 




XR-084M 

SYMBOL 

PARAMETERS 


TYP 

v OS 

Input Offset Voltage 


Dl 

v os 



■ 

AV 0S /AT 

Offset Voltage 


10 



Temp. Coef. 

'b 

Input Bias Current 

'b 

Input Bias Current 


'os 


Over Temp. 

Input Offset Current 
Input Offset Current 


Over Temp. 


XR-084 


TYP 

3 


10 



UNIT 


mV 

mV 


mV/°C 


CONDITIONS 

Rg = 50Q ~ 

Rg = 50Q, 

T^ = Full Range 

Rg = 500, “ 






T^ = Full Range 


PA 


■ 

nA 

T^ = Full Range 



PA 

nA T^ = Full Range 


'cc 

V ICM 

A VOL 

v OPP 

R IN 

BW 

CMRR 

PSRR ~ 

DV OUT/DT 

t r 

T 0 

EN 




























EX4R 


XR-094/095 


Quad Programmable Bipolar JFET 
Operational Amplifiers 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAMS 


The XR-094 and XR-095 bipolar JFET input quad pro- 
grammable operational amplifiers consist of four inde- 
pendent, high gain, internally compensated amplifiers. 
Two external resistors (Rset) a,low the user t° program 
supply current slew-rate input noise without the usual 
sacrifice of gain bandwidth product. For example, the 
user can trade-off slew-rate for supply current or opti- 
mize the noise figure for a given source impedance. Ex- 
cept for the two programming pins at the end of the 
package, the XR-094 and XR-095 pin-out is the same as 
the popular 324, 3403, 124, 148 and 4741 operational 
amplifiers. 

In the case of the XR-094, three of the op amps on the 
chip share a common programming pin; and the fourth 
op amp is programmed separately. In the case of the 
XR-095, each pair of op amps share a common pro- 
gramming pin. 

FEATURES 

Same Pin Configuration as LM-346 
Fligh-lmpedance FET Input Stage 
Internal Frequency Compensation 
Low Power Consumption 

Wide Common-Mode and Differential Voltage Ranges 
Low Input Bias and Offset Currents 
Output Short-Circuit Protection 
High Slew-Rate ... 13 V/pts, Typical 
Programmable Electrical Characteristics 

APPLICATIONS 

Total Supply Current = 5.6 mA (Isej/320 n A) 

Slew Rate = 13 V/fis (lsET /320 f*A) 

•SET = Current into set terminal 

l SET = V CC ~ ( V EE ~ 0-6V) 

Note. IsET must be ^ 400//A 

ABSOLUTE MAXIMUM RATINGS 


OUTPUT a£T 
-INPUT A [7 




Taj OUTPUT D 
TTJ -INPUT D 
77| +INPUT D 

3-v ee 
771 +INPUT c 
7T[-input c 

To] OUTPUT C 


'SET 


OUTPUT A [T 
-INPUT A [T 
+ INPUT A [T 

* v ccE 

■♦INPUT B|T 
-INPUT B[T 
OUTPUT B[7 




'SET 


Et 


XR-095 




M: 


77] OUTPUT 0 
3-input o 
73 ..NPUT D 
3-v ee 
77| +,N,p UT c 
j7]-»N p U T C 
10] OUTPUT C 
3 'SET 


ABSOLUTE MAXIMUM RATINGS (Continued) 

Derate Above = + 25°C 5.0 mV/°C 

Ceramic Package 750 mW 

Derate Above Ta = + 25°C 6.0 mW/°C 

Storage Temperature Range -65°C to + 150°C 

Note 1: For Supply Voltage less than ± 15V, the absolute maxi- 
mum input voltage is equal to the supply voltage. 

Note 2: The output may be shorted to ground or to either sup- 
ply. Temperature and/or supply voltages must be lim- 
ited to ensure that the dissipation rating is not exceed- 
ed. 

ORDERING INFORMATION 


Supply Voltage 
Differential Input Voltage 
Input Voltage Range (Note 1) 

Output Short-Circuit Duration (Note 2) 
Package Power Dissipation: 

Plastic Package 


± 18V 


±30V 

Part Number 

± 15V 

XR-094/XR-095N 

Indefinite 

XR-094/XR-095P 


XR-094/XR-095CN 

625 mW 

XR-094/XR-095CP 


Package Operating Temperature 

Ceramic -25°C to +85°C 

Plastic -25°C to +85°C 

Ceramic 0°Cto+70°C 

Plastic 0°C to +70°C 
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XR-094/095 

ELECTRICAL CHARACTERISTICS 


T/\ = 25°C, Vqq = ± 1 5V, unless otherwise specified. 
•SET = 320 mA. 



XR-094/095 

XR-094/095C 




PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

SYMBOL 

CONDITIONS 

Input Offset Voltage 


3 

6 


5 

15 

mV 

Vos 

RS = 5012, Ta = 25°C 




9 



20 

mV 

Vos 

Rg = 5012, Ta = Full Range 

Offset Voltage 


10 



10 


/xV/°C 

AVqs/AT 

R$ = 5012, Ta = Full Range 

Temp. Coef. 









Input Bias Current 


80 

600 


80 

800 

pA 

•b 

T A = 25°C 




20 



20 

nA 


Ta = Full Range 

Input Offset Current 


40 

300 


40 

500 

pA 

los 

T A = 25°C 




10 



5 

nA 


Ta = Full Range 

Supply Current 


1.4 

2.8 


1.4 

2.8 

mA 

'cc 

No Load, No Input Signal 

(per amplifier) 









Input Common Mode 

±12 



±10 



V 

ViCM 


Range 









Voltage Gain 

50 

200 


25 

200 


V/mV 

a VOL 

Rl_ > 2K12, V 0 = ±10V 

Ta = 25°C 


25 



15 





Ta = Full Range 

Max. Output Swing 









RL > 10 K12 

(peak-to-peak) 

24 

27 


24 

27 


V 

Vopp 

T A = 25°C 


24 



24 





Ta = Full Range 

Input Resistance 


10 12 



10 12 


12 

R in 

T A = 25°C 

Unity-Gain Bandwidth 


3 



3 


MHz 

BW 

T A = 25°C 

Common-Mode Rejection 

80 

86 


70 

76 


dB 

CMRR 

RS < 10 K12 

Supply-Voltage Rejection 

80 

86 


70 

76 


dB 

PSRR 


Channel Separation 


120 

i 


120 


dB 


A v = 100, Freq. = 1 kHz 

Slew Rate 


13 

1 

i 

13 


V//x S 

dV out/dt 

A V = 1 , Rl = 2 K12 

C L = 100 pF, V-| = 10V 

Rise Time 


0.1 



0.1 


n sec 

*r 

A V = 1 , Rl = 2 K12 

Overshoot 


10 



10 


% 

to 

Cl = 100 pF, V-i = 20 mV 

Equivalent Input 


18 



18 


nV/VHz 

e n 

RS = 10012 

Noise Voltage 









f = 1 kHz 
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XR-096 



Qyad Programmable Bipolar JFET 
Operational Amplifier 


GENERAL DESCRIPTION 

The XR-096 monolithic circuit contains four indepen- 
dently programmable JFET operational amplifiers in a 
single 1C package. Each of the four op amp sections on 
the chip has its own external bias terminal; thus its per- 
formance characteristics and power dissipation can be 
independently controlled, without effecting the other op 
amp sections on the chip. The respective bias-setting 
resisters, RsET> connected to the programming termi- 
nals of the circuit allow one to trade-off power dissipa- 
tion for slew-rate, without sacrificing the gain- 
bandwidth product of the circuit. These individual bias 
terminals can also be used to switch the op amp sec- 
tions “on” and “off”, and thus, multiplex between vari- 
ous op amp channels on the same chip. 

FEATURES 

Programmable Version of XR-084 
Independent Programming of All Four Op Amps 
Programmable for Micropower Operation 
High-Impedance JFET Input Stage 
Internal Frequency Compensation 
Low Input Bias and Offset Currents 

APPLICATIONS 

Total Supply Current = 5.6 mA (Isej/320 h A) 
Slew-Rate = 13 V//xs (Iset/320 /*A) 

Iset = Current into set terminal 

, V CC - (VEE - 0.6V) 

'set = 

Rset 

Note. IsET must be - 400/*A 

ABSOLUTE MAXIMUM RATINGS 


Supply Voltage ±18V 

Differential Input Voltage ±30V 

Input Voltage Range (Note 1) ± 15V 

Output Short-Circuit Duration (Note 2) Indefinite 

Package Power Dissipation: 

Plastic Package 625 mW 

Derate Above T A = + 25°C 5.0 mV/°C 

Ceramic Package 750 mW 

Derate Above T A = + 25°C 6.0 mW/°C 

Storage Temperature Range -65°C to + 150°C 


Note 1 : For Supply Voltage less than ± 15V, the absolute maxi- 
mum input voltage is equal to the supply voltage. 

Note 2: The output may be shorted to ground or to either sup- 
ply. Temperature and/or supply voltages must be lim- 
ited to ensure that the dissipation rating is not exceed- 
ed. 


FUNCTIONAL BLOCK DIAGRAM 



SET D 

OUTPUT D 

-INPUT D 

♦ INPUT D 

-VEE 

♦ INPUT D 

-INPUT C 

OUTPUT C 

SET C 


ORDERING 

INFORMATION 


Part Number 

Package 

Operating Temperature 

XR-096N 

Ceramic 

-25°C to + 85°C 

XR-096P 

Plastic 

-25°C to + 85°C 

XR-096CN 

Ceramic 

0°C to +70°C 

XR-096CP 

Plastic 

0°C to + 70°C 


SYSTEM DESCRIPTION 

The XR-096 is a quad independently programmable 
JFET input operational amplifier featuring extremely 
high input resistance, low input bias and offset current, 
large common mode voltage range, and large output 
swing range. Unity gain bandwidth is 3 MHz, and slew 
rate is 1 3V//*S. The devices are unity gain compen- 
sated. 

Each of the form amplifiers may be independently 
“programmed”-rebiased-by connecting a resistor from 
the bias adjust pin to the positive supply. Bias current 
may range up to 400 a A, thus affording the designer 
flexibility along the power consumption/speed curve. 


i 
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XR-096 

ELECTRICAL CHARACTERISTICS 

T A = 25°C, Vqc = ±15V, unless otherwise specified. 
ISET = 320 fiA. 



XR-096 

XR-096C 




PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

SYMBOL 

CONDITIONS 

Input Offset Voltage 


3 

6 


5 

15 

mV 

Vos 

RS = 50Q, Ta = 25°C 




9 



20 

mV 

Vos 

R§ = 50 G, T A = Full Range 

Offset Voltage 


10 



10 


yNI° C 

AVqs/AT 

Rg = 500, T A = Full Range 

Temp. Coef. 










Input Bias Current 


80 

600 


80 

800 

pA 

'b 

T A = 25°C 




20 



20 

nA 


T A = Full Range 

Input Offset Current 


40 

300 


40 

500 

pA 

'os 

T A = 25°C 




10 



5 

nA 


T a = Full Range 

Supply Current 


1.4 

2.8 


1.4 

2.8 

mA 

'cc 

No Load, No Input Signal 

(per amplifier) 









Input Common Mode 

±12 



±10 



V 

ViCM 


Range 









Voltage Gain 

50 

200 


25 

200 


V/mV 

a VOL 

RL > 2KG, V 0 = ±10V 

T A = 25°C 


25 



15 





T a = Full Range 

Max. Output Swing 









RL > 10 KG 

(peak-to-peak) 

24 

27 


24 

27 


V 

Vopp 

T A = 25°C 


24 



24 

1 




T a = Full Range 

Input Resistance 


10 12 



10 12 


o 

Rin 

T A = 25°C 

Unity-Gain Bandwidth 


3 



3 


MHz 

BW 

Ta = 25°C 

Common-Mode Rejection 

80 

86 


70 

76 


dB 

CMRR 

Rg < 10 KG 

Supply-Voltage Rejection 

80 

86 


70 

76 


dB 

PSRR 


Channel Separation 


120 



120 


dB 


Ay 100, Freq. = 1 kHz 

Slew Rate 


13 



13 


Vlix S 

dVout/dt 

A V = 1 , Rj_ = 2 KG 

C L = 100 pF, V-i = 10V 

Rise Time 

■n 

0.1 



0.1 



tr 

A V = 1 , R L = 2 KG 

Overshoot 


10 



10 



*0 

C L = 100 pF, V-| = 20 mV 

Equivalent Input 


18 


■1 




e n 

Rg = 100G 

Noise Voltage 




■ 


mm 



f = 1 kHz 
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Z* EXAR 


XR-1 46/246/346 


Programmable Quad Operational Amplifiers 


GENERAL DESCRIPTION 

The XR-1 46 family of quad operational amplifiers con- 
tain four independent high-gain, low-power, program- 
mable op-amps on a monolithic chip. The use of exter- 
nal bias setting resistors permit the user to program 
gain-bandwidth product, supply current, input bias cur- 
rent, input offset current, input noise and the slew rate. 

The basic XR-1 46 family of circuits offer partitioned 
programming of the internal op-amps where one set- 
ting resistor is used to set the bias levels in the three 
op-amps, and a second bias setting is used for the re- 
maining op-amp. Its modified version, the XR-346-2 pro- 
vides a separate bias setting resistor for each of the 
two op-amp pairs. 

FEATURES 

Programmable 
Micropower operation 
Low noise 

Wide power supply range 
Class AB output 

Ideal pin out for biquad active filters 
Overload protection for input and output 
Internal frequency compensation 

APPLICATIONS 

Total Supply Current = 1.4 mA (lsET /10 /* A ) 

Gain Bandwidth Product = 1 MHz (lsET /10 M A ) 

Slew Rate = 0.4V//xs (IsET^ 10 M A ) 

Input Bias Current =50 nA (lsET /10 m a ) 

ISET = Current into pin 8, pin 9 (see schematic) 

V+ -V- -0.6V 

'SET = a 

r SET 

ABSOLUTE MAXIMUM RATINGS 


Supply Voltage 
XR-1 46 


±22V 


FUNCTIONAL BLOCK DIAGRAMS 
OUTPUT A I 1 


E 

-INPUT A [7 


+ INPUT A Ej-^T T^P^input d 


+v 


cc 


a 


'SET 


m 


+ INPUT 

-input b[ 7-4 /i i rH-J 

OUTPUT b[T 


XR-146/246/346 


OUTPUT D 


E 

isj -INPUT D 

3, 

HJ-Vee 

TH .INPUT C 
3 -input C 
jo] OUTPUT C 

3 'SET 


OUTPUT A (T 
-INPUT A [T 


.INPUT A [ 7 } 




+v r 


'cc[7 
.INPUT B |T 
-INPUT b|T 
OUTPUT b[T 
'setIi 


>1 


r< 


T&j OUTPUT D 
Ts| -INPUT D 
3 +| NPUT d 

3-v ee 

12! .INPUT C 
TT| -INPUT C 
3 OUTPUT C 
l]lc 


'SET 


ABSOLUTE MAXIMUM RATINGS (continued) 


Storage Temperature Range 


XR-246/346 

Differential Input Voltage (Note 1) 

± 18V 

XR-146/246/346 


-65°C to + 150°C 

XR-146/246/346 

Common Mode Input Voltage (Note 1) 

±30V 




XR-146/246/346 

± 15V 

ORDERING INFORMATION 


Power Dissipation (Note 2) 

XR-1 46 

900 mW 

Part Number 

Package 

Operating Temperature 

XR-246/346 

500 mW 

XR-146M 

Ceramic 

- 55°C to + 125°C 

Output Short Circuit Duration (Note 3) 


XR-246N 

Ceramic 

-25°C to +85°C 

XR-146/246/346 

Indefinite 

XR-246P 

Plastic 

-25°C to + 85°C 

Maximum Junction Temperature 


XR-346/ 



XR146 

150°C 

346-2CN 

Ceramic 

0°C to +70°C 

XR-246 

110°C 

XR-346/ 



XR-346 

100°C 

346-2CP 

Plastic 

0°C to +70°C 
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XR-1 46/246/346 


ELECTRICAL CHARACTERISTICS Qa = +25°C, V s = ±15V, l S ET = 10 /*A) 


PARAMETERS 

XR-146 

XR-246/346 

UNITS 

CONDITIONS 

MIN 

TYP 

MAX 


TYP 

MAX 

Input Offset Voltage 


0.5 

5 

| 

0.5 

CO 

mV 

VCM = 0V, 

Rs :S 500 

Input Offset Current 


2 

20 


2 

100 

nA 

V CM = 0V 

Input Bias Current 



100 



250 

nA 

V C M = 0V 

Supply Current (4 Op-Amps) 


1.4 

2.0 


1.4 

2.5 

mA 


Large Signal Voltage Gain 

100 

1000 


50 

1000 


V/mV 

R L = 10 kO, 

AVqut = ±10V 

input CM Range 

±13.5 

±14 





V 


CM Rejection Ratio 

80 

100 


70 

KHil 


dB 

R S ^ 10 kO 

Power Supply Rejection Ratio 

80 

100 


74 

100 


dB 

RS ^ 10 kO 

Output Voltage Swing 

±12 

±14 





V 

Rl. < 10 kO 

Short-Circuit Current 

5 

20 

30 

5 

20 

30 

mA 


Gain Bandwidth Product 

0.8 

1.2 


0.5 

1.2 


MHz 


Phase Margin 


60 



60 


Deg 


Slew Rate 


0.4 



0.4 


V//XS 


Input Noise Voltage 


28 



28 


12223 

f = 1 kHz 

Channel Separation 


120 


■ 


■ 


RL = 10 kO, 
av OUT = OVto +12V 

Input Resistance 


1.0 



1.0 


MO 


Input Capacitance 


2.0 



2.0 


PF 



The following specifications apply over the Maximum Operating Temperature Range 


Input Offset Voltage 


0.5 

6 


0.5 

7.5 

mV 

VCM = °V, 

RS £ 500 

Input Offset Current 


2 

25 


2 

100 

nA 

V CM = 0V 

Input Bias Current 


50 

100 


50 

250 

nA 

VCM = 0V 

Supply Current (4 Op-Amps) 


mg 

2.0 


1.5 




Large Signal Voltage Gain 

50 



■ 

25 

1000 

V/mV 

Rl_ = 10 kQ, 

AVqut = ± 1 ov 

Input CM Range 

±13.5 




±14 


V 


CM Rejection Ratio 

70 

01 


wm 

100 


dB 

RS < 500 

Power Supply Rejection Ratio 


Km 


mm 

100 


dB 

RS 500 

Output Voltage Swing 

±12 



HQ 

±14 


V 

RL s> 10 kO 


ELECTRICAL CHARACTERISTICS (T A = 25°C, V S = ±15V, l S ET = 1 #*A) 


Input Offset Voltage 


0.5 

5 


0.5 

6 

mV 

VCM = 0V, 

RS < 500 

Input Bias Current 


7.5 

20 


7.5 

100 

nA 

V CM = 0V 

Supply Current (4 Op-Amps) 


140 

250 


140 

300 



Gain Bandwidth Product 

80 

100 


50 

100 


kHz 



ELECTRICAL CHARACTERISTICS (T A = +25°C, V s = ±1.5V, IsET = 10 #*A) 


Input Offset Voltage 



5 


0.5 

■ 


VCM = 0V, 

RS £ 500 

Input CM Range 

±0.7 



±0.7 



V 


CM Rejection Ratio 


80 



80 


dB 

RS ^ 500 

Output Voltage Swing 

±0.6 



±0.6 



V 

Rl_ > 10 kO 


Input CM Range 
CM Rejection Ratio 
Output Voltage Swing 


±0.6 
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XR-1 46/246/346 

TYPICAL PERFORMANCE CHARACTERISTICS (Continued) 


Input Nolle Voltage vs 
Frequency 



Input Offset Voltage vs IgET 



Input Noise Current vs 
Frequency 



Common-Mode Rejection 
Ratio vs IsET 



•set i»*a) 


Output Voltage Swing vs 



0 2 4 6 I 10 12 14 15 


Input Voltage Range vs 



0 2 4 6 I 10 12 14 16 


SUPPLY VOLTAGE (‘VI 


SUPPLY VOLTAGE {‘V) 


Input Bias Current vs 
Temperature 



-55 -35 -15 5 25 45 15 15 105 125 

TEMPERATURE (*C) 


Input Offset Current vs 



-55 -35 -15 5 25 45 65 IS 105 125 


TEMPERATURE 10 


Power Supply Rejection 
Ratio vs Frequency 



1 10 100 Ik 10k 100k 1M 

FREQUENCY (Hi) 


Power Supply Rejection 
Ratio vs ISET 

s — rT T|;nn — ["I [MITT 
° 1D0 

< I 

ec [ 

* 10 f 


2 60 



0.1 1 10 100 
'set 0**1 


Input Bias Current vs 
Input Common-Mode 



-15 -10 -5 0 5 10 IS 

INPUT COMMON MODE VOLTAGE (V) 


Supply Current vs 
Temperature 



TEMPERATURE TC) 


Note 1: For supply voltages less than ± 15V, the absolute maximum input voltage is equal to the supply voltage. 

Note 2: The maximum power dissipation for these devices must be derated at elevated temperatures and is 

dictated by TjMAX> >^jA, and the ambient temperature, T/\. The maximum available power dissipation at 
any temperature is Pq = (Tj^AX - TA)/0jA or the 25°C P<jMAX> whichever is less. 

Note 3: Any of the amplifier outputs can be shorted to ground indefinitely; however, more than one should be 
simultaneously shorted as the maximum junction temperature will be exceeded. 
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XR-1 458/4558 


Dual Operational Amplifier 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-1 458/4558 is a pair of independent internally 
compensated operational amplifiers on a single silicon 
chip, each similar to the popular 741 , but with a power 
consumption less than one 741 . Good thermal tracking 
and matched gain-bandwidth products make these Du- 
al Op-amps useful for active filter applications. 

FEATURES 

Direct Pin-for-Pin Replacement for MCI 458, RC4558, 
N5558 

Low Power Consumption — 50 mW typ. and 
120mW max. 

Short-Circuit Protection 
Internal Frequency Compensation 
No Latch-Up 

Wide Common-Mode and Differential Voltage Ranges 
Matched Gain-Bandwidth 

APPLICATIONS 

Buffer Amplifiers 
Summing/Differencing Amplifiers 
Instrumentation Amplifiers 
Active Filters 
Signal Processing 
Sample and Differencing 
I to V Converters 
Integrators 

Simulated Components 
Analog Computers 


ABSOLUTE MAXIMUM RATINGS 


Supply Voltage 

XR-4558CP ± 18V 

Input Voltage (Note 1) ±15V 

Common Mode 

Voltage Range Vee to Vqq 

Output Short-Circuit Duration (Note 2) indefinite 

Differential Input Voltage ±30V 

Internal Power Dissipation (Note 3) 

Plastic Package: 500 mW 

Storage Temperature Range: -65°Cto + 150°C 

Operating Temperature Range: 0°C to + 70°C 


Note 1 : For supply voltages less than ± 15V, the absolute max- 
imum input voltage is equal to the supply voltage. 

Note 2: Short circuit may be to ground or either supply. Rating 
applies to + 125°C case temperature of + 75°C ambi- 
ent temperature for XR1 458/4558. 

Note 3: Rating applies for case temperatures to 125°C; derate 
linearly at 6.5mW/°C for ambient temperatures above 
+ 75°C for XR1 458/4558. 



ORDERING INFORMATION 


Part Number 


Package Operating Temperature 


XR-1458CN Ceramic 

XR-1458CP Plastic 

XR-4558CN Ceramic 

XR-4558CP Plastic 


0°C to +70°C 
0°C to +70°C 
0°C to +70°C 
0°C to +70°C 


SYSTEM DESCRIPTION 

The XR-1 458 and XR-4558 are dual general purpose op 
amps featuring better performance than industry stan- 
dard devices such as the 741; bandwidth, slew rate, 
and input resistance are greatly improved. Internal pro- 
tection circuitry includes latch-up elimination, short cir- 
cuit current limiting, and internal compensation. 

The two amplifiers are completely independent, shar- 
ing bias circuitry only. 
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XR-1 458/4558 


ELECTRICAL CHARACTERISTICS 

Test Conditions: Ta = +25°C, ±15V, unless otherwise specified. 



PARAMETERS 

XR1458/4558CP 

MIN TYP MAX 

UNITS 

SYMBOLS 

CONDITIONS 

Input Offset Voltage 


0.5 

6.0 

mV 

1 Viol 

R s < 10 KG 

Input Offset Current 


5 

200 

nA 

Ihol 


Input Bias Current 


40 

500 

nA 

Mbl 


Input Resistance 

0.3 

5 


m 

R in 


Large Signal Voltage Gain 

20 

300 


V/mV 

AvOL 

KB ■ 



Output Voltage Swing 


Input Voltage Range 




V 

ViCM 


Common Mode Rejection Ratio 

70 

90 


dB 

CMRR 

R s < 10 KG 

Supply Voltage Rejection Ratio 


30 

150 

/zV/V 

PSRR 

R s < 10 Kfi 


Power Consumption 

Transient Response (unity gain) 
Risetime 
Overshoot 


V in = 20 mV 
Rl = 2 KG 
Cl < 100 pF 
































XR-3403/3503 



EXAR 


Quad Operational Amplifiers 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-3403 and XR-3503 are quad operational amplifi- 
ers specifically designed for single supply operation. All 
four amplifiers are similar in characteristics to industry 
standard op amps like the 741. The XR-3403 is avail- 
able in both ceramic and plastic packages; the XR- 
3503 is available in a 14 pin ceramic package with 
guaranteed performances across the military tempera- 
ture range. 

FEATURES 

Short Circuit Protected Outputs 
Class AB Output Stage for Minimal Crossover 
Distortion 

True Differential Input Stage 
Single Supply Operation: 3.0 to 36 Volts 
Split Supply Operation: ±1.5 to ± 18 Volts 
Low Input Bias Currents: 500 nA Max 
Four Amplifiers per Package 
Internally Compensated 
Similar Performance to Popular 741 
Direct Pin-for-Pin Replacement for MC3403/3503, 
LM324 and RC4137 

APPLICATIONS 

Buffer Amplifiers 
Summing/Differencing Amplifiers 
Instrumentation Amplifiers 
Active Filters 
Signal Processing 
Sample and Differencing 
I to V Converters 
Integrators 

Simulated Components 
Analog Computers 

ABSOLUTE MAXIMUM RATINGS 


Power Supply Voltages 

Single Supply 36V 

Split Supplies ±18V 

Input Differential Voltage Range with 

Split Power Supply ±30V 

Input Common Mode Voltage Range* ±15V 

Package Power Dissipation: 

Plastic Package 625 mW 

Derate above Ta = +25°C 5.0 mV/°C 

Ceramic Package 750 mW 

Derate above Ta = + 25°C 6.0 mW/°C 

Storage Temperature Range -65°C to + 150°C 


*For Supply Voltage less than ± 15V, the absolute maximum in- 
put voltage is equal to the supply voltage. 



OUTPUT □ 

-INPUT D 

♦ INPUT D 

V EE 

♦ INPUT C 

-INPUT C 

OUTPUT C 


ORDERING INFORMATION 


Part Number 


Package Operating Temperature 


XR-3503M Ceramic 

XR-3403CN Ceramic 

XR-3403CP Plastic 


- 55°C to + 125°C 
0°C to + 70°C 
0°C to + 70°C 


SYSTEM DESCRIPTION 

The XR-3403 is an array of four independent operation- 
al amplifiers, each with true differential inputs. The de- 
vice has electrical characteristics similar to the popu- 
lar 741. However, the XR-3403 has several distinct ad- 
vantages over standard operational amplifier types in 
single supply applications. The XR-3403 can operate at 
supply voltages as low as 3.0 volts or as high as 36 
volts with quiescent currents about one-fifty of those 
associated with the 741 (on a per amplifier basis). The 
common mode input range includes the negative sup- 
ply, thereby eliminating the necessity for external bias- 
ing components in many applications. The output volt- 
age range also includes the negative power supply volt- 
age. 
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XR-3403/3503 


ELECTRICAL CHARACTERISTICS 

Test Conditions: V<x = +15V, Vee = 15V, T/\ = +25°C unless otherwise noted. 


PARAMETERS 

XR-3503M 

XR-3403C 

UNITS 

CONDITIONS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

Input Offset Voltage 


2.0 

5.0 

6.0 


2.0 

10 

12 

mV 

t A = T high t0 W 

Input Offset Current 


30 

50 

200 


30 

50 

200 

Bl 

TA = T high t0 T| 0W 

Large Signal Open-Loop 

Voltage Gain 

50 

25 


■ 

20 

15 

200 

■ 

■ 

V 0 = ±10V 

R l = 2.0 KQ 

Ta = Thigh t0 T low 

Input Bias Current 


-200 

-300 



-200 

-500 

-800 

nA 

T A = Thigh t0 T|ow 

Output Impedance 


75 



75 


0 

f = 20 Hz 

Input Impedance 

0.3 

1.0 


0.3 

1.0 



f = 20Hz 

Output Voltage Swing 



■ 

±12 

±10 

±10 

m 

■ 

■ 

R l = 10 KQ 

R l = 2.0 KQ 

R l = 2.0 KQ 
t A = Thigh t0 T low 

Input Common Mode Voltage 
Range 

+ 13V-V ee 

+ 13.5V-V ee 



KB 


V 


Common Mode Rejection 

Ratio 

70 

90 


70 

90 


dB 

R s < 10 KQ 

Power Supply Current 
(V 0 = 0) 


2.8 

4.0 


2.8 

7.0 

mA 

Rl = oo 

Individual Output 

Short-Circuit Current 2 

±20 

±30 

±45 

±10 

±20 

±45 

mA 


Positive Power Supply 

Rejection Ratio 


30 

150 


30 

150 

nWN 


Negative Power Supply 
Rejection Ratio 


30 

150 


30 

150 

mV/V 


Average Temperature 
Coefficient of Input 

Offset Current 


50 

■ 


50 


pA/°C 

Ta = T high t0 T low 

Average Temperature 
Coefficient of Input 

Offset Voltage 


10 

■ 




m 

T A = T high t0 T iow 

Power Bandwidth 


9.0 

■ 





A v = 1 , R l = 2.0 KQ 

V 0 = 20V (p-p) 

THD = 5% 



1.0 



1.0 


MHz 

A v = 1, R L = 10 KQ 

V 0 = 50 mV 

Slew Rate 


0.6 



0.6 


Win s 

A v = 1, Vj = -10V 
to +10V 

Rise Time 


0.6 



0.6 




Fall Time 


0.6 



0.6 


flS 


Overshoot 


20 



20 


% 


Phase Margin 


60 



60 


Degrees 

A v = 1, R L = 2.0 KQ 

C L = 200 pF 

Crossover Distortion 


1.0 



1.0 


% 

(V in = 30 mV p-p 

V out = 2.0V p-p 

F =' 10 kHz) 


1 T hj g h = + 125°C for XR-3503M, +70°C for XR-3403C 2 Not to exceed maximum package power dissipation. 

T| 0W = -55°C for XR-3503M, 0°C for XR-3403C 3 Output will swing to ground. 
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PARAMETERS 

XR-3503M 

XR-3403C 

CONDITIONS 

MIN 

| 

mi 

MIN 

TYP 



Input Offset Voltage 





2.0 

10 



Input Offset Current 



50 


30 

50 

nA 


Input Bias Current 





-200 

-500 

nA 


Large Signal Open Loop 
Voltage Gain 

20 

■ 


20 

200 


V/mV 

R l = 2.0 Kfi 

Power Supply Rejection 
Ratio 



150 






Output Voltage Range 3 

3.5 

Vcc- 1.5V 



3.5 

V CC - 1-5V 



Vp-p 

R l = 10 Kfi 

V C C = 5.0V 

R L = 10 Kfi 

5.0V < V CC < 30V 

Power Supply Current 


2.5 

4.0 


2.5 

7.0 

mA 


Channel Separation 


-120 



-120 


dB 

f = 1.0 kHz to 20 kHz 
(Input Referenced) 



| BIAS CIRCUITRY 
OUTPUT Q ' COMMON TO FOUR 
T 1 AMPLIFIERS 

f- 


-o 

Vcc 



EQUIVALENT SCHEMATIC DIAGRAM 
















EXAR 


XR-4136 


Quad Operational Amplifier 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-4136 is an array of four independent internally 
compensated operational amplifiers on a single silicon 
chip, each similar to the popular 741. Good thermal 
tracking and matched gain-bandwidth products make 
these Quad Op-amps useful for active filter applica- 
tions. 


FEATURES 

Direct Pin-for-Pin Replacement for RC4136 and 
RM4136 

Short-Circuit Protection 
Internal Frequency Compensation 
No Latch-Up 

Wide Common-Mode and Differential Voltage Ranges 
Matched Gain-Bandwidth 


APPLICATIONS 

Buffer Amplifiers 
Summing/Differencing Amplifiers 
Instrumentation Amplifiers 
Active Filters 
Signal Processing 
Sample and Differencing 
I to V Converters 
Integrators 

Simulated Components 
Analog Computers 


ABSOLUTE MAXIMUM RATINGS 


Supply Voltage 
XR-4136M 
XR-4136C 
Common Mode 
Voltage Range 

Output Short-Circuit Duration 
Differential Input Voltage 
Internal Power Dissipation 
Ceramic Package: 

Derate above Ta = +25°C 
Plastic Package: 

Derate above Ta = + 25°C 
Storage Temperature Range: 


±22V 
± 18V 

V EE t0 V CC 
Indefinite 
±30V 

750 mW 
6 mW/°C 
625 mW 
5 mW/°C 
- 65°C to +150°C 



-INPUT D 

+ INPUT D 

OUTPUT D 

V CC 

OUTPUT C 

+ INPUT C 

-INPUT C 


ORDERING INFORMATION 

Part Number Package 

XR-4136M Ceramic 

XR-4136CN Ceramic 

XR-4136CP Plastic 


Operating Temperature 

- 55°C to + 125°C 
0°C to + 70°C 
0°C to +70°C 


SYSTEM DESCRIPTION 

The XR-4136 is a quad operational amplifier featuring 
similar characteristics to standard 741 -type devices. 
As all four are monolithic, they have matched charac- 
teristics, including thermal tracking and gain bandwidth 
products. 


1-290 




ELECTRICAL CHARACTERISTICS 

Test Conditions: Ta = +25°C, Vg = ±15V, unless otherwise specified. 


XR-4136 



XR4136M 

XR4136C 




PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

SYMBOLS 

CONDITIONS 

Input Offset Voltage 


.5 

5.0 


.5 

6.0 

mV 

IVjol 

R s < 10 KO 

Input Offset Current 


5.0 

200 


5.0 

200 

nA 

1 ho 1 


Input Bias Current 


40 

500 


40 

500 

nA 

1 'b 1 


Input Resistance 

0.3 

5.0 


0.3 

5.0 


MO 

R in 


Large Signal Voltage Gain 

50 

300 


20 

300 


V/mV 

a VOL 

R L > 2 KO 

Vout = ±10V 

Output Voltage Swing 

±12 

±14 


±12 

±14 


V 

v out 

R L > 10 KO 

±10 



±10 




Vout 

R L > 2 KO 

±13 


±13 


V 

Input Voltage range 

±12 

±14.0 


±12 

±14.0 


V 

v iCM 


Common Mode Rejection Ratio 

70 

105 


70 

105 


dB 

CMRR 

R s < 10 KO 

Supply Voltage Rejection Ratio 


10 

150 


10 

150 

jiV/V 

PSRR 

R s < 10 KO 

Power Consumption 


210 

340 


210 

340 

mW 

Pi 











V in = 20 mV 

Transient Response (unity gain) 









R L = 2 KO 

Risetime 


.13 



.13 


/xS 

t r 

C|_ < 100 pF 

Overshoot 


5.0 



5.0 


% 

to 

Unity Gain Bandwidth 

2.0 

3.0 



3.0 


MHz 

BW 


Slew Rate (unity gain) 


1.5 



1 


V/jxS 

dV out/dt 

R L > 2 KO 

Channel Separation (open loop) 


105 



105 


dB 


f = 10 KHz 

R s = 1 KO 

(Gain of 100) 


105 



105 


dB 


f = 10 KHz 

R s = 1 KO 

The following specifications apply for -55°C < Ta 

< +125°C for XR-4136M: 0°C < T A < +70°C for XR-4136C 

Input Offset Voltage 



6.0 



7.5 

mV 

IVjol 

R s < 10 KO 

Input Offset Current 



500 



300 

nA 

1 'iol 


Input Bias Current 



1500 



800 

nA 

'b 


Large-Signal Voltage Gain 

25 



15 



V/mV 

a VOL. 

R L > 2 KO 

V 0 ut = ±10V 

Output Voltage Swing 

±10 



±10 



V 

Vout 

R L > 2 KO 










Vg = ± 15V 

Power Consumption 


180 

300 


100 

300 

mW 

Pi 

T A = High 



240 

400 


240 

400 

mW 

Pi 

T a = Low 

Output Short-Circuit Current 


45 



45 


mA 

'sc 



TYPICAL PARAMETER MATCHING: 

Test Conditions: Ta = +25°C, V$ = ±15V unless otherwise noted 


PARAMETERS 

XR4136M 

TYP 

XR4136C 

TYP 

UNITS 

SYMBOLS 

CONDITIONS 

Input Offset Voltage 

±1.0 

±2.0 

mV 

IVjol 

Rg > 10 KO 

Input Offset Current 

±7.5 

±7.5 

nA 

1 'iol 


Input Bias Current 

±15 

±15 

nA 

'b 


Voltage Gain 

±0.5 

±1.0 

dB 

a vol 

Rg > 2 KO 
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XR-4202 



EXAR 


Programmable Quad Operational Amplifier 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-4202 is an array of four independent operational 
amplifiers on a single silicon chip. The operating cur- 
rent of the array is externally controlled by a single re- 
sistor or current source, allowing the user to trade-off 
power dissipation for bandwidth. 


FEATURES 

Programmable 
Micropower Operation 

Wide Input Voltage and Common Mode Range 
Internal Frequency Compensation 
No Latch-Up 
Matched Parameters 
Short-Circuit Protection 


APPLICATIONS 


The following approximate relations are useful for 
design: 


Gain-Bandwidth Product 
Power Supply Current 
Slew Rate 


50 I SET (KHz) 

30 Iset In A) 

20 Iset (v/ms) 


Where: Iset is in a*A 


'set = 


V EE ~ VBE 
r SET 


WHERE Vbe DIODE VOLTAGE = 0.65V 



♦INPUT C 

-INPUT C 

OUTPUT C 

V EE 

OUTPUT D 

-INPUT D 

♦ INPUT D 

N.C. 


ORDERING INFORMATION 

Part Number Package Operating Temperature 


XR-4202N Ceramic -40°C to + 85°C 

XR-4202P Plastic -40°C to +85°C 


ABSOLUTE MAXIMUM RATINGS 


Supply Voltage 
Differential Input Voltage 
Power Dissipation 
Ceramic Package: 

Derate above T/\ = +25°C 
Plastic Package: 

Derate above T/\ = + 25°C 
Common Mode Range 
Short Circuit Duration 
Storage Temperature 


± 18V 
±30V 

750 mW 
6 mW/°C 
625 mW 
5 mW/°C 

V EE t0 V CC 
Indefinite 
-60°C to + 150°C 


SYSTEM DESCRIPTION 

The XR-4202 is a quad independently programmable 
operational amplifier featuring improved performance 
over industry standard devices such as the 741 . Ampli- 
fier bias currents can be “programmed” by a single re- 
sistor to Pin 8. Bias currents can range from less than 
1/iA, thus affording the designer flexibility along the de- 
vice speed/power consumption trade off curve. 
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XR-4202 


ELECTRICAL CHARACTERISTICS 

Test Conditions: High Power Mode (Vg = ± 15V, IseT = 75 /* A and T A = + 25°C, unless otherwise specified. 


PARAMETERS 


TYP 

MAX 

UNITS 

SYMBOL 

CONDITIONS 

Short Circuit Current 

5 

17 

30 

mA 

isc 

0°C<; T/\s70°C 

Supply Current 

0.8 

1.7 

6.0 

mA 

's 

Note 3 

Input Offset Voltage 


0.8 

5.0 

mV 

Vio 

R s < 10 KO 

Input Bias Current 


80 

500 

nA 

lb 


Input Off-set Current 


10 

200 

nA 

ho 


Input Resistance 

0.1 

0.6 


MO 

Rjn 


Input Common Mode Voltage 







Range 

12 

±14 


±V 

v iCM 


Common Mode Rejection Ratio 

70 

110 


dB 

CMRR 


Voltage Supply Rejection Ratio 


15 

150 

/xV/V 

PSRR 


Large Signal Voltage Gain 

74 

88 


dB 

a VOL 

R|_ = 3 KO; 

AV 0 = ±10 V 

Output Voltage Swing 

±10 

±13.6 


±V 

Vout 

RL = 3 KO 

Gain-Bandwidth Product 


3.5 


MHz 

fl 


Phase Margin 


45 


Deg. 



Rise Time 


70 


ns 

tR 

AV 0 = ±20 mV 

Overshoot 


20 


% 

*0 

AV 0 = ±20 mV 

Channel Separation 


120 


dB 


Any amp. pair: freq. = 

1 Hz, Rl = 3 K O 



105 


dB 


Any amp. pair: freq. = 

10 KHz, Rl = 3 KO 

Slew Rate 


1.5 


V/ps 

dv out/dt 


Input Voltage Noise 


25 


nV/VHz 

e n 

Bandwidth 100 Hz to 

10 KHz 


Note: Short circuit may be taken to either supply line or ground on only one amplifier at a time. 

ELECTRICAL CHARACTERISTICS 

Test Conditions: High Power Mode (Vg = ±15V, IgEj = 75 nA and Ta = -55°C to +125°C) 


PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

SYMBOL 

CONDITIONS 

Input Offset Voltage 


0.8 

10 

mV 

Vio 

R s <10 KO 

Input Bias Current 


80 

1500 

nA 

ib 


Input Offset Current 


10 

200 

nA 

ho 


Large Signal Voltage Gain 

68 

88 


dB 

A vol 

R|_ 3 KO 

AV 0 = ±10 V 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Micropower Mode (Iset = 1 /A V S = ±1-5V) 


XR-4202 



MIN 

TYP 

MAX 

UNITS 

SYMBOL 

CONDITIONS 




100 

mA 

•s 

Note 3 




200 

nA 

Ib 


Input Offset Current 



20 

nA 

'os 


Input Offset Voltage 


0.5 

5 

MEM 

V OS 

R s < 10 KG 

Input Resistance 

0.5 



mm 

R in 


Input Common Mode Voltage 







Range 

0.3 

±0.8 


±v 

v iCM 


Common Mode Rejection Ratio 

60 

100 


dB 

CMRR 


Voltage Supply Rejection Ratio 


20 

200 

/xV/V 

PSRR 


Large Signal Voltage Gain 

66 

80 


dB 

A vol 

R[_> 100 KG 

Gain-Bandwidth Product 


50 


KHz 

*i 


Phase Margin 


75 


Deg. 



Slew-Rate 


20 


V/ms 

dV out/dt 


Rise Time 


7 


fiS 

*R 

AV 0 = ±20 mV 

Overshoot 


0 


% 

*0 

AV 0 = ±20 mV 

Channel Separation 


120 


dB 


Freq. = Hz: 

RL = 20 KG, 

AV 0 = ±0.5 V 



120 


dB 


Freq. = 1 KHz: 

R[_ = 10 KG, 

AV 0 = ±0.5V 

Equivalent Input Voltage Noise 


200 


nVVHz 

©n 

Bandwidth = 100 Hz 
to 10 KHz 


PARAMETER MATCHING (l S ET = 75 ^ A (2)) 


PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

SYMBOL 

CONDITIONS 

Input Offset Voltage 


1 


±mV 

v os 

R s < 10 KG 

Input Bias Current 


10 


±nA 

Ib 


Input Offset Current 


2 


±nA 

•os 


Gain-Bandwidth Product 


100 


± KHz 

h 


Slew Rate 


0.2 


± V//xS 

dV o/dt 



NOTES: 1. All tests refer to a single Op. amp unless otherwise specified. 

2. Tests apply for parameter matching between any Op. amp pair. 

3. Tests apply to four Op. amps and bias network. 
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XR-4212 



GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-4212 is an array of four independent internally 
compensated operational amplifiers on a single silicon 
chip, each similar to the popular 741 , but with a power 
consumption less than one 741. Good thermal tracking 
and matched gain-bandwidth products make these 
Quad Op-amps useful for active filter applications. 


FEATURES 

Same Pinout as MC3403 and LM324 
Low Power Consumption — 50 mW typ. and 
120mW max. 

Short-Circuit Protection 
Internal Frequency Compensation 
No Latch-Up 

Wide Common-Mode and Differential Voltage Ranges 
Matched Gain-Bandwidth 



OUTPUT D 

-INPUT D 

+ INPUT D 

V EE 

+INPUT C 

-INPUT C 

OUTPUT C 


APPLICATIONS 

Buffer Amplifiers 
Summing/Differencing Amplifiers 
Instrumentation Amplifiers 
Active Filters 
Signal Processing 
Sample and Differencing 
I to V Converters 
Integrators 

Simulated Components 
Analog Computers 


ORDERING INFORMATION 


Part Number 


Package Operating Temperature 


XR-4212M 

XR-4212CN 

XR-4212CP 


Ceramic -55°C to + 125°C 
Ceramic 0°Cto+70°C 

Plastic 0°C to +70°C 


ABSOLUTE MAXIMUM RATINGS 


Supply Voltage 

XR-4212M 

±22V 

XR-4212C 

± 18V 

Common Mode 

Voltage 

Vee to Vqc 

Output Short-Circuit Duration 

Indefinite 

Differential Input Voltage 

±30V 

Internal Power Dissipation 

Ceramic Package: 

750 mW 

Derate above Ta = +25°C 

6 mW/°C 

Plastic Package: 

625 mW 

Derate above Ta = + 25°C 

5 mW/°C 

Storage Temperature Range: 

-65°C to + 150°C 


SYSTEM DESCRIPTION 

The XR-4212 is a quad independently programmable 
operational amplifier featuring improved performance 
over industry standard devices such as the 741. Ampli- 
fier bias currents can be “programmed” by a single re- 
sistor to Pin 8. Bias currents can range from less than 1 
/xA to over 75 fiA, thus affording the designer flexibility 
along the device speed/power consumption trade off 
curve. 
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XR-4212 


ELECTRICAL CHARACTERISTICS 

Test Conditions: Ta = +25°C, Vg = ± 1 5V, unless otherwise specified. 



XR-4212M 





PARAMETERS 

MIN 

TYP 

MAX 


TYP 

MAX 



CONDITIONS 

Input Offset Voltage 


1 

5.0 


1 

6.0 

mV 

|V io l 

R s < 10 Kfl 

Input Offset Current 


10 

50 


10 

50 

nA 



Input Bias Current 


80 

500 


80 

500 

nA 

Mb 


Input Resistance 

0.3 

1.8 


0.3 

1.8 


Mfl 

R in 


Large Signal Voltage Gain 




5 



V/mV 

a VOL 

R L > 2 Kfl 

V 0 ut = ±10V 

Output Voltage Swing 

±12 



±12 

±14 


V 

v out 

R l > 10 Kfl 


±10 



±10 

±12 


V 

Vout 

R l > 2 Kfl 

Input Voltage Range 




±12 



V 

v iCM 


Common Mode Rejection Ratio 

70 



70 

105 


dB 

CMRR 

Rg < 10 Kfl 

Supply Voltage Rejection Ratio 



150 


10 


/zV/V 

PSRR 

Rg < 10 KA 

Power Consumption 


50 

120 


50 


mW 

Pi 


Transient Response (unity gain) 









V in = 20 mV 

Risetime 







MS 

t r 

R l = 2 KO 

Overshoot 







% 

*0 

C L < 100 pF 

Unity Gain Bandwidth 

2.0 




3.0 


MHz 

BW 


Slew Rate (unity gain) 


1.6 



1.6 


V/ms 

dV 0Ut /dt 

R L > 2 Kfl 

Channel Separation (open loop) 





Hill 


dB 



(Gain of 100) 







dB 



The following specifications apply for -55°C < Ta 

< + 125°C for XR-4212M: 


Input Offset Voltage 






7.5 

mV 

IViol 

Rg < 10 Kfl 

Input Offset Current 



200 



200 

nA 

1 'io| 


Input Bias Current 



1500 



800 

nA 

lb 


Large-Signal Voltage Gain 




5 



V/mV 

a vol 

R L > 2 Kfl 

Vout = ±10V 

Output Voltage Swing 

±10 



±10 



V 

Vout 

R L > 2 Kfl 










Vg = ±15 V 

Power Consumption 



150 



150 

mW 

Pi 

T a = High 




200 



200 

mW 

Pi 

T a = Low 

Output Short-Circuit Current 

5 

17 

35 

5 

17 

35 

mA 

■sc 



TYPICAL PARAMETER MATCHING: 

Test Conditions: Ta = +25°C, V$ = ±15V unless otherwise noted 



XR-4212M 

XR-4212C 




PARAMETERS 

TYP 

TYP 

UNITS 

SYMBOLS 

CONDITIONS 

Input Offset Voltage 

±1.0 

±2.0 

mV 

|V io l 

R s > 10 KO 

Input Offset Current 

±7.5 

±7.5 

nA 

1 ho 1 


Input Bias Current 

±15 

±15 

nA 

'b 


Voltage Gain 

±0.5 

±1.0 

dB 

avol 

R s > 2 Kfi 
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Z* EXAR 


Dual Low-Noise Operational Amplifier 


GENERAL DESCRIPTION 

The XR-4739 is a monolithic dual op amp featuring low 
noise and a large gain bandwidth product. The device 
is ideal for preamplifiers, signal processing equipment, 
and active filters. 


FEATURES 

Internally Compensated Replacement for fiA 739 
and MCI 303 

Signal-to-Noise Ratio 76dB (RIAA 10 mV ref.) 

Channel Separation 125dB 

Unity Gain Bandwidth 3MHz 

Output Short-circuit Protected 

0.1 % Distortion at 8.5V RMS Output into 2KQ Load 


APPLICATIONS 

Buffer Amplifiers 
Summing/Differencing Amplifiers 
Instrumentation Amplifiers 
Active Filters 
Signal Processing 
Sample and Differencing 
I to V Converters 
Integrators 

Simulated Components 
Analog Computers 


ABSOLUTE MAXIMUM RATINGS 

Supply Voltage ±18V 

Internal Power Dissipation (Note 1) 500 mW 

Differential Input Voltage ±30V 

Input Voltage (Note 2) ± 15V 

Storage Temperature Range -65°Cto +150°C 

Lead Temperature (Soldering, 60s) 300°C 

Output Short-Circuit Duration (Note 3) Indefinite 


FUNCTIONAL BLOCK DIAGRAM 



ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-4739CN Ceramic 0°Cto+70°C 

XR-4739CP Plastic 0°Cto+70°C 

SYSTEM DESCRIPTION 

The XR-4739 dual low-noise operational amplifier is fab- 
ricated on a single silicon chip using the planar epitaxi- 
al process. It was designed primarily for preamplifiers 
in consumer and industrial signal processing equip- 
ment. The device is pin compatible with the ^A739 and 
MCI 303, however, compensation is internal. This per- 
mits a lowered external parts count and simplified ap- 
plication. 

The XR-4739 is available in a ceramic or molded dual 
inline 14 Pin package, and operates over the commer- 
cial temperature range from 0°C to +70°C. 
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XR-4739 

ELECTRICAL CHARACTERISTICS 

Test Conditions: Ta = 25°C, Vqc = ± 15V, unless otherwise specified. 


PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

Input Offset Voltage 


2.0 

6.0 

mV 

Rg ^ 10 kQ 

Input Offset Current 


5.0 

200 

nA 


Input Bias Current 


40 

500 

nA 


Input Resistance 

0.3 

5.0 


m 


Large-Signal Voltage Gain 

20 

60 


K 

R|_ > 2 ktt 

V ou t = ± 10V 

Output Voltage Swing 

±12 

±14 


V 

R[_ > 10 kfi 


±10 

±13 


V 

R|_ > 2 kfi 

Input Voltage Range 

±12 

±14 


V 


Common Mode Rejection Ratio 

70 

100 


dB 

Rg < 10 kQ 

Supply Voltage Rejection Ratio 


10 

150 

aV/V 

Rg < 1 0 kQ 

Power Consumption 


40 

120 

mW 


Transient Response (unity gain) 





V jn = 20 mV 

Risetime 


0.15 


MS 

Rl_ = 20 kfi 

Cl < 100 pF 

Transient Response (unity gain) 





V in = 20 mV 

Overshoot 


10 


% 

RL = 2 kfi 

Cl < 100 pF 

Slew Rate (unity gain) 


1.0 


V//ZS 

Rl > 2kQ 

Broadband Noise Voltage 


2.5 


/*VRMS 

Bw = 10 Hz-30 KHz 

Rg = 1 kfl 

Channel Separation 


125 

i 

dB 

f = 1.0 kHz 

Av = 40 dB 

Rg = 1 k!2 

The following specifications apply for 0°C < Ta 

< 75°C unless otherwise specified. 


Input Offset Voltage 


3.0 

7.5 

mV 

Rg < 10 kQ 

Input Offset Current 


7.0 

300 

nA 


Input Bias Current 


50 

800 

nA 


Large-Signal Voltage Gain 

15,000 

200,000 



RL ^ 2 kQ 

V ou t = ± 10V 

Output Voltage Swing 

±10 

±13 


V 

RL ^ 2 kO 

Power Consumption 


100 

150 

mW 

Vs = ± 15V 

Ta = 70°C 



110 

200 

mW 

Ta = o°c 


Notes: 

1. Rating applies for ambient temperatures below +75°C 

2. For supply voltages less than 15V, the absolute maximum input voltage is equal to the supply voltage. 

3. Short-circuit may be ground, typically 45 mA. Rating applies to + 125°C ambient temperature. 
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vr EXAR 


XR-4741 


Quad Operational Amplifier 


GENERAL DESCRIPTION 

The XR-4741 is an array of four independent internally- 
compensated operational amplifiers on a single silicon 
chip, each similar to the popular 741 . Each amplifier of- 
fers performance equal to or better than the 741 type in 
all respects. It has high slew rate, superior bandwidth, 
and low noise, which makes it excellent for audio ampli- 
fiers or active filter applications. 

FEATURES 

Short-Circuit Protection 
Internal Frequency Compensation 
No Latch-Up 

Wide Common-Mode and Differential Voltage Ranges 
Matched Gain-Bandwidth 

High Slew Rate 1 .6V/ptS(Typ) 

Unity Gain-Bandwidth 3.5 MHz(Typ) 

Low Noise Voltage 9 NVVHz" 

Input Offset Current 60 nA(Typ) 

Input Offset Voltage .5 mV(Typ) 

Supply Range ±2V to ±20V 

APPLICATIONS 

Buffer Amplifiers 
Summing/Differencing Amplifiers 
Instrumentation Amplifiers 
Active Filters 
Signal Processing 
Sample and Differencing 
I to V Converters 
Integrators 

Simulated Components 
Analog Computers 

ABSOLUTE MAXIMUM RATINGS 

Supply Voltage 
XR-4741 
Common Mode 
Voltage 

Output Short-Circuit Duration 
Differential Input Voltage 
Internal Power Dissipation 
Ceramic Package: 

Derate above T/\ = + 25°C 
Plastic Package: 

Derate above T/\ = + 25°C 
Storage Temperature Range: 


±20 

V EE t0 V CC 
Indefinite 
±30V 

880 mW 
5.8 mW/°C 
625 mW 
5 mW/°C 
-65°C to + 1 50°C 


FUNCTIONAL BLOCK DIAGRAM 


Ti- 
ll - 
TZ- 
=E 

>E- 

> 11 - 

>E- 




- 14 ] < 

-Hi 

-1 

El 

-Hi 

-n 

- 3 ‘ 


ORDERING INFORMATION 


Part Number 


Package Operating Temperature 


XR-4741 M Ceramic 

XR-4741CN Ceramic 

XR-4741 CP Plastic 


-55°C to + 125°C 
0°C to + 70°C 
0°C to + 70°C 


SYSTEM DESCRIPTION 

The XR-4741 is a quad independently programmable 
operational amplifier featuring improved performance 
over industry standard devices such as the 741. Ampli- 
fier bias currents can be “programmed” by a single re- 
sistor to Pin 8. Bias currents can range from less than 1 
ix A to over 75 nA, thus affording the designer flexibility 
along the device speed/power consumption trade off 
curve. 
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XR-4741 


ELECTRICAL CHARACTERISTICS 

Test Conditions: Ta = + 25°C, Vs = ± 15 V unless otherwise specified. 



XR-4741 M 

XR-4741 C 




PARAMETERS 

MIN 

TYP 

MAX 

MIN 



UNITS 

SYMBOLS 

CONDITIONS 

Input Offset Voltage 


0.5 

3.0 


1.0 

5.0 

mV 

|V i0 | 


Input Offset Current 


10 

30 


10 

50 

nA 

I'iol 


Input Bias Current 


60 

200 


60 

300 

nA 

Mbl 


Differential Input Resistance 


5 



5 


m 

R in 


Input Noise Voltage 


9 



9 


j|g|g 



(f = 1 kHz) 

Large Signal Voltage Gain 

50 

100 

■ 

25 

50 

1 


1 

Pififlm 

Output Voltage Swing 

±12 

±10 

±13.7 

±12.5 

■ 

±12 

±10 

±13.7 

±12.5 

■ 

H 

V 0ut 

v out 

R L > 10 KO 

R|_ > 2 KO 

Full Power Bandwidth 


25 



25 




Output Resistance 


300 



300 

1 

H 



Input Voltage Range 

±12 

±13.5 


±12 

±13.5 


V 

ViCM 


Common Mode Rejection 

80 



80 

100 


dB 

CMRR 

R s < 10 Kfi 

Ratio 


■n 








Supply Voltage Rejection Ratio 


mm 

100 


10 

n 

mV/V 

PSRR 

HHHH 

Power Consumption 



150 



y|j| 

mW 

Pi 

| | 



mm 


■E| 





mm 

Transient Response 


■■ 




B 




(unity gain) 

Risetime 


H 


■ 


1 

>iS 

tr 


Overshoot 







% 

*0 

■ 

Unit Gain Bandwidth 









gppiifl 

Slew Rate (unity gain) 


1.6 



1.6 





Channel Separation 



SM| 

M 





n 

(open loop) 


120 

■ 

■ 

120 

| 

dB 


\mfm 

(Gain of 100) 


105 



105 

1 

dB 


1390^11 

The following specifications apply for -55°C < Ta < + 125°C for XR-4741 M; 0°C < Ta < + 70°C for XR-4741 C 

Input Offset Voltage 


4.0 

5.0 


5.0 

6.5 

mV 

1 V io | 

R s < 10 KQ 

Input Offset Current 



75 




nA 

— 


Input Bias Current 



325 



400 


mm 

II 

Input Voltage Range 

±12 



±12 





Common Mode Rejection 

74 


|HM 

El 


mm 

db 


mmmm 

Ratio 



■mi 

■1 


■ 




Large-Signal Voltage Gain 

25 


■ 

15 



V/ mV 

a VOL 

R L > 2 Kfi 
Vout = ± 10V 

Output Voltage Swing 

±10 

±12.5 


±10 

±12.5 


V 

Vout 



±12.0 

±13.7 


±12 

±13.7 



■1 


Power Consumption 



150 



150 

mW 

KB' 





200 



200 

mW 



Supply Voltage Rejection Ratio 


100 

jiV/V 


100 

liVN 


Hfl 

Output Short-Circuit Current 

±5 

±15 


±5 

±15 


mA 

'sc 
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XR-5532/5532A 


XT EXAR 


Dual Low-Noise Operational Amplifier 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-5532 dual low-noise operational amplifier is es- 
pecially designed for applications in high quality profes- 
sional audio equipment. The low-noise, wide bandwidth 
and output drive capability make it ideally suited for in- 
strumentation and control circuits as well as active filt- 
er design. 

The XR-5532A is the specially screened version of the 
XR-5532, with guaranteed noise characteristics. 

FEATURES 

Direct Replacement for Signetics NE 5532 
Wide Small-Signal Bandwidth: 10 MHz 
High-Current Drive Capability 
(10V rms into 6000 at VS = ± 18V) 

High Slew Rate: 9 V//* s 140 
Wind Power-Bandwidth: 140 kHz 
Very Low Input Noise: 5 nV/VHF 
Wide Supply Range: ±3V to ±20V 

APPLICATIONS 

High Quality Audio Amplification 
Telephone Channel Amplifier 
Servo Control Systems 
Low-Level Signal Detection 
Active Filter Design 

ABSOLUTE MAXIMUM RATINGS 

Power Supply ±22V 

Input Common-Mode Range -VEE t0 + V CC 

Differential Input Voltage (Note 1) ±0.5V 

Power Dissipation (Package Limitation) 

Ceramic Package 8-Pin 600 mW 

Derate Above TA = 25°C 8 mW/°C 

Storage Temperature -60°C to + 150°C 



4V CC 

OUTPUT B 

-INPUT B 

♦ INPUT B 


ORDERING INFORMATION 


Part Number 

Package 

Operating Temperatu 

XR-5532N 

Ceramic 

0°C to + 70°C 

XR-5532P 

Ceramic 

0°C to + 70°C 

XR-5532AN 

Plastic 

0°C to +70°C 

XR-5532AP 

Plastic 

0°C to + 70°C 


SYSTEM DESCRIPTION 


Note 1: Diodes protect the inputs against over-voltage. There- 
fore, unless current-limiting resistors are used, large 
currents will flow if the differential input voltage ex- 
ceeds 0.6V. Maximum current should be limited to ± 
10 mA. 

Note 2: Output may be shorted to ground at Vqc = ^EE - 
15V, T/\ = 25°C. Temperature and/or voltages must be 
limited to ensure dissipation rating is not exceeded. 


The XR-5532 and XR-5532A are dual monolithic opera- 
tional amplifiers featuring low noise and very large gain 
bandwidth products. The devices have low output re- 
sistance and can drive 10 Vrms into 6000. Input noise 
is 100% tested on the XR-5532A, and is typically only 5 
nV/VHz. The small signal bandwidth is 10 MHz and 
slew rate exceeds 9 V/^S. Supply voltage may range 
from ± 3V to ± 20V. 
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X R-5532/5532A 

ELECTRICAL CHARACTERISTICS 

Test Conditions: T A = 25°C, Vqq = Vee = 15V unless otherwise specified. 



XR-5532A 

XR-5532 




PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

SYMBOL 

CONDITIONS 

DC CHARACTERISTICS 



Input Offset Voltage 


0.5 

4 


0.5 

4 

mV 

v os 

T a = 25°C 




5 



5 

mV 

T A = Full Range 

Input Offset Current 


10 

150 


10 

150 

nA 

'os 

T a = 25°C 




200 



200 

nA 


T a = Full Range 

Input Bias Current 


200 

800 


200 

800 

nA 

'b 

T a = 25°C 




1000 



1000 

nA 


T a = Full Range 

Large Signal Voltage Gain 

25 

100 


25 

100 


V/mV 

a vol 

Rl ^ 6000, 

V 0 = ±iov 

T a = 25°C 


15 



15 



V/mV 


T a = Full Range 

Supply Current 


8 

16 


8 

16 

mA 

'cc 

R|_ = Open 

Output Swing 








v OUT 

R L > 6000 


±12 

±13 


±12 

±13 


V 

V CC = V EE = 15V 


±15 

±16 


±15 

±16 


V 


VCC = V E E = 18V 

Output Short Circuit Current 


38 



38 


mA 

'sc 

(Note 2) 

Input Resistance 

30 

300 


30 

300 


kO 

r in 


Common-Mode Range 

±12 

±13 


±12 

±13 


V 

v iCM 


Common-Mode Rejection 

70 

100 


70 

100 


dB 

CMRR 


Power Supply Rejection 


10 

100 


10 

100 

/zV/V 

PSRR 


Channel Separation 


110 



110 



dB 

f = 1 kHz, 

Rg = 5 KO 

AC CHARACTERISTICS | 

Transient Response 









Voltage Follower 

Rise Time 


20 



20 


nsec 

t r 

R l = 6000 

Overshoot 


10 



10 


% 

{ 0 

V )N 100 MVpp, 

C L = 100 pF 

AC Gain 


2.2 



2.2 


V/mV 


f = 10 kHz 

Unity-Gain Bandwidth 


10 



10 


MHz 

BW 

C L = 100 pF 

Slew Rate 


9 



9 


V//z sec 



Power Bandwidth 


140 



140 


kHz 

fp 

v OUT = ± 10V 










RL = 6000 

Output Resistance 


.3 



.3 


0 

r out 

A v = 30 dB 

Closed loop 










f = 10 kHz 

R|_ = 6000 

NOISE CHARACTERISTICS 


Input Noise Voltage 


8 

10 


8 


nV/VHz 

e n 

f 0 = 30 kHz 



5 

6 


5 


nV/VHz 


fg = 1 kHz 

Input Noise Current 








*n 



2.7 



2.7 


pA/VHz 

f 0 = 30 Hz 



.7 



.7 


pA/VHz 


f 0 = 1 kHz 
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XR-5532/5532A 

TEST CIRCUITS 


CLOSED LOOP FREQUENCY RESPONSE VOLTAGE FOLLOWER 



TYPICAL PERFORMANCE CHARACTERISTICS 


OPEN LOOP FREQUENCY CLOSED LOOP FREQUENCY 

RESPONSE RESPONSE 


LARGE-SIGNAL FREQUENCY 
RESPONSE 



OUTPUT SHORT-CIRCUIT INPUT BIAS CURRENT INPUT COMMON MODE 


CURRENT 


VOLTAGE RANGE 
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TYPICAL PERFORMANCE CHARACTERISTICS (Continued) 


XR-5532/5532A 


< 

E 



0 tIO t 20 



> 


INPUT NOISE VOLTAGE DENSITY 







TYP 




. 








10 102 103 104 


SUPPLY VOLTAGE (V) 


FREQUENCY (Hz) 



TYPICAL APPLICATION 


PREAMPLIFIER— RIAA/NAB 
COMPENSATION 




10’ 10? 103 10 4 105 



10’ 10? 103 10 4 10* 


FREQUENCY IH/f 


FREQUENCY IH/I 


•SELECT TO PROVIDE SPECIFIED TRANSDUCER LOAOING 
OUTPUT NOISE 0 8 mV »ms (WITH INPUT SHORTED) 

ALL RESIST OR VALUES ARE IN OHMS 


BODE PLOT OF RIAA EQUALIZATION AND THE 
RESPONSE REALIZED IN AN ACTUAL CIRCUIT 
USING THE XR 5533 


BODE PLOT OF NAB EQUALIZATION AND THE 
RESPONSE REALIZED IN THE ACTUAL CIRCUIT USING 
THE XR 5533 


EQUIVALENT SCHEMATIC DIAGRAM 
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XR-5533/5533A 



EX4R 


Dual Low-Noise Operational Amplifier 


GENERAL DESCRIPTION 

The XR-5533 dual low-noise operational amplifier is es- 
pecially designed for applications in high quality profes- 
sional audio equipment. The low-noise, wide bandwidth 
and output drive capability make it ideally suited for in- 
strumentation and control circuits as well as active filt- 
er design. 

The XR-5533A is the specially screened version of the 
XR-5533 with guaranteed worst-case noise specifica- 
tions. 

FEATURES 

Direct Replacement for Signetics SE/NE 5533 
Wide Small-Signal Bandwidth: 10 MHz 
High-Current Drive Capability 
(10V rms into 6000 at V s = ± 18V) 

High Slew Rate: 13 V//x s 
Wide Power-Bandwidth: 200 kHz 
Very Low Input Noise: 4 nV/VHz - 

APPLICATIONS 

High Quality Audio Amplification 
Telephone Channel Amplifier 
Servo control Systems 
Low-Level Signal Detection 
Active Filter Design 

ABSOLUTE MAXIMUM RATINGS 

Power Supply ± 22 V 

Input Common-Mode Range _V EE + Vqc 

Differential Input Voltage (Note 1) ±0.5V 

Short Circuit Duration (Note 2) Indefinite 

Power Dissipation (Package Limitation) 

Ceramic Package 14-Pin 750 mW 

Plastic Package 14-Pin 600 mW 

Derate Above T^ = 25°C 5 mW/°C 

Storage Temperature - 60°C to + 1 50°C 

Note 1: Diodes protect the inputs against over-voltage. There- 
fore, unless current-limiting resistors are used, large 
currents will flow if the differential input voltage ex- 
ceeds 0.6V. Maximum current should be limited to ± 
10 mA. 

Note 2: Output may be shorted to ground at Vqq = V^e = 
15V, Ta = 25°C. Temperature and/or supply voltages 
must be limited to ensure dissipation rating is not ex- 
ceeded. 


FUNCTIONAL BLOCK DIAGRAM 



BALANCE/ 
COMP. A 

COMP. A 


OUTPUT A 
+VCC 
OUTPUT B 

COMP. B 

BALANCE/ 
COMP. B 


ORDERING INFORMATION 


Part Number 

Package 

Operating Temperati 

XR-5533AN 

Ceramic 

0°C to + 70°C 

XR-5533AP 

Plastic 

0°Cto + 70°C 

XR-5533N 

Ceramic 

0°C to + 70°C 

XR-5533P 

Plastic 

0°C to +70°C 


SYSTEM DESCRIPTION 

The XR-5533 and XR-5533A are dual monolithic opera- 
tional amplifiers featuring low noise and very large gain 
bandwidth products. The devices have low output re- 
sistance and can drive 10 Vrms into 60012. Input noise 
is 100% tested on the XR-5533A, and is typically only 4 
nV/VRZ The small signal bandwidth is 10 MHz and 
slew rate exceeds 13 V/^tS. 
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XR-5533/5533A 

ELECTRICAL CHARACTERISTICS 

Test Conditions: T/\ = 25°C, Vqq = V^e = 15V unless otherwise specified. 



XR-5533A 

XR-5533 




PARAMETERS 

MIN. 

TYP. 

MAX. 

MIN. 

TYP. 

MAX. 

UNITS 

SYMBOL 

CONDITIONS 

DC CHARACTERISTICS | 

Input Offset Voltage 


0.5 

4 


0.5 

4 

mV 

v OS 

T a = 25 °C 




5 



5 

mV 


T A = Full Range 

Input Offset Current 


20 

300 


20 

300 

nA 

•os 

T a = 25 °C 




400 



400 

nA 


T a = Full Range 

Input Bias Current 


500 

1500 


500 

1500 

nA 

•b 

T a = 25°C 




2000 



2000 

nA 


T a = Full Range 

Large Signal Voltage 








a VOL 

R|_ > 600G, 

Gain 

25 

100 


25 

100 


V/mV 


v 0 = ±iov 

T a = 25°C 


15 



15 



V/mV 


T a = Full Range 

Supply Current 


4 

8 


4 

8 

mA 

>CC 

R[_ = Open 

(Each Amplifier) 








Output Swing 

±12 

±13 


±12 

±13 


V 

v OUT 

R l > 600G 

VCC = V E E = 15V 


±15 

±16 


±15 

±16 


V 


VCC = V E E = 18V 

Output Short Circuit 


38 



38 


mA 

■sc 

(Note 2) 

Current 









Input Resistance 

30 

100 


30 

100 


kG 

r in 


Common-Mode 

±12 

±13 


±12 

±13 


V 

v iCM 


Range 









Common-Mode 

70 

100 


70 

100 


dB 

CMRR 


Rejection 










Power Supply 


10 

100 


10 

100 

/iV/V 

PSRR 


Rejection 










Channel Separation 


110 



110 



dB 

f = 1 kHz, 

R S = 5 kG 

AC CHARACTERISTICS | 

Transient Response 









Voltage Follower 

Rise Time 


20 



20 


nsec 

V 

R|_ = 600Q, 

C C = 22 pF 

Overshoot 


20 



20 


% 

*0 

C[_ = 100 pF 

V jN = 50 mV 

AC Gain 









f = 10 kHz 



6 



6 


V/mV 


c c = o 



2.2 



2.2 


V/mV 


C C = 22 pF 

Unity-Gain 


10 



10 


MHz 

BW 

C C = 22 pF, 

Bandwidth 









u_ 

Q. 

O 

O 

II 

_l 

O 

Slew Rate 


13 



13 


V//*/sec 


C c = 0 



6 



6 


V//i/sec 


Cc = 22 pF 

Power Bandwidth 


95 



95 


kHz 

fp 

v OUT = ±1° v < 










C C = 22 pF 



200 



200 


kHz 


Cc = 0 pF 

NOISE CHARACTERISTICS | 

Input Noise Voltage 


5.5 

7 


7 


nV/VHz 

e n 

f 0 = 30 Hz 



3.5 

4.5 


4 


nV/VHz 


fQ = 1 kHz 

Input Noise Current 


1.5 



2.5 


pA/VHz 

'n 

f 0 = 30 Hz 



0.4 



0.6 


pA/VHz 


fo = 1 kHz 

Broadband Noise 


0.9 



0.9 


dB 

r n 

F S = 5 kO 

Figure 








f = 10 Hz to 

20 kHz 
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XR-5533/5533A 

TEST CIRCUITS 

FREQUENCY COMPENSATION AND OFFSET 
VOLTAGE ADJUSTMENT CIRCUIT 



CLOSED LOOP FREQUENCY RESPONSE 



TYPICAL PERFORMANCE CHARACTERISTICS 

SLEW-RATE AS A FUNCTION OF 
OPEN LOOP FREQUENCY RESPONSE COMPENSATION CAPACITANCE 



10 102 103 lo 4 105 10 6 10 7 

FREQUENCY (Hi) 





V S = • 15V 

Cc 

45- 



— 

X 





' TYP 



— 


--- 



0 40 80 

C C (pF) 


CLOSED LOOP FREQUENCY 
RESPONSE 


c c 


■ * 10k 

r 

i; RE = 



:al va 

UJEs" 

C( 

= 0, R 

= 9kl 

RE = 






. * 22pF; RF = 

Q 

E - ~ 








\ 





10 3 10 4 10 5 10 6 10 7 10 8 
FREQUENCY (Hi) 


LARGE-SIGNAL FREQUENCY 


OUTPUT SHORT-CIRCUIT 


RESPONSE 



102 103 104 105 iq6 , 0 7 



-55 -25 0 25 50 75 100 125 



-55 -25 0 25 50 75 100 125 


FREQUENCY (Hi) 


T A l°C) 


INPUT COMMON MODE 
VOLTAGE RANGE 


SUPPLY CURRENT 
PER OP-AMP 


INPUT NOISE VOLTAGE 
DENSITY 



SUPPLY VOLTAGE (V) 


SUPPLY VOLTAGE (V) 


FREQUENCY (Hz) 
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TYPICAL PERFORMANCE CHARACTERISTICS (Continued) 


XR-5533/5533A 


BROADBAND INPUT 

INPUT NOISE CURRENT DENSITY TOTAL INPUT NOISE DENSITY NOISE VOLTAGE 



TYPICAL APPLICATION 


PREAMPLIFIER— RIAA/NAB 



FREQUENCY (Hz) FREQUENCY (Hz) 


•SELECT TO PROVIDE SPECIFIED TRANSDUCER LOADING 
OUTPUT NOISE > 0.8 mV rms (WITH INPUT SHORTED) 

ALL RESISTOR VALUES ARE IN OHMS. 


BODE PLOT OF RIAA EQUALIZATION AND THE 
RESPONSE REALIZED IN AN ACTUAL CIRCUIT 
USING THE XR-5533. 


BODE PLOT OF NAB EQUALIZATION AND THE 
RESPONSE REALIZED IN THE ACTUAL CIRCUIT USING 
THE XR-5533 


EQUIVALENT SCHEMATIC DIAGRAM 
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XR-5534/5534A 



EX4R 



Low-Noise Operational Amplifier 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-5534 is a high performance low-noise opera- 
tional amplifier especially designed for application in 
high quality and professional audio equipment. It offers 
five-fold improvement in noise characteristics, output 
drive capability and full-power bandwidth over conven- 
tional 741 -type op amps. The op amp is internally com- 
pensated for gain equal to, or higher than, three. The 
frequency response can be optimzed with an external 
compensation capacitor for various applications such 
as operating in unity gain mode or driving capacitive 
loads. 

The XR-5534A is a specially-screened version of the 
XR-5534, with guaranteed noise specifications. 

FEATURES 



BALANCE/COMP 


+v cc 


OUTPUT 


COMPENSATION 


Direct Replacement for Signetics NE/SE 5534 
Wide Small-Signal Bandwidth: 10 MHz 
High-Current Drive Capability 
(10V rms into 600Q at V s = ± 18V) 

High Slew Rate: 13 V//*s 

Wide Power-Bandwidth: 200 kHz typ. 

Very Low Input Noise: 4 nV/VRz typ. 

APPLICATIONS 

High Quality Audio Amplification 
Telephone Channel Amplifiers 
Servo Control Systems 
Low-Level Signal Detection 
Active Filter Design 

ABSOLUTE MAXIMUM RATINGS 

Power Supply ±22 V 

Input Common-Mode Voltage +VQQto -Vee 

Differential Input Voltage (Note 1) ±0.5 V 

Power Dissipation (Package Limitation) 

Ceramic Package 385 mW 

Plastic Package 300 mW 

Derate Above +24 °C 2.5 mW/°C 

Short Circuit Duration (Note 2) Indefinite 

Storage Temperature -60°C to +150°C 

Note 1: Diodes protect the inputs against over-voltage. There- 
fore, unless current-limiting resistors are used, large 
currents will flow if the differential input voltage ex- 
ceeds 0.6V. Maximum current should be limited to ± 
10 mA. 

Note 2: Output may be shorted to ground at Vs = ± 15V, = 

25°C. Temperature and/or supply voltages must be lim- 
ited to ensure dissipation rating is not exceeded. 


ORDERING INFORMATION 


Part Number 

Package 

Operating Temperature 

5534AM 

Ceramic 

-55°C to + 125°C 

5534M 

Ceramic 

-55°C to + 125°C 

5534ACN 

Ceramic 

0°C to +70°C 

5534CN 

Ceramic 

0°C to +70°C 

5534ACP 

Plastic 

0°C to +70°C 

5534CP 

Plastic 

0°C to +70°C 


SYSTEM DESCRIPTION 

The XR-5534 and XR-5534A are monolithic operational 
amplifiers featuring low noise and a very large gain 
bandwidth product. The devices offer low output resist- 
ance and can drive 10 Vrms into 600Q. Input noise is 
100% tested on the XR-5534A, and is typically only 4 
nV/VHz. The small signal bandwidth is 10 MHz and 
slew rate exce.eds 13 V///S. 


Reverse parallel diodes provide input protection; maxi- 
mum differential input voltage is 0.7 V. Balance pins are 
provided to zero offset voltage. The device is internally 
compensated for gains >3 and provides external com- 
pensation pins for unity gain applications. Supply volt- 
age may range from ± 3V to ± 20V. 
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XR-5534/5534A 


ELECTRICAL CHARACTERISTICS 

Test Conditions: T A = 25°C, Vqq = V^e = 15V, unless otherwise specified. 


PARAMETERS 

XR-5534M/5534AM XR-5534AC/XR-5534C 

UNITS 

SYMBOL 

CONDITIONS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

DC CHARACTERISTICS 

Input Offset Voltage 


0.5 

2 

3 


0.5 

4 

5 

mV 

mV 

v os 

T A = 25 °C 

T A = Full Range 

Input Offset Current 


10 

200 

500 


20 

300 

400 

nA 

nA 

'os 

T a = 25°C 

T a = Full Range 

Input Bias Current 


400 

800 

1500 


500 

1500 

2000 

nA 

nA 

'b 

T a = 25°C 

T a = Full Range 

Large Signal Voltage 

Gain 

50 

25 

100 


25 

15 

100 


V/mV 

V/mV 

a VOL 

R[_ > 60012, 

v 0 = ±iov 

= 25°C 
= Full Range 

Supply Current 


4 

6.5 


4 

8 

mA 

'cc 

R|_ = Open 

Output Swing 

±12 

±15 

±13 

±16 


±12 

±15 

±13 

±16 


V 

V 

v OUT 

Rl 5: 60012 

Vcc = V E E = 15V 

V CC = V EE = 18V 

Output Short Circuit 
Current 


38 



38 


mA 

'sc 

(Note 2) 

Input Resistance 

50 

100 


30 

100 


k!2 

R IN 


Common-Mode 

Range 

±12 

±13 


±12 

±13 


V 

v iCM 


Common-Mode 

Rejection 

80 

100 


70 

100 


dB 

CMRR 


Power Supply 

Rejection 


10 

50 


10 

100 

M v/v 

PSRR 


AC CHARACTERISTICS 

Transient Response 









Voltage Follower 

Rise Time 


20 



20 


nSec 

tr 

R L >60012, 

C C = 22 pF 

Overshoot 


20 



20 


% 

to 

Cl = 100 pF 

AC Gain 


6 

2.2 



6 

2.2 


6 

2.2 

V/mV 

V/ mV 

f = 10 kHz 

C C = o 

C C = 22 pF 

Unity-Gain 

Bandwidth 


10 



10 


MHz 

BW 

C C = 22 pF, 

C L = 100 pF 

Slew Rate 


13 

6 



13 

6 


V/^sec 

V/fisec 


C C = o 

C C = 22 pF 

Power Bandwidth 


95 

200 



95 

200 


kHz 

kHz 

f P 

v OUT = ±10V > 

C C = 22 pF 

C c = 0 

NOISE CHARACTERISTICS 

PARAMETERS 

XR-5534A 

XR-5534 

UNITS 

SYMBOL 

CONDITIONS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

Input Noise Voltage 


5.5 

3.5 

7 

4.5 


7 

4 


nV/VRz 

nV/VHz 

©n 

f 0 = 30 Hz 
fo = 1 kHz 

Input Noise Current 


1.5 

0.4 



2.5 

0.6 


pA/VHF 

pA/VHz 

'n 

f 0 = 30 Hz 
f 0 = 1 kHz 

Broadband Noise 

Figure 


0.9 





dB 

f N 

R S = 5 k!2 
f = 10 Hz to 

20 kHz 


1-315 



















TYPICAL PERFORMANCE CHARACTERISTICS (Continued) 


XR-5534/5534A 


INPUT NOISE CURRENT DENSITY 


TOTAL. INPUT NOISE DENSITY 


BROADBAND INPUT 
NOISE VOLTAGE 




TYPICAL APPLICATION 


PREAMPLIFIER— RIAA/NAB 
COMPENSATION 




FREQUENCY (M/I 



FREQUENCY IM/I 


•SELECT TO PROVIDE SPECIFIED TRANSDUCER LOADING 
OUTPUT NOISE 0 8 mV -rm IAITH INPUT SMORTEOI 
ALL RESISTOR VALUES ARE IN OHMS 


BODE PLOT OF RIAA EQUALIZATION AND THE 
RESPONSE REALIZED IN AN ACTUAL CIRCUIT 
USING THE XR— 5534. 


BOOE PLOT OF NAB EQUALIZATION AND THE 
RESPONSE REALIZED IN THE ACTUAL CIRCUIT USING 
THE XR-S534. 


BALANCE BALANCE/COMP COMP. 



EQUIVALENT SCHEMATIC DIAGRAM 
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Voltage Regulators 



EXAR 


XR-1 468/1 568 


Dual-Polarity Tracking Voltage Regulator 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-1 468/1 568 is a dual polarity tracking voltage 
regulator, internally trimmed for symmetrical positive 
and negative 15V outputs. Current output capability is 
100 mA, and may be increased by adding external pass 
transistors. The device is intended for local “on-card” 
regulation, which eliminates the distribution problems 
associated with single point regulation. 

The XR-1468CN and XR-1568N are guaranteed over 
the 0°C to 70°C commercial temperature range. The 
XR-1568M is rated over the full military temperature 
range of -55°Cto +125°C. 


FEATURES 

Internally Set for ±15V Outputs 
± 100 mA Peak Output Current 
Output Voltages Balanced Within 1% (XR-1 568) 
0.06% Line and Load Regulation 
Low Stand-By Current 

Output Externally Adjustable from ±8 to ±20 Volts 
Externally Adjustable Current Limiting 
Remote Sensing 



ORDERING INFORMATION 


APPLICATIONS 

Main Regulation in Small Instruments 
On-Card Regulation in Analog and Digital Systems 
Point-of-Load Precision Regulation 


Part Number Temperature Output Offset Package 

XR-1 568M - 55°C to + 1 25°C ± 1 50 mV maxCeramic 
XR-1 568N 0°C to + 70°C ± 1 50 mV maxCeramic 

XR-1 468CN 0°C to + 70°C ± 300 mV maxCeramic 


ABSOLUTE MAXIMUM RATINGS 


SYSTEM DESCRIPTION 


Power Supply 

Minimum Short-Circuit Resistance 
Load Current, Peak 
Power Dissipation 
Ceramic (N) Package 
Derate Above +25°C 
Operating Temperature 
XR-1568M 
XR-1 568/XR-1 468C 
Storage Temperature 


±30 Volts 
4.0 Ohms 
± 100 mA 

1 .0 Watt 
6.7 mW/°C 

-55°C to + 125°C 
0°C to +70°C 
-65°C to + 150°C 


The XR-1 468/1 568 is a dual polarity tracking voltage 
regulator combining two separate regulators with a 
common reference element in a single monolithic cir- 
cuit, thus providing a very close balance between the 
positive and negative output voltages. Outputs are in- 
ternally set to ± 15 Volts but can be externally adjusted 
between ±8.0 to ±20 Volts with a single control. The 
circuit features ±100 mA output current, with exter- 
nally adjustable current limiting, and provision for re- 
mote voltage sensing. 
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XR- 1 468/1 568 

ELECTRICAL CHARACTERISTICS 

Test conditions: (Vqc = + 20V, V EE = -20 V, Cl = C2 = 1500 pF, C3 = C4 = 1,0 /xF, R S c + = RsC" = 4.012. <L + 

= Il“ = 0, Tq = +25°C unless otherwise noted.) 



XR-1468C 

XR-1 568 


PARAMETERS 

MIN 

TYP 

MAX 



MAX 

UNITS 

Output Voltage 

14.5 

15 

15.5 



15.2 

Vdc 

Input Voltage 

— 

— 

30 

— 

— 

30 

Vdc 

Input-Output Voltage Differential 

2.0 

— 

— 

2.0 

— 

— 

Vdc 

Output Voltage Balance 

— 


±300 

— 

±50 

±150 

mV 

Line Regulation Voltage 




■ ■ 

■ 


mV 

(V in = 18V to 30V) 

— 

— 

10 


■ / 



<T L t to T H )+t 

— 

— 

20 


BbI 



Load Regulation Voltage 







mV 

(l|_ = 0 to 50 mA, Tj = constant) 

— 

— 

10 

— 

— 

10 


0A = T l_toTH) 

— 

— 

30 

— 

— 

30 


Output Voltage Range 

8.0 

— 

20 


— 

20 

Vdc 

Ripple Rejection (f = 120 Hz) 

— 

75 

— 

— 


— 

dB 

Output Voltage Temperature Stability 







% 

(Tl t° T H ) 

— 

0.3 

1.0 

— 

0.3 

1.0 


Short-Circuit Limit 








(Rsc = 10 ohms) 

— 

60 

— 

— 

60 

— 


Output Noise Voltage 




■ ■ 



/xV(rms) 

(BW = 10 Hz - 10 kHz) 


100 

— 


100 

— 



■ 

■■ 





mA 



El 

4.0 

— 

2.4 

4.0 


Negative Standby Current 







mA 

(V in = -30V) 

— 

1.0 

3.0 

— 

1.0 

3.0 


Long-Term Stability 

— 

0.2 

— 

— 

0.2 

— 

%/KHr 


ITl = 0°C for XR-1 468C/1 568 ttTn = + 70°C for XR-1 468C/1 568 Tj = Junction Temp. 

= - 55°C for XR-1 568M = + 1 25°C for XR-1 568M Tq = Case Temp. 


7 

V CC 


8 _ 




_ 5 

4 

V 0 " 

10_ 

L ° 


0 

J R SC* 



R SC"1 

f 4 

SENSE 

SENSE 

11 1 

| 

GNO 1-1 

1 

j COMPEN (♦lJU 

1 ujcOMPEN (-1 


Cll 

' la 

| ISOOpF-p 

'I'lSOOpF 


♦ v o6 C3 

♦ 15 Vile — 15 Vdc 

Cl and C2 should ba located as close to the device at possible. A 0.1 p F ceramic capacitor 
may be required on the input lines if the device is located an appreciable distance from 
the rectifier filter capacitors. 

C3 and C4 may be increased to improve load transient response and to reduce the output 
noise voltage. At low temperature operation, it may be necessary to bypass C4 with a 
0.1 fiF ceramic disc capacitor. 


Figure 1. Basic 50 mA Regulator 



Figure 2. Voltage Adjust and Balance Adjust Circuit 
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XR-494 



EX4R 


Pulse-Width Modulating Regulator 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-494 is a monolithic pulse width modulating reg- 
ulator designed to contain all the blocks necessary for 
a switching regulator. Included in a 16 pin dual in-line 
package is a voltage reference, oscillator, control logic, 
error amplifiers, and dual uncommitted outputs. This 
device can be used for switching regulators of either 
polarity, polarity converters, transformer coupled DC to 
DC converters, transformerless voltage doublers, and 
many other power control applications. The XR-494M is 
fully specified for operation over the full military tem- 
perature range from -55°C to +125°C, while the XR- 
494CN and XR-494CP are designed for commercial ap- 
plications over 0°C to + 70°C. 


FEATURES 

Complete PWM Power Control Circuitry 
Uncommitted Outputs for 200-mA Sink or Source 
Output Control Selects Single-Ended 
or Push-Pull Operation 
Internal Circuitry Prohibits Double Pulse 
at Either Output 

Variable Dead Time Provides Control Over Total 
Range 

Internal Regulator Provides a Stable 
5-V Reference Supply 

Circuit Architecture Provides Easy Synchronization 


APPLICATIONS 

Pulse-Width Modulated Power Control Systems 
Switching Regulators 


ABSOLUTE MAXIMUM RATINGS, T A = 25°C 


Amplifier Input Voltages 
Output Current 
Supply Voltage 
Collector Output Voltage 
Power Dissipation 
Total, at or below 25°C 
Ceramic Package 
Derate above + 28°C 
Plastic Package 

Derate above +41°C 


V C q = ±0.3 Volts 
250 mA 
41 Volts 
41 Volts 

1000 mW 

8.2 mW/°C 

9.2 mW/°C 


NON 

INV 

INPUT 


FEED 

BACK 


DEAD 

TIME 


CT 


Rt 


GND 


Cl 



ORDERING INFORMATION 


Part Number 


Package Operating Temperature 


XR-494M 

XR-494CN 

XR-494CP 


Ceramic -55°C to + 125°C 

Ceramic 0°Cto+70°C 

Plastic 0°C to +70°C 


SYSTEM DESCRIPTION 

All functions required to construct a pulse-width modu- 
lating regulator are incorporated on a single monolithic 
chip in the XR-494. The device is primarily designed for 
power supply control and contains a on-chip five volt 
regulator, two error amplifiers, an adjustable oscillator, 
dead-time control comparator, a pulse-steering flip-flop, 
and output control circuits. Either common emitter or 
emitter follower output capability is provided by the un- 
committed output transistors. Single ended or push-pull 
output operation may be selected through the output 
control function. The XR-494 architecture prohibits the 
possibility or either output being pulsed twice during 
push-pull operation. The internal amplifiers’s circuitry 
allows for a common-mode input voltage range of -0.3 
volt to Vqq -2 volts. The dead time control compara- 
tor provides approximately 5% dead time unless the 
dead time control is externally driven. The on-chip 
oscillator may be used to drive the common XR-494 
circuitry and provide a sawtooth input for associated 
control circuitry in synchronous multiple-rail power 
supplies, or may be bypassed by terminating Ry (Pin 6) 
to the reference output and providing a sawtooth input 
to Cj (Pin 5). 


1-320 





RECOMMENDED OPERATING CONDITIONS 


XR-494 


PARAMETERS 

XR-494M 

XR-494CN 

XR-494CP 

UNIT 

MIN 

MAX 

MIN 

MAX 

Supply voltage, Vqq 

7 

40 

7 

40 

V 

Amplifier input voltages, V| 

-0.3 

CM 

1 

o 

o 

> 

-0.3 

CM 

1 

o 

o 

> 

V 

Collector output voltage, Vq 


40 


40 

V 

Collector output current 
(each transistor) 


200 


200 

mA 

Current into feedback terminal 


0.3 


0.3 

mA 

Timing capacitor, Cj 

0.47 

10,000 

0.47 

10,000 

nF 

Timing resistor, Rj 

1.8 

500 

1.8 

500 

kQ 

Oscillator frequency 

1 

300 

1 

300 

kHz 

Operating free-air temperature, T A 

-55 

125 

0 

75 

°C 


SWITCHING CHARACTERISTICS T A = 25°C 


PARAMETER 

MIN. 

TYP.1 

MAX. 

UNIT 

TEST CONDITIONS 

Output Voltage Rise Time 


100 

200 

ns 

Common-Emitter Configuration, 

Output Voltage Fall Time 


25 

100 

ns 

See Figure 1 

Output Voltage Rise Time 


100 

200 

ns 

Emitter-Follower Configuration, 

Output Voltage Fall Time 


40 

100 

ns 

See Figure 2 


1. All typical values except for temperature coefficients are at T A = 25°C. 




Figure 1. Common-Emitter Configuration 


ERROR AMPLIFIER 



Figure 3. Error-Amplifier Characteristics 



Figure 2. Emitter-Follower Configuration 


FUNCTION TABLE 


INPUTS 

OUTPUT FUNCTION 

OUTPUT CONTROL 

Grounded 

At V re f 

At V ref 

At V re f 

Single-ended or parallel output 
Normal push-pull operation 

PWM Output at Q1 

PWM Output at Q2 
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XR-494 


ELECTRICAL CHARACTERISTICS 

Test Conditions: T/\ = 25°C, unless otherwise specified. 


PARAMETERS 

XR-494 



MIN 



Reference Section 






Output Voltage (V re f) 

4.75 

5.0 

5.25 

V 

1 o = 1mA 

Input Regulation 


2.0 

25.0 

mV 

Vcc = 7V to 40V 

Output Regulation 


1 

15 

mV 

Iq = 1 to 10mA 

Output Voltage Change 


0.2 

1 

% 

ATa = Min to Max 

with Temperature 






Short Circuit Output 1 

10 

35 

50 

mA 

Vref = 0 

Current 






Oscillator Section 






Frequency 


10 


kHz 

C T = 0.01 /iF, R T = 12kO 

Standard Deviation 2 


10 


% 

vcc. c t. r t. Ta; 

of Frequency 





all values constant 

Frequency Change with 


0.1 


% 

Vcc = 7V to 40V 

Voltage 






Frequency Change with 



2 

% 

Cj = 0.0 VF, Rt = 12kQ, 

Temperature 





ATa = Min to Max 

Dead Time Control Section 






(See Figure 2) 






Input Bias Current (Pin 4) 


-2 

-10 


V| = 0 to 5.25V 

Maximum Duty Cycle 

45 



% 

V| = 0 (Pin 4) 

(each output) 






Input Threshold Voltage 


3 

3.3 

V 

Zero Duty Cycle, Maximum 

(Pin 4) 





Duty Cycle = 0V Min 

Error- Amplifier Sections 






Input Offset Voltage 


2 

10 

mV 

V 0 (Pin 3) = 2.5V 

Input Offset Current 


25 

250 

nA 

V 0 (Pin 3) = 2.5V 

Input Bias Current 


0.2 

1 

mA 

V 0 (Pin 3) = 2.5V 

Common-Mode Input 

-0.3 to 



V 

Vcc = 7V to 40V 

Voltage Range 

V CC - 2 





Open Loop Voltage 

70 

95 


dB 

AVq = 3V, Vq = 

Amplification 





0.5V to 3.5V 

Unity Gain Bandwidth 


800 


kHz 


Common-Mode Rejection 

65 

80 


dB 

V C C = 40V 

Ratio 






Output Sink Current 

0.3 

0.7 


mA 

V| D = - 1 5mV to -5V, V 

(Pin 3) 





(Pin 3) = 0.7V 

Output Source Current 

-2 



mA 

V| D = 1 5mV to 5V, V 

(Pin 3) 





(Pin 3) = 3.5V 

Output Section 






Collector Off-State Current 


2 

100 


V CE = 40V, Vcc = 40V 

Emitter Off-State Current 



-100 

mA 

V CC = Vc = 40V, V E = o, 






XR-494M Max = -150^A 

Collector-Emitter Saturation 






Voltage Common-Emitter 


1.1 

1.3 

V 

V E = 0, lc = 200mA, 






XR-494M Max = 1.5V 

Emitter-Follower 


1.5 

2.5 

V 

V c = 15V, l E = -200mA 

Output Control Input 



3.5 

mA 

V| = V ref 

Current 






PWM Comparator Section 



■M 



Input Threshold Voltage 



■ 



(Pin 3) 



■ 



Input Sink Current (Pin 3) 

0.3 





Total Device 






Standby Supply Current 


6 

10 

mA 

Vcc = 15V, Pin 6 at V re f 



9 

15 

mA 

Vcc = 40V, All Other Inputs 






and Outputs Open 

Average Supply Current 


7.5 


mA 

V = 2V (Pin 4) 
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XR-494 


OUTPUT 
CONTROL 
(SEE FUNCTION 



Cl 


El 

C2 

E2 


EQUIVALENT SCHEMATIC DIAGRAM 


TEST |° ~ 

1 ~ 
Vcc 

OEAD-TIME Cl - 

T 150(1 1 150(1 0 

jx_. -« uTTiRnrurr 

|o oi .Fr 

FEE08ACK 

R T Ci - 

CT ej - 

> ERROR 

O OEAO-TIME THRESHOLD VOLTAGE- 

it* 1 

SC Kll < I 

(-) j 

OUTPUT REF - 

CONTROL OUT 

utIO 

CONTROL 1 

INPUT 1 I 

-i ! 

! ! i ^ — 




A) TEST CIRCUIT 


6) VOLT ACE WAVEFORMS 


Figure 4. Dead-Time and Feedback Control 


OSCILLATOR FREQUENCY »nd 



RT — TIMING RESISTANCE"! I 


1 Frequency variation is the change in oscillator frequency that 
occurs over the full temperature range. 


AMPLIFIER VOLTAGE AMPLIFICATION 



t — FREQUENCY— Hz 


Figure 6. Amplifier Voltage Amplification vs Frequency 


Figure 5. Oscillator Frequency and Frequency Variation 1 vs 
Timing Resistance 
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XR-495 


7ST EX4R 


Pulse-Width Modulating Regulator 


GENERAL DESCRIPTION 

The XR-495 is a monolithic pulse width modulating reg- 
ulator designed to contain all blocks necessary for a 
switching regulator. Included in the 16 pin dual in-line 
packages is a voltage reference, oscillator, control 
logic, error amplifiers, and dual uncommitted outputs. 
This device can be used for switching regulators of ei- 
ther polarity, polarity converters, transformer coupled 
DC to DC converters, transformerless voltage dou- 
blers, and many other power control applications. A 
39V zener diode allows operation with supply voltages 
exceeding 40V. The XR-495M is fully specified for oper- 
ation over the full military temperature range from - 
55°C to + 125°C, while the XR-495CN and XR-495CP 
are designed for commercial applications over 0°C to 
+ 70°C. 


FEATURES 

Complete PWM Power Control Circuitry 
Uncommitted Outputs for 200-mA Sink or Source 
Output Control Selects Single-Ended 
or Push-Pull Operation 
Internal Circuitry Prohibits Double Pulse 
at Either Output 

Variable Dead Time Provides Control Over Total Range 
Internal Regulator Provides a Stable 
5 -V Reference Supply 

Circuit Architecture Provides Easy Synchronization 

On-Chip 39-V Zener 

External Control of Output Steering 

APPLICATIONS 


Pulse-Width Modulated Power Control Systems 
Switching Regulators 


ORDERING INFORMATION 
Part Number Package 

XR-495M Ceramic 

XR-495CN Ceramic 

XR-495CP Plastic 


Operating Temperature 

-55°C to + 125°C 
0°C to + 70°C 
0°C to + 70°C 


ABSOLUTE MAXIMUM RATINGS, T A = 25°C 


Amplifier Input Voltages 
Output Current 
Supply Voltage 
Collector Output Voltage 
Power Dissipation 
Total, at or below 25°C 
Ceramic Package 
Derate above + 28°C 
Plastic Package 

Derate above +41 °C 


Vcc = +0.3 Volts 
250 mA 
41 Volts 
41 Volts 

1000 mW 

8.2 mW/°C 

9.2 mW/°C 


FUNCTIONAL BLOCK DIAGRAM 


NON 

INV 

INPUT 


DEAD 

TIME 

CONTROL 



NON 

INV 

INPUT 


REP 

OUT 


STEERING 

INPUT 


SYSTEM DESCRIPTION 

All functions required to construct a pulse-width modu- 
lating regulator are incorporated on a single monolithic 
chip in the XR-495. The device is primarily designed for 
power supply control and contains a on-chip five volt 
regulator, two error amplifiers, an adjustable oscillator, 
dead-time control comparator, a pulse-steering flip-flop, 
and output control circuits. Either common emitter or 
emitter follower output capability is provided by the un- 
committed output transistors. Single ended or push-pull 
output operation may be selected through the output 
control function. The XR-495 architecture prohibits the 
possibility or either output being pulsed twice during 
push-pull operation. The internal amplifier’s circuitry al- 
lows for a common-mode input voltage range of -0.3 
volt to Vqq -2 volts. The dead time control compara- 
tor provides approximately 5% dead time unless the 
dead time control is externally driven. The on-chip os- 
cillator may be used to drive the common XR-495 cir- 
cuitry and provide a sawtooth input for associated con- 
trol circuitry in synchronous multiple-rail power sup- 
plies, or may be bypassed by terminating Rj (Pin 6) to 
the reference output and providing a sawtooth input to 
Ct (Pin 5). 

The XR-495 also contains an on-chip 39 volt zener di- 
ode for high voltage applications where Vqq is greater 
than 40 volts, and an output steering control that over- 
rides the internal control of the pulse steering flip-flop. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: T A = 25°C, unless specified otherwise. 


XR-495 



XR-495 


PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

Reference Section 






Output Voltage (V re f) 

4.75 

5.0 

5.25 

V 

Iq = 1mA 

Input Regulation 


2.0 

25.0 

mV 

V C c = 7V t0 40V 

Output Regulation 


1 

15 

mV 

Iq = 1 to 10mA 

Output Voltage Change 
with Temperature 

Short Circuit Output 1 Current 


0.2 

1 

% 

AT a = Min to Max 

10 

35 

50 

mA 

o 

ii 

E 

> 

Oscillator Section 






Frequency 


10 


kHz 

Cj = 0.01 n, R t = 12kfi 

Standard Deviation 2 of 


10 


% 

Vqc. Cy, r T> T a ; 3,1 values constant 

Frequency 





Frequency Change with Voltage 


0.1 


% 

V C c = 7V t0 40V 

Frequency Change with 



2 

% 

Cj = 0.01 ^iF, Rj = 12k ft, 

Temperature 





AT/\ = M |n f° Max 

Dead Time Control Section 






(See Figure 2) 

Input Bias Current (Pin 4) 


-2 

-10 

mA 

V| = 0 to 5.25V 

Maximum Duty Cycle 

45 



% 

V| = 0 (Pin 4) 

(each output) 





Input Threshold Voltage (Pin 4) 


3 

3.3 

V 

Zero Duty Cycle, Maximum Duty 






Cycle = 0V Min 

Error-Amplifier Sections 






Input Offset Voltage 


2 

10 

mV 

V Q (Pin 3) = 2.5V 

Input Offset Current 


25 

250 

nA 

V Q (Pin 3) = 2.5V 

Input Bias Current 


0.2 

1 

fA 

V 0 (Pin 3) = 2.5V 

Common-Mode Input Voltage 

-0.3 to 



V 

V C c = 7 V to 4 0V 

Range 

Vcc “ 2 




Open Loop Voltage 

70 

95 


dB 

AV 0 = 3V, V 0 = 0.5V to 3.5V 

Amplification 

Unity Gain Bandwidth 


800 


kHz 


Common-Mode Rejection Ratio 

65 

80 


dB 

V C C = 40V 

Output Sink Current (Pin 3) 

0.3 

0.7 


mA 

V| D = - 1 5mV to - 5V, V (Pin 3) = 0.7V 

Output Source Current (Pin 3) 

-2 



mA 

V| D = 15mV to 5V, V (Pin 3) = 3.5V 

Output Section 






Collector Off-State Current 


2 

100 

fa 

Vce = 40V, Vcc = 40V 

Emitter Off-State Current 



-100 

fa 

V CC = V C = 40V, V E = 0, 






XR-494M Max = -150**A 

Collector-Emitter Saturation 






Voltage Common-Emitter 


1.1 

1.3 

V 

V E = 0, lc = 200mA, 






XR-494M Max = 1.5V 

Emitter-Follower 


1.5 

2.5 

V 

V c = 15V, l E = -200mA 

Output Control Input Current 



3.5 

mA 

V| = v ref 

PWM Comparator Section 






Input Threshold Voltage (Pin 3) 


4 

4.5 

V 

Zero Duty Cycle 

Input Sink Current (Pin 3) 

0.3 

0.7 


mA 

V (Pin 3) = 0.7V 

Total Device 






Standby Supply Current 


6 

10 

mA 

V C c = 15V, Pin 6 at V re f 



9 

15 

mA 

Vcc = 40V, All Other Inputs 






and Outputs Open 

Average Supply Current 


7.5 


mA 

V = 2V (Pin 4) 


1. Duration of the short circuit should not exceed one second. 

2. Standard deviation is a measure of the statistical distribution about the mean as derived from the formula a = . 

SWITCHING CHARACTERISTICS T A = 25°C 


PARAMETER 

MIN 

TYPl 

MAX. 

UNIT 

TEST CONDITIONS 

Output Voltage Rise Time 


100 

200 

ns 

Common-Emitter Configuration, 

Output Voltage Fall Time 


25 

100 

ns 

See Figure 1 

Output Voltage Rise Time 


100 

200 

ns 

Emitter-Follower Configuration, 

Output Voltage Fall Time 


40 

100 

ns 

See Figure 2 


1 . All typical values except for temperature coefficients are at T A = 25°C. 
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XR-495 


RECOMMENDED OPERATING CONDITIONS 


PARAMETERS 


Supply voltage, Vqc 


Amplifier input voltages, V| 


Collector output voltage, Vq 


Collector output current (each transistor) 


Current into feedback terminal 


Timing capacitor, Cj 


Timing resistor, Rj 


Oscillator frequency 


Operating free-air temperature, Ta 


XR-495M 


MAX 


40 


VCC-2 


40 


200 


0.3 


10,000 


XR-495CN 

XR-495CP 


MIN MAX 




Cl = 15 pF 
(INCLUDES PROBE A I 
JIG CAPACITANCE) 




C L = 15 pF 
(INCLUDES PROBE AN 
JIG CAPACITANCE) 



Figure 1 . Common-Emitter Configuration 


TEST 
INPUTS | 

U Mil 



Vcc 


DEAD-TIME 

Cl 


El 

FEEDBACK 

Rt 

ca 

Ct 

E2 

(♦)\ STEERING 1 

I, vl CONTROL r 

; > ERROR 

vz 

(♦1 1 

(“1 / 

OUTPUT 

REF 

CONTROL 

OUT 

GNO 




> OUTPUT 2 VOLTAGE 

AT Ct 


Figure 2. Emitter-Follower Configuration 

TiT^jinnizr 

LnnrinnjTrr 

/mrnm/mm 


DEAD-TIME THRESHOLD VOLTAGE-j 
CONTROL — 

INPUT 


THRESHOLD VOLTAGE - 



B) VOLTAGE WAVEFORMS 


Figure 3. Dead-Time and Feedback Control 













































XR-495 


OUTPUT 
CONTROL 
(SEE FUNCTION 



EQUIVALENT SCHEMATIC DIAGRAM 


ERROR AMPLIFIER 



AMPLIFIER 

Figure 4. Error Amplifier Characteristics 


OSCILLATOR FREQUENCY and 



10 I I I I I I III! I I 1 1 JLLUL Lj t I 1 .1 LULU 

IK 4K 10K 40K 100K LOOK 1M 


Rr— TIMING RESISTANCE-11 

1 Frequency variation Is the change In oscillator frequency that 
occurs over the full temperature range. 


Figure 5. Oscillator Frequency and Frequency Variation 1 vs 
Timing Resistance 


FUNCTION TABLE 


INPUTS 


OUTPUT 

CONTROL 

STEERING 

INPUT 

OUTPUT FUNCTION 

Grounded 

Open 

Single-ended or parallel 
output 

At V ref 

Open 

Normal push-pull operation 

At V ref 

V|<0.4V 

PWM Output at Q1 

At V re f 

V| >0.4V 

PWM Output at Q2 


AMPLIFIER VOLTAGE AMPLIFICATION 



I 10 100 IK 10K tOOK 1M 

I — FREQUENCY — Hz 


Figure 6. Amplifier Voltage Amplification vs Frequency 
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XR-1 5/25/3524 



EX4R 


Pulse-Width Modulating Regulator 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-1 524 family of monolithic integrated circuits 
contain all the control circuitry for a regulating power 
supply inverter or switching regulator. Included in a 16- 
pin dual-in-line package is the voltage reference, error- 
amplifier, oscillator, pulse width modulator, pulse steer- 
ing flip-flop, dual alternating output switches and cur- 
rent limiting and shut-down circuitry. This device can be 
used for switching regulators of either polarity, trans- 
former coupled DC to DC converters, transformerless 
voltage doublers and polarity converters, as well as 
other power control applications. The XR-1 524 is speci- 
fied for operation over the full military temperature 
range of - 55°C to + 1 25°C, while the XR-2524 and XR- 
3524 are designed for commercial applications of 0°C 
to + 70°C. 


FEATURES 

Direct Replacement for SG-1 524/2524/3524 
Complete PWM power control circuitry 
Single ended or push-pull outputs 
Line and load regulation of 0.2% 

1 % maximum temperature variation 
Total supply current less than 10 mA 
Operation beyond 100 kHz 


APPLICATIONS 

Switching Regulators 

Pulse-width Modulated Power Control Systems 



ORDERING INFORMATION 


Part Number 


Package Operating Temperature 


XR-1524M Ceramic 

XR-2524N Ceramic 

XR-2524P Plastic 

XR-3524N Ceramic 

XR-3524P Plastic 


-55°C to + 125°C 
0°C to +70°C 
0°C to + 70°C 
0°C to + 70°C 
0°C to +70°C 


ABSOLUTE MAXIMUM RATINGS 


SYSTEM DESCRIPTION 


Input Voltage 

Output Current (each output) 
Reference Output Current 
Oscillator Charging Current 
Power Dissipation 
Ceramic Package 
Derate above +25°C 
Plastic Package 
Derate above +25°C 
Operating Temperature Range 
XR-1 524 

XR-2524/XR-3524 
Storage Temperature Range 


40V 
100 mA 
50 mA 
5 mA 

1000 mW 
8 mW/°C 
625 mW/°C 
5 mW/°C 

- 55°C to +125°C 
0°C to + 70°C 
-65°C to +150°C 


The XR-1 524/2524/3524 pulse width modulating regula- 
tor is a complete monolithic switching regulator. An in- 
ternal 5V reference, capable of supplying up to 50 mA 
to external loads, provides an on board operating stan- 
dard. The oscillator frequency and duty cycle are ad- 
justed by an external RC network. Regulation is con- 
trolled by an error amplifier which, combined with the 
sense amplifier, also allows current limiting and remote 
shutdown functions. The outputs of the XR-1 524/2524/ 
3524 are two identical NPN transistors with both emit- 
ters and collectors uncommitted. Each output transis- 
tor has antisaturation circuitry for fast response and lo- 
cal current limiting set at 100 mA. 
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XR-1 5/25/3524 

ELECTRICAL SPECIFICATIONS 

Test Conditions: T A = -55°C to +125°C for the XR-1 524 and 0°C to + 70°C for the XR-2524 and XR-3524, V|fsj = 
20V, and f = 20 kHz, unless specified otherwise. 



XR-1 524/ 







XR-2524 

XR-3524 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

REFERENCE SECTION 









Output Voltage 

4.8 

5.0 

5.2 

4.6 

5.0 

5.4 

V 


Line Regulation 


10 

20 


10 

30 

mV 

V|N = 8 to 40 Volts 

Load Regulation 


20 

50 


20 

50 

mV 

l|_ = 0 to 20 mA 

Ripple Rejection 


66 



66 


dB 

f = 120 Hz, T A = 25°C 

Short Circuit Current Limit 


100 



100 


mA 

V REF = °. T A = 25°C 

Temperature Stability 


0.3 

1 


0.3 

1 

% 

Over Operating Temperature Range 

Long Term Stability 


20 



20 


.L: 

> 

E 

T A = 25°C 

OSCILLATOR SECTION 









Maximum Frequency 


300 



300 


KHz 

Cj = .001 fi F, Ry = 2 m 

Initial Accuracy 


5 



5 


% 

Rj and Cj constant 

Voltage Stability 



1 



1 

% 

V|n = 8 to 40 Volts, Ta = 25°C 

Temperature Stability 



2 



2 

% 

Over Operating Temperature Range 

Output Amplitude 


3.5 



3.5 


V 

Pin3, T a = 25°C 

Output Pulse Width 


0.5 



0.5 


fiS 

Cj = .01 mfd, T A = 25°C 

ERROR AMPLIFIED SECTION 









Input Offset Voltage 


0.5 

5 


2 

10 

mV 

Vqm ‘ 2.5 Volts 

Input Bias Current 


2 

10 


2 

10 

/*A 

Vcm = 2.5 Volts 

Open Loop Voltage Gain 

72 

80 


60 

80 


dB 


Common Mode Voltage 

1.8 


3.4 

1.8 


3.4 

V 

T A = 25°C 

Common Mode Rejection Ratio 


70 



70 


dB 

T A = 25°C 

Small Signal Bandwidth 


3 



3 


MHz 

Ay — 0 dB, T A = 25°C 

Output Voltage 

0.5 


3.8 

0.5 


3.8 

V 

T A = 25°C 

COMPARATOR SECTION 









Duty Cycle 

0 


45 

0 


45 

% 

% Each Output On 

Input Threshold 


1 



1 


V 

Zero Duty Cycle 

Input Threshold 


3.5 



3.5 


V 

Max. Duty Cycle 

Input Bias Current 


1 



1 


mA 


CURRENT LIMITING SECTION 








Pin 9 = 2V with Error Amplifier 

Sense Voltage 

190 

200 

210 

180 

200 

220 

mV 

Set for Max. Out, T A = 25°C 

Sense Voltage Temp. Coef. 


0.2 



0.2 


mV/°C 

Common Mode Voltage 

-1 


+ 1 

-1 


+ 1 

V 


OUTPUT SECTION (Each Output) 









Max. Collector-Emitter Voltage 

40 



40 



V 


Collector Leakage Current 


0.1 

50 


0.1 

50 

#*A 

V CE = 40V 

Saturation Voltage 


1 

2 


1 

2 

V 

Iq = 50 mA 

Emitter Output Voltage 

17 

18 


17 

18 


V 

V| N = 20V 

Rise Time 


0.2 



0.2 


/iS 

RC = 2 KO, T A = 25°C 

Fall Time 


0.1 



0.1 


nS 

Rq = 2 KO, T A = 25°C 

TOTAL STANDBY CURRENT 


8 

10 


8 

10 

mA 

V| N = 40V 

(Excluding oscillator charging 
current, error and current limit 
dividers, and with outputs 
open) 
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XR-1 5/25/3524 

OPEN LOOP TEST CIRCUIT 



DESCRIPTION OF CIRCUIT OPERATION 


VOLTAGE REFERENCE SECTION 


The internal voltage reference and regulator section 
provides a 5-volt reference output at pin 16. This volt- 
age also serves as a regulated voltage source for the 
internal timing and control circuitry. This regulator may 
be bypassed for operation from a fixed 5-volt supply by 
connecting pins 1 5 and 1 6 together to the input voltage. 
In this configuration, the maximum input voltage is 6.0 
volts. 

This reference regulator may be used as a 5-volt source 
for other circuitry. It will provide up to 50 mA of current 
itself and can easily be expanded to higher currents 
with an external PNP as shown in Figure 2. 



for External Circuitry 
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OSCILLATOR SECTION 

The oscillator section in the XR-1 524 uses an external 
resistor (Rj) to establish a constant charging current in- 
to an external capacitor (Cj). While this uses more cur- 
rent than a series connected RC, it provides a linear 
ramp voltage on the capacitor which is also used as a 
reference for the comparator. The charging current is 
equal to 3.6V Rj and should be kept within the range 
of approximately 30 /iA to 2 mA, i.e., 1.8K < Rj < 
100K. 

The oscillator period is apprqxirnately T = RjCj where 
T is in microseconds when Rj = ohms and Cj = 
microfarads. 

The use of Figure 3 allows the selection of Ry and Cj 
for a wide range of operating frequencies. Note that for 
series regulator applications, the two outputs can be 
connected in parallel for an effective 0 - 90% duty cy- 
cle and the frequency of the oscillator is the frequency 
of the output. For push-pull applications, the outputs 
are separated and the flip-flop divides the frequency 
such that each output’s duty cycle is 0 - 45% and the 
overall frequency is 1/2 that of the oscillator. 



Figure 3. Oscillator Period as a Function of Rj and Cj 


The range of values for Cy also has limits as the dis- 
charge time of Cy determines the pulse width of the os- 
cillator output pulse. This pulse is used (among other 
things) as a blanking pulse to both outputs to insure that 
there is no possibility of having both outputs on simulta- 
neously during transitions. This output dead time rela- 
tionship is shown in Figure 4. A pulse width below ap- 
proximately 0.5 microseconds may allow false trigger- 
ing of one output by removing the blanking pulse prior 
to the flip-flop’s reaching a stable state. If small values 
of Cj must be used, the pulse width may still be ex- 
panded by adding a shunt capacitance (~ 100 pF) to 
ground at the oscillator output. (Note: Although the os- 
cillator output is a convenient oscilloscope sync input, 
the cable and input capacitance may increase the 
blanking pulse width slightly.) Obviously, the upper limit 
to the pulse width is determined by the maximum duty 
cycle acceptable. Practical values of Cj fall between 
.001 and 0.1 /t F. 



TIMING CAPACITOR VALUE IC T > - MICROFARADS 


Figure 4. Output Stage Dead Time as a Function of the 
Timing Capacitor Value 

If it is desired to synchronize the XR-1 524 to an external 
clock, a pulse of » +3 volts may be applied to the os- 
cillator output terminal with RfCj set slightly greater 
than the clock period. The same considerations of 
pulse width apply. The impedance to ground at this 
point is approximately 2K ohms. 

If two or more XR-1 524 circuits must be synchronized 
together, one must be designated as master with its 
R-yCy set for the correct period. The slaves should each 
have an R-yCy set for approximately 10% longer period 
than the master with the added requirement that Cj 
(slave) = 1/2 Cj (master). Then connecting pin 3 on all 
units together will insure that the master output pulse - 
which occurs first and has a wider pulse width - will re- 
set the slave units. 


ERROR AMPLIFIER SECTION 

The error amplifier is a simple differential-input, trans- 
conductance amplifier. The output is the compensation 
terminal, pin 9, which is a high-impedance node (R|_ * 
5 MO). The gain is 

8 I C R|_ 

A V = 9m r L = — =-002 R U 

and can easily be reduced from a nominal of 10,000 by 
an external shunt resistance from pin 9 to ground, as 
shown in Figure 5. 

In addition to DC gain control, the compensation termi- 
nal is also the place for AC phase compensation. The 
frequency response curves of Figure 5 show the un- 
compensated amplifier with a single pole at approxi- 
mately 200 Hz and a unity gain cross-over at 5 MHz. 

Typically, most output filter designs will introduce one or 
more additional poles at a significantly lower frequency. 
Therefore, the best stabilizing network is a series R-C 
combination between pin 9 and ground which intro- 
duces a zero to cancel one of the output filter poles. A 
good starting point is 50 KQ plus .001 piF. 
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Figure 5. Error Amplifier Frequency Response as a Function 
of External Resistor, R|_, at Pin 9 


One final point on the compensation terminal is that 
this is also a convenient place to insert any program- 
ming signal which is to override the error amplifier. In- 
ternal shutdown and current limit circuits are connect- 
ed here, but any other circuit which can sink 200 
can pull this point to ground, thus shutting off both out- 
puts. 

While feedback is normally applied around the entire 
regulator, the error amplifier can be used with conven- 
tional operational amplifier feedback and is stable in ei- 
ther the inverting or non-inverting mode. Regardless of 
the connections, however, input common-mode limits 
must be observed or output signal inversions may 
result. For conventional regulator applications, the 5- 
volt reference voltage must be divided down as shown 
in Figure 6. The error amplifier may also be used in 
fixed duty cycle applications by using the unit gain con- 
figuration shown in the open loop test circuit. 




NEGATIVE 

OUTPUT 

VOLTAGES 


Figure 6. Error Amplifier Biasing Circuits. (Note: Change 
in Input Connections for Opposite Polarity 
Outputs) 

age to get 25% duty cycle with the error amplifier sig- 
naling maximum duty cycle. 

In addition to constant current limiting, pins 4 and 5 
may also be used in transformer-coupled circuits to 
sense primary current and shorten an output pulse, 
should transformer saturation occur. (Refer to Figure 
1 5.) Another application is to ground pin 5 and use pin 4 
as an additional shutdown terminal, i.e., the output will 
be off with pin 4 open and on when it is grounded. Fi- 
nally, foldback current limiting can be provided with the 
network of Figure 8. This circuit can reduce the short- 



Figure 7. Current Limiting Circuitry of the XR-1 524 


CURRENT LIMITING CONTROLS 

The current limiting circuitry of the XR-1 524 is shown in 
Figure 7. 


circuit current (l$c) to approximately one-third the max- 
imum available output current Omax)- 

OUTPUT CIRCUITS 


By matching the base-emitter voltages of Q1 and Q2, 
and assuming negligible voltage drop across R-|, 

Threshold = V B e (Q1)+h R 2 -Vbe(Q 2) = H R 2 
— 200 mV 

Although this circuit provides a relatively small thresh- 
old with a negligible temperature coefficient, there are 
some limitations to its use, the most important of which 
is the ±1 volt common mode range which requires 
sensing in the ground line. Another factor to consider is 
that the frequency compensation provided by R-jC-j 
and Q1 provides a roll-off pole at approximately 300 
Hertz. 

Since the gain of this circuit is relatively low, there is a 
transition region as the current limit amplifier takes 
over pulse width control from the error amplifier. For 
testing purposes, threshold is defined as the input volt- 


The outputs of the XR-1 524 are two identical NPN tran- 
sistors with both collectors and emitters uncommitted. 
Each output transistor has antisaturation circuitry for 
fast response, and current limiting set for a maximum 
output current of approximately 100 mA. The availability 
of both collectors and emitters allows maximum versa- 
tility to enable driving either NPN or PNP external tran- 
sistors. 



Figure 8. Foldback Current Limiting Can Be Used to Reduce 
Power Dissipation Under Shorted Output Conditions 
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In considering the application of the XR-1524 to voltage 
regulator circuitry, there are a multitude of output con- 
figurations possible. In general, however, they fall into 
three basic classifications: 


1. Capacitor-diode coupled voltage multipliers 

2. Inductor-capacitor single-ended circuits 

3. Transformer-coupled circuits 


Examples of each category are shown in Figures 9, 10 
and 1 1 . In each case, the switches indicated can be ei- 
ther the output transistors in the XR-1524 or added ex- 
ternal transistors according to the load current require- 
ments. 




v o 
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Figure 9. Capacitor-Diode Coupled Voltage Multiplier Output 
Stages. (Note: Diode D1 is Necessary to 
Prevent Reverse Emitter-Base Breakdown of 
Transistor Switch S/^J 
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(b) Flyback 


Figure 11. Push-Pull and Flyback Connections for 
Transformer-Coupied Outputs 


DEADBAND CONTROL 

The XR-1524 pulse width modulating regulator provides 
two outputs which alternate in turning on for push-pull 
inverter applications. The internal oscillator sends a 
momentary blanking pulse to both outputs at the end of 
each period to provide a deadband so that there cannot 
be a condition when both outputs are on at the same 
time. The amount of deadband is determined by the 
width of the blanking pulse appearing on pin 3 and can 
be controlled by any one of the four techniques de- 
scribed below: 

Method 1: For 0.2 to 2.0 microseconds, the deadband 
is controlled by the timing capacitor, Cj, on 
pin 7. The relationship between Cy and 
deadband is shown in Figure 4. Of course, 
since Cj also helps determine the operating 
frequency, the range of control is somewhat 
limited. 




Method 2: For 0.5 to 5.0 microseconds, the blanking 
pulse may be extended by adding a small 
capacitor from pin 3 to ground. The value of 
the capacitor must be less than 1000 pF or 
triggering will become unreliable. 


Figure 10. Single-ended Inductor Circuits Where the Two 

Outputs of the XR-1524 are Connected in Parallel 
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Method 3: For longer and more well-controlled blanking 
pulses, a simple one-shot latch similar to the 
circuit shown in Figure 12 should be used. 



XR-1 5/25/3524 



Figure 12. Recommended External Circuitry for Long 

Duration Blanking Pulse Generation (Method 3 of 
Deadband Control. Note: For 5 fisec blanking, 
choose Cg = 200 pF, fig = 10 KQ) 

When this circuit is triggered by the oscilla- 
tor output pulse, it will latch for a period de- 
termined by C b Rb providing a well-defined 
deadband. 


Another use for this circuit is as a buffer 
when several other circuits are to be syn- 
chronized to one master oscillator. This one- 
shot latch will provide an adequate signal to 
insure that all the slave circuits are com- 
pletely reset before allowing the next timing 
period to begin. 

Note that with this circuit, the blanking pulse 
holds off the oscillator so its width must be 
subtracted from the overall period when se- 
lecting Rj and Cj 

Method 4: Another way of providing greater deadband 
is just to limit the maximum pulse width. 
This can be done by using a clamp to limit 
the output voltage from the error amplifier. A 
simple way of achieving this clamp is with 
the circuit shown in Figure 13. 

This circuit will limit the error amplifier’s volt- 
age range since its current source output 
will only supply 200 /*A. Additionally, this cir- 
cuit will not affect the operating frequency. 



Figure 13. Using a Clamp Diode to Control Deadband 
(Method 4 of Deadband Control) 


APPLICATIONS INFORMATION 

POLARITY CONVERTING REGULATOR 

The XR-1 524 pulse width modulating regulator can be 
interconnected as shown in Figure 14. The component 
values shown in the figure are chosen to generate a -5 
volt regulated supply voltage from a +15 volt input. 
This circuit is useful for an output current of up to 20 
mA with no additional boost transistors required. Since 
the output transistors are current limited, no additional 
protection is necessary. Also, the lack of an inductor al- 
lows the circuit to be stabilized with only the output ca- 
pacitor. 


FLYBACK CONVERTER 

Figure 15 shows the application of XR-1 524 in a low- 
current DC-DC converter, using the flyback converter 
principle (see Figure 11b). The particular values given 
in the figure are chosen to generate ±15 volts at 20 
mA from a + 5 volt regulated line. The reference gener- 
ator in the XR-1 524 is unused. The reference is provid- 
ed by the input voltage. Current limiting in a flyback 
converter is difficult and is accomplished here by sens- 
ing current in the primary line and resetting a soft-start 
circuit. 


SINGLE ENDED REGULATOR 

The XR-1 524 operates as an efficient single-ended 
pulse width modulating regulator, using the circuit con- 
nection shown in Figure 16. In this configuration, the 
two output transistors of the circuit are connected in 
parallel by shorting pins (12, 13) and (11, 14) together, 
respectively, to provide for effective 0 - 90% duty-cycle 
modulation. The use of an output inductance requires 
an R-C phase compensation on pin 9, as shown in the 
figure. 



Figure 14. Circuit Connection for Polarity Converting 
Regulator (V in = +15V, V ou t = -5V) 
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PUSH-PULL CONVERTER 

The circuit of Figure 17 shows the use of XR-1524 in a 
transformer-coupled DC-DC converter with push-pull 
outputs (see Figure 11a). Note that the oscillator must 
be set at twice the desired output frequency as the XR- 
1524’s internal flip-flop divides the frequency by 2 as it 
switches the P.W.M. signal from one output to the other. 
Current limiting is done in the primary. This causes the 
pulse/width to be reduced automatically if the trans- 
former saturation occurs. 



GROUND 


Figure 15. A Low-Current DC-DC Converter Using Flyback 
Principle (V out = ± 15V, Vj n = +5V, II < 20 
mA) 
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Figure 16. Conventional Single-Ended Regulator Connection 
(V in = + 28V, V 0 = + 5V, l out < 1 Amp) 



Figure 17. A High-Current DC-DC Converter with Push-Pull 
Outputs (Vj n = + 28V, V 0 = + 5V, l 0 < 5A) 
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EX4R 


Pulse-Width Modulating Regulators 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-1525A/1527A is a series of monolithic inte- 
grated circuits that contain all of the control circuitry 
necessary for a pulse-width modulating regulator. In- 
cluded in the 16-Pin dual-in-line package is a voltage 
reference, an error amplifier, a pulse-width modulator, 
an oscillator, under-voltage lockout, soft-start circuitry, 
and output drivers. 

The XR-1 525A/2525A/3525A series features NOR logic, 
giving a LOW output for an OFF state. The XR-1 527 N 
2525A/3527A series features OR logic, giving a HIGH 
output for an OFF state. 

FEATURES 

8V to 35V Operation 

5.1V Reference Trimmed to ± 1 % 

100 Hz to 500 kHz Oscillator Range 
Separate Oscillator Sync Terminal 
Adjustable Deadtime Control 
Internal Soft-Start 
Input Under-voltage Lockout 
Latching PWM to Prevent Double Pulsing 
Dual Source/Sink Output Drivers 
Capable of Over 200 mA 
Power-FET Drive Capability 

APPLICATIONS 





V.n 


OUTPUT B 


Vc 


GROUND 

OUTPUT A 

SHUTDOWN 

COMPENSATION 


ORDERING INFORMATION 


Part Number 


Operating Temperature 


XR-1525A/27M Ceramic 

XR-2525A/27AN Ceramic 

XR-2525A/27AP Plastic 

XR-3525A/27CN Ceramic 

XR-3525A/27CP Plastic 


-55°C to + 125°C 
-25°C to +85°C 
-25°C to + 85°C 
0°C to +70°C 
0°C to +70°C 


Power Control Systems 
Switching Regulators 
Industrial Controls 


ABSOLUTE MAXIMUM RATINGS 


Supply Voltage (+ V||\j) -MOV 

Collector Supply Voltage (Vq) + 40V 

Logic Inputs -0.3V to 5.5 V 

Analog Inputs -0.3V to + V|n 

Output Current, Source or Sink 500 mA 

Reference Output Current 50 mA 

Oscillator Charging Current 5 mA 

Power Dissipation 

Ceramic Package 1000 mW 

Derate above T/\ = + 25°C 8.0 mW/°C 

Plastic Package 625 mW 

Derate above Ta = + 25°C 5.0 mW/°C 

Operating Junction Temperature (Tj) + 150°C 

Storage Temperature Range -65°C to + 150°C 


SYSTEM DESCRIPTION 

The on-chip 5.1 -volt reference is trimmed to ±1 % ini- 
tial accuracy, and the common-mode input range of the 
error amplifier is extended to include the reference 
voltage. Deadtime is adjustable with a single external 
resistor. A sync input to the oscillator allows multiple 
units to be slaved together, or a single unit to be syn- 
chronized to an external clock. A positive-going signal 
applied to the shutdoown pin provides instantaneous 
turnoff of the outputs. The under-voltage lockout cir- 
cuitry keeps the output drivers off, and the soft-start ca- 
pacitor discharged, for an input voltage below the re- 
quired value. The latch on the PWM comparator in- 
sures the outputs to be active only once per oscillator 
period, thereby eliminating any double pulsing. The 
latch is reset with each clock pulse. 

The output drivers are totem-pole designs capable of 
sinking and sourcing over 200 mA. 


1-336 




XR-1 527A/2527 A/3527 A 
XR-1 525A/2525A/3525A 


ELECTRICAL CHARACTERISTICS 

Test Conditions: V||\j = + 20V, Tj = Full operating temperature range, unless otherwise specified. 


PARAMETERS 

XR-1525A/2525A 

XR-1527A/2527A 

XR-3525A 

XR-3527A 

UNIT 

CONDITIONS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

VOLTAGE REFERENCE SECTION | 

Output Voltage 

5.05 

5.10 

5.15 

5.00 

5.10 

5.20 

V 

Tj = 25°C 

Line Regulation 


10 

20 


10 

20 

mV 

V| N = 8V to 35V 

Load Regulation 


20 

50 


20 

50 

mV 

ll_ = 0 to 20 mA 

Temperature Stability (2) 


20 

50 


20 

50 

mV 

Tj = Full Operating Range 

Total Output Variation (2) 

5.00 


5.20 

4.95 


5.25 

V 

Line, Load and Temperature 

Output Short Circuit 


80 

100 


80 

100 

mA 

Tj = 25°C, V ref = 0V 

Current 









Output Noise Voltage (2) 


40 

200 


40 

200 

/xV rms 

Tj = 25°C, 10 Hz ^ f < 10 kHz 

Long Term Stability (2) 


20 

50 


20 

50 

mV/kHR 

Tj = 125°C 

OSCILLATOR SECTION (Note 3) | 

Initial Accuracy (2,3) 


±2 

±6 


±2 

±6 

% 

Tj = 25°C, f = 40 kHz 

Temperature Stability (2) 


±3 

±6 


±3 

±6 

% 

Tj = Full Operating Range 

Input Voltage Stability (2,3) 


±0.3 

±1 


±1 

±2 

% 

V| N = 8V to 35V 

Minimum Frequency 



100 



100 

Hz 

R T = 150 kO, C T = 0.1 /xF 

Maximum Frequency 

400 



400 



kHz 

R T = 2 kO, C T = 1 nF 

Current Mirror 

1.7 

2.0 

2.2 

1.7 

2.0 

2.2 

mA 

Ipy = 2 mA 

Clock Amplitude (2,3) 

3.0 

3.5 


3.0 

3.5 


V 


Clock Pulse Width (2,3) 

0.3 

0.5 

1.0 

0.3 

0.5 

1.0 

nsec 

Tj = 25°C, R D = 00 

Sync Threshold 

1.2 

2.0 

2.8 

1.2 

2.0 

2.8 

V 


Sync Input Current 


1.0 

2.5 


1.0 

2.5 

mA 

Sync Voltage = 3.5V 

ERROR AMPLIFIER SECTION (V C M = 

5.1V) 







Input Offset Voltage 


0.5 

5.0 


2 

10 

mV 


Input Bias Current 


1 

10 


1 

10 

mA 


Input Offset Current 



1 



1 

nA 


DC Open-Loop Gain 

60 

75 


60 

75 


dB 

R l > 10 MO 

Gain Bandwidth Product (2) 

1 

2 


1 

2 


MHz 

Tj = 25°C 

Output Low Voltage 


0.2 

0.5 


0.2 

0.5 

V 


Output High Voltage 

3.8 

5.6 


3.8 

5.6 


V 


Common-Mode Rejection 

60 

75 


60 

75 


dB 

V CM = 1-5V to 5.2V 

Ratio 









Supply Voltage Rejection 

50 

60 


50 

60 


dB 

V| N = 8V to 35V 

Ratio 









PULSE-WIDTH MODULATING COMPARATOR | 

Minimum Duty Cycle 



0 



0 

% 


Maximum Duty Cycle 

45 

49 


45 

49 


% 


Input Threshold (3) 

0.6 

0.9 


0.6 

0.9 


V 

Zero Duty Cycle 

Input Threshold (3) 


3.3 

3.6 


3.3 

3.6 

V 

Maximum Duty Cycle 

Input Bias Current (2) 


0.05 

1.0 


0.05 

1.0 

mA 


SOFT-START SECTION | 

Soft-Start Current 

25 

50 

80 

25 

50 

80 

/xA 

v shutdown = ov 

Soft-Start Voltage 


0.4 

0.6 


0.4 

0.6 

V 

^shutdown = 2V 

Shutdown Input Current 


0.4 

1.0 


0.4 

1.0 

mA 

Shutdown = 2 - 5V 

| OUTPUT DRIVERS (Each Output) V C 

= 20V 







Output Low Voltage 


0.2 

0.4 


0.2 

0.4 

V 

'sink = 20 mA 

Output Low Voltage 


1.0 

2.0 


1.0 

2.0 

V 

'sink = 100 mA 

Output High Voltage 

18 

19 


18 

19 


V 

'source = 2 0 m A 

Output High Voltage 

17 

18 


17 

18 


V 

'source = 100 mA 

Under-voltage Lockout 

6 

7 

8 

6 

7 

8 

V 

Vcomp and V$s = High 

Collector Leakage (4) 



200 



200 

,xA 

V c = 35V 

Rise Time (2) 


100 

600 


100 

600 

nsec 

Tj = 25°C, C L = 1 nF 

Fall Time (2) 


50 

300 


50 

300 

nsec 

Tj = 25°C, Cl = 1 nF 

Shutdown Delay (2) 


0.2 

0.5 


0.2 

0.5 

nsec 

V S D = 3V, C S = 0, Tj = 25°C 

| TOTAL STANDBY CURRENT | 

| Supply Current 


14 

20 


14 

20 

mA 

V| N = 35 V 


Note 2: These parameters, although guaranteed over the recommended operating conditions, are not 100% tested in production. 
Note 3: Tested at f = 40 kHz (Ry = 3.6 kO, Cj = 0.01 /xF, Rq = 0i2). 

Note 4: Applies to XR-1525A/2525A/3525A only, due to polarity of output pulses. 
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PRINCIPLES OF OPERATION 

The different control blocks within the XR-1525A/1527A 
function as follows: 

Voltage Reference Section 

The internal voltage reference circuit of the XR-1525A/ 
1527A is based on the well-known “band-gap” refer- 
ence, with a nominal output voltage of 5.1 volts, inter- 
nally trimmed to ± 1 % accuracy. It is short circuit pro- 
tected and is capable of providing up to 20 mA of 
reference current. A simplified circuit schematic is 
shown in Figure 7. 

Oscillator Section 

The sawtooth oscillator derives its frequency from an 
external timing resistor/capacitor pair. The timing resis- 
tor, Ry, determines the charging current into the timing 
capacitor, Cy. The magnitude of this current is approxi- 
mately given by: 

V re f - 2 V B e = 3JV 
r T r T 

where Ry may range from 2 k!2 to 150 k!2. In general, 
temperature stability is maximized with lower values of 
Ry The current source charging Cy creates a linear 
ramp voltage which is compared to fixed thresholds 
within. When the capacitor voltage reaches +3.3 volts, 
the oscillator output (Pin 4) goes high, turning ON the 
discharge transistor. The capacitor is discharged 
through the deadtime resistor, Rp. When the voltage on 
Cy falls to +1.0 volt, the oscillator output goes low, the 
discharge transistor is turned OFF, and the capacitor is 
charged through the constant current source as an- 
other cycle starts. With large values of Rq (50012, maxi- 
mum), deadtime is increased. The actual operating fre- 
quency is thus a function of the charge and discharge 
times. Figure 2 shows how charge time is related to Ry 
and Cy, with Rp = 012. Deadtime is a function of Rp 
and Cy, and can vary between 0.5 to 7 /xsec, with Rp = 
012, as shown in Figure 3. The equivalent circuit sche- 
matic of the oscillator section is shown in Figure 8. 


Error Amplifier 

The error amplifier of the XR-1525A/1527A is a differen- 
tial input transconductance amplifier. Its common- 
mode range covers the reference voltage. Its open-loop 
gain, typically 75 dB, can be reduced by a load resistor 
on Pin 9. To ensure proper operation, the output load 
should be limited to 50 kO or greater. An equivalent cir- 
cuit schematic of the error amplifier is shown in Figure 9. 

Soft-Start Circuitry 

The soft-start function is provided to achieve controlled 
turn-on of the pulse-width modulator. When power is 
applied to the device, the external capacitor, C SO ft- 
start> on Pin 8 is charged by a 50 juA constant current 
source. The ramp voltage appearing on this capacitor 
is fed into the pulse-width modulator, which gradually 
increases its output duty cycle from zero to the pre- 
scribed value. When the shutdown terminal is raised to 
a positive value, an internal transistor turns ON, and 
discharges the capacitor, C$, causing the PWM to turn 
OFF. When the shutdown terminal is open or pulled low, 
the transistor turns OFF, and C$ begins charging as be- 
fore. The turn-on time (time required to charge C$ to 
+ 2.7 volts) can be approximated as: 


Tq (msec) = 54 C$ 


where C$ is in /xF. 

Output Section 

The output drivers of the XR-1525A/1527A are totem- 
pole designs capable of sinking and sourcing 200 mA. 
The low source impedance in the high or low states pro- 
vides ideal interfacing with bipolar as well as FET 
power transistors. Either push-pull or single-ended out- 
put configurations are possible with separate collector 
supply terminals. The equivalent schematic of the out- 
put drivers is shown in Figure 10. 

RECOMMENDED OPERATING CONDITIONS 


A unit can be synchronized to an external source by se- 
lecting its free-running oscillator period to be 10% 
longer than the period of the external source. A 
positive-going pulse of at least 300 nsec wide should be 
applied to the sync terminal for reliable triggering; how- 
ever, it should not exceed the free-running pulse width 
by more than 200 nsec. The amplifier of the pulse 
should be kept between 2 and 5 volts. Multiple units 
can be synchronized to each other by connecting all Cy 
pins, and oscillator output pins together; Ry pins and 
discharge pins on slave oscillators must be left open. 


Note 1: Range over which the device is functional 
and parameter limits are guaranteed. 


Collector Supply Voltage (Vq) 
Sink/Source Load Current 
(Steady State) 

Sink/Source Load Current (Peak) 
Reference Load Current 
Oscillator Frequency Range 
Oscillator Timing Resistor 
Oscillator Timing Capacitor 
Deadtime Resistor Range 


+ 4.5V to +35V 

0 to 1 00 mA 
0 to 400 mA 
0 to 20 mA 
100 Hz to 400 kHz 
2 k!2 to 150 k!2 
0.001 /xF to 0.1 fiF 
0 to 50012 
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XR-1527A OUTPUT STAGE 


EQUIVALENT SCHEMATIC DIAGRAM 
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Figure 1: Typical Waveforms— XR-1 525A/1527A 



CHARGE TIME (,tsec) 


Figure 2. Oscillator Charge Time vs Rj and Cj 
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Figure 12. Single-Ended Output for XR-1527A 




Figure 13. Push-Pull Outputs with XR-1525A Figure i 4 p ower FET p U sh-Pull Outputs with XR-1525A 



Figure 15. Generalized Test Circuit 
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EX4R 


Power Supply Output Supervisory Circuit 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-1 543/2543/3543 are monolithic integrated cir- 
cuits that contain all the functions necessary to monitor 
and control the output of a power supply system. In- 
cluded in the 16-Pin dual-in-line package is a voltage 
reference, an operational amplifier, voltage compara- 
tors, and a high-current SCR trigger circuit. The func- 
tions performed by this device include over-voltage 
sensing, under-voltage sensing and current limiting, 
with provisions for triggering an external SCR “crow- 
bar.” 

The internal voltage reference on the XR-1 543 is guar- 
anteed for an accuracy of ± 1 % to eliminate the need 
for external potentiometers. The entire circuit may be 
powered from either the output that is being monitored 
or from a separate bias voltage. 

FEATURES 

Over-Voltage Sensing Capability 
Under-Voltage Sensing Capability 
Current Limiting Capability 

Reference Voltage Trimmed ± 1 % 

SCR “Crowbar” Drive 300 mA 

Programmable Time Delays 
Open Collector Outputs 
and Remote Activation Capability 
Total Standby current Less than 10 mA 

APPLICATIONS 



ORDERING INFORMATION 


Part Number 

Package 

Operating Temperature 

XR-1543M 

Ceramic 

-55°C to + 125°C 

XR-2543N 

Ceramic 

-25°C to + 85°C 

XR-3543N 

Ceramic 

0°C to +70°C 

XR-3543P 

Plastic 

0°C to +70°C 


SYSTEM DESCRIPTION 


DC/DC Converters 
Switch Mode Power Supplies 
Power Line Monitors 
Linear Power Supplies 

ABSOLUTE MAXIMUM RATINGS 


Input Supply Voltage, V|n 40V 

Sense Inputs V|n 

SCR Trigger Current (Note 1) 300 mA 

Indicator Output Voltage 40V 

Indicator Output Sink Current 50 mA 

Power Dissipation (Ceramic) 1000 mW 

Derate Above Ta = + 25°C 8 mW/°C 

Power Dissipation (Plastic) 625 mW 

Derate Above Ta = +25°C 5 mW/°C 

Operating Junction Temperature (Tj) + 150°C 

Storage Temperature Range -65°C to +150°C 


Note 1: At higher input voltages, a dissipation limiting 
resistor, Rq, is required. 


An output supervisory circuit, such as the XR-1 543, is 
used to control and monitor the performance of a 
power supply. In many systems, it is crucial that the 
supply voltage is always within some minimum and 
maximum level, to guarantee proper performance, and 
to prevent damage to the system. If the supply voltage 
is out of tolerance, it is often desirable to shut down the 
system or to have some form of indication to the opera- 
tor or system controller. As well as protecting the sys- 
tem, the power supply sometimes needs to be protect- 
ed under short circuit and current overload situations. 
By providing an SCR “crowbar” on the output of a 
power supply, it can be shut off under certain fault con- 
ditions as well. 

The over-voltage sensing circuit (O.V.) can be used to 
monitor the output of a power supply and provide trig- 
gering of an SCR, when the output goes above the pre- 
scribed voltage level. The under-voltage sensing circuit 
(U.V.) can be used to monitor either the output of a 
power supply or the input line voltage. 
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XR-1 5/25/3543 

ELECTRICAL CHARACTERISTICS 

Test Conditions: V|n = 10V, Tj = full operating temperature range, unless otherwise specified. Refer to Figure 9 for component 
designation. 



XR-1 543/2543 

XR-3543 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

Input Voltage Range 

4.5 


40 

4.5 


40 

V 

Tj = 25°C to max 

Input Voltage Range 

4.7 


40 

4.7 


40 

V 

Tj = min to max 

Supply Current 


7 

10 


7 

10 

mA 

Tj = 25°C, V| N = 40V 

REFERENCE VOLTAGE SECTION (Pins 15 and 16) 

Output Voltage 

2.48 

2.50 

2.52 

2.45 

2.50 

2.55 

V 

Tj = 25°C 

Output Voltage 

2.45 


2.55 

2.40 


2.60 

V 

Tj = min to max 

Line Regulation 


1 

5 


1 

5 

mV 

V| N = 5 to 30V 

Load Regulation 


1 

10 


1 

10 

mV 

l re f = 0 to 10 mA 

Short Circuit Current 

12 

15 

25 

12 

15 

25 

mA 

Vref = 0V 

Temperature Stability 


50 



50 


ppm/°C 

SCR TRIGGER SECTION 

Pins 1, 

2, and 3) 






Peak Output Current 

100 

200 

400 

100 

200 

400 

mA 

V !N = 5 V, R G = 012, 

v 0 = o 

Peak Output Voltage 

12 

13 


12 

13 


V 

V|n = 15V, l 0 = 100 mA 

Output OFF Voltage 


0 

0.1 


0 

0.1 

V 

V| N = 40V 

Remote Activate Current 


0.4 

0.8 


0.4 

0.8 

mA 

Pin 2 = GND 

Remote Activate Voltage 


2 

6 


2 

6 

V 

Pin 2 = Open 

Reset Current 


0.4 

0.8 


0.4 

0.8 

mA 

Pin 2 = GND, 

Pin 3 = GND 

Reset Voltage 


2 

6 


2 

6 

V 

Pin 2 = GND, 

Pin 3 = Open 

Output Current Slew Rate 


400 



400 


mA//xs 

Tj = 25°C, R L = 5012, 

c D = o 

Propagation Delay Time 


300 



300 


nsec 

Tj = 25°C, R|_ = 5012 

(From Pin 2) 








Cp = 0, Pin 2 = 0.4V 

Propagation Delay Time 


500 



500 


nsec 

Tj = 25°C, R l = 5012, 

(From Pin 6) 








Cp = 0, Pin 6 = 2.7V 

COMPARATOR SECTIONS (Pins 4, 5, 

6, 7, 8, 

and 9) 






Input Threshold 









(Input Voltage Rising 

2.45 

2.50 

2.55 

2.40 

2.50 

2.60 

V 

Tj = min to max 

on Pin 6 and 

Falling on Pin 7) 

2.40 


2.60 

2.35 


2.65 

V 

Tj = 25°C 

Input Hysteresis 


25 



25 


mV 


Input Bias Current 


0.3 

1.0 


0.3 

1.0 

nA 

Sense input = 0 V 

Delay Saturation 


0.2 

0.5 


0.2 

0.5 

V 


Delay High Level 


6 

7 


6 

7 

V 


Delay Charging Current 

200 

250 

300 

200 

250 

300 

fiA 

Vp = OV 

Indicate Saturation Voltage 


0.2 

0.5 


0.2 

0.5 

V 

l[_ = 10 mA 

Indicate Leakage Current 


0.01 

1.0 


0.01 

1.0 


V ou t = 40V 

Propagation Delay Time 


400 



400 


nsec 

Cp = 0 Pin 6 = 2.7V 









Pin 7 = 2.3 V 

Propagation Delay Time 


10 



10 


msec 

Cp = 1 /xF Tj = 25°C 

CURRENT LIMIT AMPLIFIER SECTION (Pins 10, 11, 12, 

and 13) 





Input Voltage Range 

0 


V | N - 3V 

0 


V,n-3V 

V 


Input Bias Current 


0.3 

1.0 


0.3 

1.0 

,zA 

Pin 12 = Open, Vqm = 0V 

Input Offset Voltage 


0 

10 


0 

15 

mV 

Pin 12 = Open, Vqm = 0V 

Input Offset Voltage 

80 

100 

120 

70 

100 

130 

mV 

Pin 12 = 10 k!2 to GND 

Common Mode 

60 

70 


60 

70 


dB 

V| N = 15V, 0< 

V C M ^ 12V 

Rejection Ratio 

Open Loop Gain 

72 

80 


72 

80 


dB 

V G M = 0V, Pin 1 2 = Open 

Output Saturation Voltage 


0.2 

0.5 


0.2 

0.5 

V 

l|_ = 10 mA 

Output Leakage Current 


0.01 

1.0 


0.01 

1.0 

mA 

V 0U t = 40V 

Small Signal Bandwidth 


5 



5 


MHz 

Tj = 25°C, Av = 0 dB 

Propagation Delay Time 


200 



200 


nsec 

Tj = 25°C, 

^overdrive = 100 mV 
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DELAY CAPACITANCE (MICROFARADS) 



IK 3 K 7 K 20 K 50 K 0.1M 0.3M IM 

2 K 5 K 10 K 30 K 70 K 0.2M 0.5M 

Rr, THRESHOLD SETTING RESISTOR (OHMS) 

Figure 1. Current Limiting Threshold (Vjh) vs. Threshold 
Setting Resistor (Rj) 



FREQUENCY (HERTZ) 


Figure 3. Current Limiting Amplifier Gain vs. Threshold 
Setting Resistor (Rj 



OELAY TIME (MILLISECONDS) 

Figure 5. Comparator Activation Delay vs. Capacitor Value 
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XR-1 5/25/3543 



FREQUENCY (HERTZ) 

Figure 2. Current Limiting Amplifier— Frequency Response 




2.46 2.46 2.50 2.50 2.52 2.54 

SENSE INPUT VOLTAGE (VOLTS) 


Figure 4. Over-Voltage and Under-Voltage Comparator 
Hysteresis 



VJN SUPPLY VOLTAGE (VOLTS) 


Figure 6. SCR Trigger— Series Gate Resistance (Rq) vs. 
Input Voltage 
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PRINCIPLES OF OPERATION 

The internal control blocks of the XR-1 543 operate as 
follows: 

Voltage Reference Section 

The internal voltage reference circuit of the XR-1 543 is 
based on the well-known “band-gap reference” with a 
nominal output voltage of 2.50 volts, internally trimmed 
to give an accuracy of ± 1 % at 25°C. It is capable of 
providing a stable output voltage over a wide input volt- 
age range. Furthermore, its performance is guaranteed 
for changes in line and load conditions. The accuracy 
of the output voltage is guaranteed to ± 2% maximum 
for the XR-1 543/2543, and ± 4% maximum for the XR- 
3543, over the entire operating temperature range. 

The output of the reference circuit is capable of provid- 
ing up to 10 mA of current for use as a reference for ex- 
ternal circuitry. The primary function of this circuit is to 
provide a very accurate and stable reference input for 
the under-voltage and over-voltage comparators, there- 
by enabling very precise monitoring of line and output 
voltages without potentiometers. 

Comparator Section 

The under-voltage and over-voltage sensing compara- 
tors of the XR-1 543 are identical except for the input po- 
larities. Each section is made up of two comparators in 
series whose inputs are referenced to 2.50 volts. The 
delay terminal between the comparators requires an 
external capacitor to ground for programmable time de- 
lays on the output. 

When an out-of-tolerance situation occurs, the first 
comparator activates a current source which then 
charges the external capacitor at a constant rate. This 
ramp voltage is then compared to the reference voltage 
by the second comparator which activates the output 
indicating circuit. With no external capacitor, the overall 
time delay from sense input to output is approximately 
0.5 /zsec. The charging current for the capacitor, Cp, is 
approximately 250 j^A which results in the following re- 
lationship: 

Time delay = 10 Cq (msec) 
where Cp is in /* F. 

The output npn transistors are capable of sinking 10 
mA with saturation voltage of less than 0.4 volts. The 
outputs can be “wired OR’d” to provide a single output 
indicator. 

Current Sensing Amplifier 

The operational amplifier used in the XR-1 543 is a high- 
gain, externally compensated amplifier with open col- 
lector outputs. The pnp input stage provides for a wide 


input common mode range extending from ground to 
approximately 3 volts below the positive supply. With a 
2 kQ pull-up resistor, the open-loop voltage gain is 72 
dB minimum with a unity gain bandwidth beyond 5 
MHz. The operational amplifier may be used as a com- 
parator or, if linear amplification is required, external 
compensation may be added for stable performance 
over a wide frequency range. 

The input offset voltage of this amplifier is specified for 
10 mV maximum; however, it may be programmed ex- 
ternally for thresholds up to 200 mV. By connecting a 
resistor, R-p from Pin 12 to ground, the input threshold 
voltage can be varied. For most current sensing appli- 
cations, the required threshold polarity calls for a posi- 
tive voltage on the inverting input. Reducing the imped- 
ance on Pin 12 also lowers the overall voltage gain of 
the amplifier, which makes this pin a convenient point 
to apply frequency compensation. This can be accom- 
plished by either connecting C-| to the output, or C2 to 
ground as shown in Figure 8. The diode, D-| , and the re- 
sistor, Rq, are used only if it is necessary to increase 
the frequency response by operating the output at a 
higher current and/or isolating the load from R q and 
Ci , when the amplifier is off. 


SCR Trigger Section 

The SCR trigger sectionof the XR-1 543 is connected to 
the output of the over-voltage comparator and is capa- 
ble of handling 300 mA. The circuit also provides for re- 
mote activation of the output as well as a reset termi- 
nal. When an over-voltage situation occurs, the output 
of the sensing comparator goes low, turning “on” the 
over-voltage indicate transistor. At the same time, the 
comparator drives an npn Darlington pair which pro- 
vides 300 mA to activate an external SCR crowbar. 

A remote activation circuit is included to allow the user 
to activate the SCR crowbar in other than an over- 
voltage situation. When this terminal, Pin 2, is ground- 
ed, it forces the output of the comparator low which ac- 
tivates the output circuitry in the same manner as the 
over-voltage comparator does. 

Another function of this circuit is to provide the capabili- 
ty to latch the O.V. indicate and SCR trigger outputs 
“on”, after a fault is sensed. This is done by connecting 
the remote activate terminal (Pin 2) to the O.V. indicat- 
ing terminal (Pin 4). When an O.V. condition occurs, Pin 
2 is pulled low, which in turn holds the outputs in the 
“on” condition until the reset terminal is externally 
grounded, removing the latch and turning “off” the out- 
puts. If the external connection is not made, the high 
current output will be activated only as long as a fault 
condition exists. When the fault condition disappears, 
the outputs will be disabled. The thresholds for both re- 
mote activation and reset terminals are approximately 
1.2 volts. 


1-346 




Figure 7. XR-1543 Block Diagram 
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APPLICATIONS INFORMATION 

A typical application of the XR-1 543 is to monitor a sin- 
gle power supply output voltage as shown in Figure 9. 
In this circuit, both over- and under-voltage sensing and 
current-limiting functions are performed. The circuit 
shown is powered from an external bias capable of sup- 
plying 10 mA in addition to the activation current for the 
SCR trigger. With Pin 2 tied to Pin 4, a latch has been 
provided such that when an over-voltage situation oc- 
curs, the o.v. indicator and SCR trigger are activated 
and held until the reset terminal is externally grounded. 

In powering an SCR from supply voltages greater than 5 
volts, an external resistor, Rq, is required on Pin 1 to 
limit the power dissipation for the XR-1 543. Although 
the XR-1 543 is capable of handling 300 mA of current, 
its power dissipation must be kept below the absolute 
maximum ratings. 

In this circuit, current-limiting is performed by sensing 
the voltage drop across the resistor, R$c. in the posi- 
tive supply line. The threshold for the amplifier is exter- 
nally set by the resistor, Ry 

The values of the external components used* in Figure 9 
are calculated as follows: 

1. Current limiting threshold, Vjh ~ 


2. C-| is determined by the loop dynamics. 

3. Peak current to load, 

I - V TH , VQ / R2 \ 
P R SC R SC VR2 + R 3' 

4. Short circuit current, 


'SC 


_ VTH 
R SC 


5. Low output voltage limit, 


V 0 (low) = -~ 5( - 4 — Rs + Rg) 
r 5 + r 6 

6. High output voltage limit, 


Vo (high) = 2 - 5 < R 4. + R s + Re) 
R6 

7. Voltage sensing delay, Tp = 10,000 Cp 

8. SCR trigger power limiting resistor, 


rg > 


V|N ~5 
0.2 



Figure 8. Current Limiting Amplifier Connections for 

Threshold Control and Frequency Compensation 
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MAIN SUPPLY 



Figure 11. XR-1 543— Over Current Shutdown Circuitry 



Figure 12. XR-1 543 - DC Converter with Isolated Current Limiting 
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XR-2230 


Pulse-Width Modulator Control System 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-2230 is a high-performance monolithic pulse 
width modulator control system. It contains all the nec- 
essary control blocks for designing switch mode power 
supplies, and other power control systems. Included in 
the 18-Pin dual-in-line package are two error amplifiers, 
a sawtooth generator, and the necessary control logic 
to drive two open-collector power transistors. Also in- 
cluded are protective features, such as adjustable 
dead-time control, thermal shutdown, soft-start control, 
and double-pulse protection circuitry. 

The device provides two open-collector output transis- 
tors which are driven 180° out-of-phase, and are capa- 
ble of sinking 30 mA. These outputs can be used to im- 
plement single-ended or push-pull switching regulation 
of either polarity in transformerless or transformer- 
coupled converters. 


FEATURES 

Thermal Shutdown 
Adjustable Dead-time 
Dual Open-Collector 
30 mA Output Transistors 
Double-Pulse Protection Circuit 
Soft-Start Control 

High-Speed Remote Shut-Down Input 
Two High-Performance Error Amplifiers 
with ±5V Input Common-Mode Range 


APPLICATIONS 

Switching Regulators 

Motor-Speed Controllers 

Pulse-Width Modulated Control Systems 


ABSOLUTE MAXIMUM RATINGS 


Positive Supply Voltage 

-0.5 

to 

+ 18V 

Negative Supply Voltage 

+ 0.5 

to 

-18V 

Input Voltage 

-18 

to 

+ 18V 

Output Voltage 

-0.5 

to 

+ 18V 

Power Dissipation 0 a ^ 25°C) 


400 mW 

Operating Temperature 

-10°C to +85°C 

Storage Temperature 

l 

cn 

cn 

o 

O 

o 

+ 

125°C 



COMP2 

v SENSE 2 

v sense 2 

SET 

OSCILLATOR 

OUTPUT 

EXTERNAL 

SHUTDOWN 

PWM OUT 
PWM IN 

OUT2 


ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-2230CP Plastic 0°Cto+70°C 


SYSTEM DESCRIPTION 

The XR-2230 PWM circuit contains two high- 
performance error amplifiers with wide input common- 
mode range, and large voltage gains. Typically, one am- 
plifier (Pins 16, 17, 18) is used for current sensing and 
the other (Pins 1,2, 3) is used as an error amplifier to 
sense the output voltage. The XR-2230 requires a split 
supply between ±8 volts and ±15 volts, however, it 
can be operated from a single supply with proper exter- 
nal biasing on the ground pin and input pins of the error 
amplifiers. The output drivers capable of sinking 30 mA 
at a saturation voltage of about 0.3V can be used in a 
push-pull configuration, or can be paralleled for a 
single-ended configuration with a duty cycle between 
0% to over 90%. 

The XR-2230 features a self-protecting thermal- 
shutdown circuitry which turns off the output drivers 
when the junction temperature exceeds 130°C. The on- 
board regulator stabilizes the oscillator frequency to 
0.1 %/V for reliable performance. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: T A = 25°C, Vqq = +12V, Vee = -12V, fQSC = 20 kHz, unless otherwise specified. 


SYMBOL 

PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

SUPPLY SECTION 






Vcc 

Positive Supply Voltage 

+ 10 



V 


vee 

Negative Supply Voltage 



-10 

V 


'cc 

Positive Supply Current 

7.0 

11.0 

15.0 

mA 


'EE 

Negative Supply Current 

-2.0 

-6.0 

-2.0 

mA 


OSCILLATOR SECTION 






fosc 

Frequency Range 

10 


100 

kHz 


Initial Accuracy 



15 

% 

Rj = 30 kft, 

C T = 4700 pF 



Supply Voltage Stability 


0.1 


%/V 

Vqq = +10V * + 15V 


Low Supply Voltage 

-20 


+ 20 

% 

vcc = + i8V. Vee = -sv 


Temperature Stability 


0.01 


%/° C 


v OSC 

Sawtooth Peak Voltage 

3.0 

3.5 

4.0 

V 


6 

Duty Cycle Range 

10 


90 

% 

f OSC = 20 kHz 

VOLTAGE ERROR AMPLIFIER 






Vos 

Input Offset Voltage 


2 

10 

mV 


'bias 

Input Bias Current 


-.5 

-30 

juA 


AVO 

Open-Loop Gain 

60 

90 


dB 


f -3dB 

Closed-Loop Bandwidth 


25 


kHz 

a VCL = 40 dB 

CMMR 

Common-Mode Rejection 

60 



dB 

V| C M = ±4.5V 


Ratio 





v OM 

Output Voltage Swing 

±5 



V 

R L = 10 kfi 

Vcc = +sv, v E e = -sv 

SR 

Slew Rate 

2 

4 


Vlfis 

A\/CL = 14 dB, 

Rp = 10 kfi 


Input Voltage Range 


±5 


V 


CURRENT ERROR AMPLIFIER 






Vos 

Input Offset Voltage 


4 

20 

mV 


'bias 

Input Bias Current 


-1.0 

-60 



A VO 

Open-Loop Gain 

60 

90 


dB 


*-3 dB 

Closed-Loop Bandwidth 


25 


kHz 

AVCL = 40 dB 

CMRR 

Common-Mode Rejection 

60 

90 


dB 

V|CM = 4:4.5V 


Ratio 





v OM 

Output Voltage Swing 

±5 



V 

R|_ = 10 kfi 



±4 



V 

Vqq = +8V, V E E = -8V 

SR 

Slew Rate 

4 

8 


V//XS 

a ACL = 14 dB, 

Rp = 10 kO 


Input Voltage Range 


±5 


V 


MODULATOR SECTION 







Set Input Open Voltage 

3.1 

3.6 

4.1 

V 



(Pin 15) 

2.8 

3.3 

4.3 

V 

Vqq = +8V, V E E = -8V 


Modin Input Open Voltage 

3.1 

3.6 

4.1 

V 



(Pin 11) 

2.8 

3.3 

4.3 

V 

VCC = +8V, V E E = -8V 


Inhibit Input Current (Pin 13) 

-50 

-10 




*d 

Inhibit Propagation Delay 


60 


ns 



Outl, Out2, Output Voltage 



0.3 

V 

l 0 = 30 mA, T a = 25°C 


(Pins 9 and 10) 



0.4 

V 

T A = -10 * +85°C 


Low Supply Voltage 



0.3 

V 

l 0 = 27 mA, T A = 25°C 

tf 

Outl, Out2 Fall Time 


30 


ns 



Modout Output Voltage 



0.3 

V 

l 0 = 16 mA, T A = 25°C 


(Pin 12) 



0.4 

V 

T A = -10 * +85°C 


Under Low Supply Voltage 



0.3 

V 

Iq = 24 mA, T a = 25°C 


Oscillator Output Voltage 



0.4 

V 

l 0 = 3 mA, T A = 25°C 


(Pin 14) 



0.6 

V 

T A = -10 * + 85°C 


Thermal Shutdown Temp. 


130 


°C 
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Figure 1. Equivalent Schematic Diagram 
PRINCIPLES OF OPERATION 

The heart of the XR-2230 is the sawtooth generator. As 
seen in Figure 1 , this sawtooth drives one input of each 
of the three system comparators. Comparators one and 
two have their other inputs tied to the outputs of the er- 
ror amplifiers. These comparators will now produce, at 
their outputs, square waves which will have a duty cy- 
cle proportional to the voltage at the inputs to the error 
amplifiers, or pulse width information. The pulse width 
information is fed into the NOR gate and used to pro- 
vide the reset information to the pulse-width modulation 
flip-flop (PWM). The PWM flip-flop information is fed in 
to the NAND gate with the external shutdown and PWM 
flip-flop set input. The information from the NAND gate 
drives an open-collector transistor to provide the pulse- 
width modulation output, Pin 12. The PWM output will 
be a square wave with a frequency set by the sawtooth 
generator, and a duty cycle equal to either comparator, 
one or two, whichever is shorter. If the external shut- 
down, Pin 13 is driven low, the PWM output will remain 
low or go to zero duty cycle. The set input of the PWM 
flip-flop, Pin 15, is normally connected to the buffered 
sawtooth generator output, Pin 14, so that a reset pulse 
is provided every cycle. Each output transistor is driven 
by a three input NAND gate. These inputs consist of: 

1 . Pulse width information from the PWM input, Pin 11, 
which is used to control the off time of the output 
transistors. The PWM input is normally tied to the 


PWM output so that the output transistor’s off time is 
a function of the error amplifier’s input voltage. 

2. Pulse-steering information from flip-flop two, which 
will determine which output transistor receives the 
PWM input signal. Flip-flop two will toggle once eve- 
ry cycle of the sawtooth generator’s output, which 
will make the output transistor’s toggle frequency 
one-half that of the sawtooth generator’s. 

3. Information from dead-time and thermal shutdown 
circuitry. The dead-time is an externally adjustable 
time between one output transistor turning off and 
the other turning on. This is used to protect external 
circuitry. This dead-time is controlled by an external 
voltage applied to Pin 6, which is internally com- 
pared with the sawtooth waveform. The thermal 
shutdown circuitry will drive the input to the NAND 
gate low, if the junction temperature exceeds 130°C. 
This will make both outputs low. 

The circuit control blocks and functions operate as fol- 
lows: 

Error Amplifiers— These are high-gain op amps which are 
used to sense output conditions, voltage and current, 
and provide a dc voltage to comparators one and two. 
This will in turn adjust the PWM output duty cycle and 
ultimately that of the output transistors to correct for er- 
rors in the output voltage or overcurrent conditions. The 
amplifier’s outputs are provided for tailoring the closed- 
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XR-2230 

loop gain or frequency response of the system. Figure 
2 shows the relationship between output duty cycle, 
Pins 1 1 and 12 connected, and the voltage at Pins 1 or 
18. Amplifier two is approximately twice as fast as Am- 
plifier one, and should, therefore, be used to sense out- 
put current. 

External Shutdown, Pin 13— A low level signal applied to 
this pin will turn both outputs on. If not used, this input 
should be left open-circuited. The impedance at this 
node is approximately 1 Mfi. 

Oscillator Output, Pin 14— This is an open-collector output 
which will be a square wave with a frequency set by the 
sawtooth generator. The duty cycle of this output will 
vary from 10 to 90%, and is a function of the dead-time 
setting. This pin is normally connected to Pin 15, set to 
provide reset pulses for the PWM flip-flop. 

Set, Pin 15— This is the set input for the PWM flip-flop. A 
low-going signal at this pin will cause the flip-flop to be 
reset. The impedance at this pin is approximately 7.5 
kU. This pin is normally connected to the oscillator out- 
put, Pin 14. 

PWM Out, Pin 12— This is an open-collector output which 
provides a square wave with a duty cycle determined 
by the error amplifiers. This output is normally connect- 
ed to PWM IN, Pin 11. 

PWM In, Pin 11— This is the input which controls the duty 
cycle of the output transistors. A low level on this pin 
will drive both output transistors on. The impedance in- 
to this pin is approximately 7.4 kQ. 

Output Transistors, Pins 9 and 10— These pins provide the 
open-collector output transistors which are capable of 
sinking 30 mA, typically. They are alternately turned off, 
180° out-of-phase, at a rate equal to one-half the fre- 
quency of the oscillator. 



0 100 200 300 400 $00 

Vi.ia(MV) 


FadJi P*n 7— A resistor, R ex t to +Vqq, and a capacitor, 
C ex t. to ground from this pin, set the frequency of the 
sawtooth and oscillator output, by the relationship: 


F OSC = 


2.68 

Rext x Cext 


The sawtooth waveform a signal varying from zero volts 
to +5V, will be present at Pin 7. Normal values of R e xt 
will range from 1 kQ to 100 kQ. Figure 3 shows the oscil- 
lator period as a function of various R ex t and C ex t val- 
ues. 

The dead-time (minimum time from one output turning 
on to the other turning off) is controlled by the voltage 
applied to Pin 6. 

Dead-time Control, Pin 6— Figure 4 shows output deadtime 
as a function of VpiN q. The maximum duty cycle of 
each output is also controlled by the dead-time, and 
may be determined by the following expression: 

Qt: 

Duty Cycle Max (%) = (1 - — ; ) x 50% 

V PIN 6 

VpiN 6 <3.5V 


The impedance into this pin is approximately 10 kQ. 

APPLICATIONS INFORMATION 

The soft-start function may be implemented as shown 
in Figure 7. This configuration will reduce the output du- 
ty cycle to zero, and gradually increase to its normal 
operating point, whenever power is applied to the cir- 
cuit, or after an external shutdown command has been 
given. This is used to keep the magnetics in the circuit 
from saturating. 



Figure 2. Modulation Duty Cycle vs Error Voltage 


Figure 3. Oscillation Period vs Rext and Cext 
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DEAD TIME ( 


The time for the duty cycle to start will be approximately 
equal to R-j x C-|. 

A typical step-down switching regulator configuration is 
shown in Figure 8. Only one output transistor is used, 
so that the maximum duty cycle will be limited to 45%. 
If a larger duty cycle range is needed, the two outputs 
may be externally NOR’d as shown in Figure 9. This 
configuration will allow up to 90% duty cycles. 

Figure 10 shows a detailed timing diagram of circuit op- 
eration. 



1 2 3 4 5 . 6 

V P<N *<V) 


Figure 4. Dead Time vs Dead Time Adjustment Voltage 


RECOMMENDED OPERATING CONDITIONS 


SYMBOL 

PARAMETER 

v cc 

Positive Supply Voltage 

Vee 

Negative Supply Voltage 

Rr 

Minimum Feedback Resistance 

Ay 

Minimum Voltage Gain 
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v C c|. EE |m 

Figure 5. Supply Current vs Supply Voltage 
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Figure 6. Output Saturation Voltage vs Load Current 
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UNIT 


+ 10 * +15 

V 


-10 « -15 

V 


10 

k G 


14 
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Figure 7. Soft Start Connection 



M 0 <\ MR 850 

Ql *> MJE 171 

+ 15V@ 200 mA Li * 40 TURNS #20 WIRE ON 


FERROXCUBF. #K300502 
TOROID CORE 


Figure 8. +10V Step-Down Regulator 
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Figure 10. Timing Waveform Diagram 





XR-41 94 



Dual-Tracking Voltage Regulator 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-41 94 is a dual-polarity tracking regulator de- 
signed to provide balanced or unbalanced positive and 
negative output voltages at currents of up to 200 mA. A 
single resistor can be used to adjust both outputs be- 
tween the limits of ±50mV and ±42 V. The device is 
ideal for local on-card regulation, which eliminates the 
distribution problems associated with single-point regu- 
lation. The XR-41 94 is available in a 14-pin ceramic 
dual-in-line package, which has a 900 mW rating. 


FEATURES 

Direct Replacement for RM/RC 4194 

Both Outputs Adjust with Single Resistor 

Load Current to ±200 mA with 0.2% Load Regulation 

Low External Parts Count 

Internal Thermal Shutdown at Tj= 175°C 

External Adjustment for ± Vq Unbalancing 



+V| N 

NC 

GND 

Rset 


Ro 


NC 


vo- 


APPLICATI0NS 


On-Card Regulation 
Adjustable Regulator 


ORDERING INFORMATION 


Part Number Package 


Operating Temperature 


XR-41 94CN Ceramic DIP 0°Cto+70°C 

XR-4194M Ceramic DIP -55°C to +125°C 


ABSOLUTE MAXIMUM RATINGS 


Input Voltage ± V to Ground 
XR-41 94M ± 45 V 

XR-41 94CN ± 35 V 

Input/Output Voltage Differential ± 45 V 

Power Dissipation at Ta = 25°C 900 mW 

Load Current 150 mA 

Operating Junction Temperature Range 
XR-41 94M -55°C to +150°C 

XR-41 94CN 0°C to +125°C 

Storage Temperature Range -65°C to + 150°C 


SYSTEM DESCRIPTION 

The XR-41 94 is a dual polarity tracking voltage regula- 
tor. An on board reference, set by a single resistor, de- 
termines both output voltages. Tracking accuracy is 
better than 1%. Non-symmetrical output voltages are 
obtained by connecting a resistor to the balance adjust 
(Pin 4). Internal protection circuits include thermal 
shutdown and active current limiting, 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: ±5 < VquT - V MAX'> XR-4194M 


XR-4194 

- 55°C < + 125°C; XR-4194CN 0°C < Tj < +70°C 


-55°C < Tj < + 125°C 

XR-4194M 

XR-4194CN 



PARAMETERS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

Line Regulation 


0.02 

0.1 


0.02 

0.1 

%VquT 

AV| N = 0.1 V| N 

Load Regulation 


0.001 

0.0025 


0.001 

0.004 

%V 0 /mA 

XR-4194CN, M: 
l L = 5 to 100 mA 

TC of Output Voltage 


0.002 

0.020 


0.003 

0.015 

%/°C 


*Stand-by Current Drain from 


+ 0.3 

+ 1.0 


+ 0.3 

+ 1.5 

mA 

V IN = V MAX. v O = ov 

to 


-1.2 

-2.0 


-1.2 

-2.0 


V IN = V MAX« v O = ov 

Input Voltage Range 

±9.5 


±45 

±9.5 


±35 

V 


Output Voltage Scale Factor 

2.45 

2.5 

2.55 

2.38 

2.5 

2.62 

K9/V 

R SET = 71.5 K 

Tj = 25°C 

Output Voltage Range 

0.05 


+ 42 

0.05 


±32 

V 

R SET = 71.5 K 

Output Voltage Tracking 



1.0 



2.0 

% 


Ripple Rejection 


70 



70 


dB 

f = 120 Hz, Tj = 25°C 

Input-Output Voltage Differential 

3.0 



3.0 



V 

l|_ = 50mA 

Output Short Circuit Current 


300 



300 


mA 

V| N = ±30 V Max 

Output Noise Voltage 


250 



250 


M V RMS 

C L = 4.7 fiF, V 0 = ±15 V 
f = 10 Hz to 100 KHz 

Internal Thermal Shutdown 


175 



175 

j 

°C 



* ± •Quiescent wi " increase by 50 mAA/qut on positive side and 100 m A/Vqut on negative side. 


THERMAL CHARACTERISTICS 


PARAMETERS 

XR-4194M 

XR-4194CN 

CONDITIONS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

Power Dissipation 



900 mW 
2.2 W 



900 mW 
2.2 W 

Ta = 25°C 

Tq = 25°C 

Thermal Resistance 
Junction to Ambient 
Junction to Case 


128°C/W 

55°C/W 



128°C/W 

55°C/W 




♦V OU T "VquT 



+ VqUT "VOUT 



Adjust Ro tw " Vs - 6 V (15 Kll) llwn 
Adjust Re* 0 ( *Vs * 12 V (20 Kll) 


Figure 2. Typical Applications 
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EQUIVALENT SCHEMATIC DIAGRAM 
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EXAR 


XR-4195 


±15V Dual-Tracking Voltage Regulator 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-4195 is a dual-polarity tracking regulator de- 
signed to provide balanced positive and negative 15V 
output voltages at currents of up to 100mA. 

The device is ideal for local "on-card” regulation, which 
eliminates the distribution problems associated with 
single-point regulation. Intended for ease of application, 
the XR-4195 requires only two external components for 
operation. 


COMP 


GND 


COMP 





POSITIVE 
HE CiU l AT OH 



NEGATIVE 
HE GULATOH 



FEATURES 

Direct Replacement for RM/RC 4195 
±15V Operational Amplifier Power 
Thermal Shutdown at Tj = + 175°C 
Output Currents to 100mA 

As a Single Output Regulator, it may be used with up to 
+ 50V Output 

Available in 8-Pin Plastic Mini-DIP 
Low External Parts Count 


ORDERING INFORMATION 

Part Number Package 

XR-4195CP Dip 


Operating Temperature 

0°C to + 70°C 


APPLICATIONS 

Operational Amplifier Supply 
On-Card Regulation 
Regulating High Voltage 


ABSOLUTE MAXIMUM RATINGS 

Input Voltage ±V to Ground ±30 V 

Power Dissipation at T/\ = 25°C 600 mW 

Load Current 100mA 

Operating Junction Temperature 

Range 0°Cto+125°C 

Storage Temperature Range -65°Cto + 150°C 


SYSTEM DESCRIPTION 

The XR-4195 is a dual polarity tracking voltage regula- 
tor, internally trimmed to ± 15V. Only output capacitors 
are required for operation. Internal protection circuits 
include thermal shutdown and active current limiting. 
The device may be configured as a single output high 
voltage regulator by adding a voltage divider between 
an output pin, the device ground (Pin 2) and system 
ground. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: (l|_ = 1mA, Vqq = ±20V, Ci_ = 10/*F unless otherwise specified) 


PARAMETERS 

XR-4195CP 

UNITS 

CONDITIONS 

MIN 

TYP 

MAX 

Line Regulation 


2 

20 

mV 

V|N = ±18 to ± 30V 

Load Regulation 


5 

30 

mV 

ll_ = 1 to 100 mA 

Output Voltage Temperature 
Stability 


0.005 

0.015 

%/°C 


Standby Current Drain 


±1.5 

±3.0 

mA 

V| N = ± 30V, l L = 0mA 

Input Voltage Range 

18 


30 

V 


Output Voltage 

14.5 

15 

15.5 

V 

Tj = +25°C 

Output Voltage Tracking 


±50 

±300 

mV 


Ripple Rejection 


75 


dB 

f = 120 Hz, Tj = 

+ 25°C 

Input-Output Voltage Differential 

3 



V 

l(_ = 50mA 

Short-Circuit Current 


220 


mA 

Tj = +25°C 

Output Noise Voltage 


60 


/iV RMS 

Tj = +25°C, 
f = 100 Hz to 100 kHz 

Internal Thermal Shutdown 


175 


OQ 



THERMAL CHARACTERISTICS 


PARAMETERS 

XR-4195CP 

CONDITIONS 


TYP 


Power Dissipation 



0.6W 

T A = 25°C 

Tq = 25°C 

Thermal Resistance 


210°C/W 

i 


0J-C 

0J-A 


+ 15V at 100mA -15V at 100mA 




Positive Single Supply 


TYPICAL APPLICATIONS 
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EQUIVALENT SCHEMATIC DIAGRAM 
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XR-2001/2/3/4 



High-Voltage, High-Current Darlington 
Transistor Arrays 


GENERAL DESCRIPTION 

The XR-2001 /2002/2003/2004 are high-voltage, high- 
current Darlington transistor arrays consisting of seven 
silicon NPN Darlington pairs on a common monolithic 
substrate. All units feature open collector outputs and 
integral protection diodes for driving inductive loads. 
Peak inrush currents of up to 600 mA are allowed, 
which makes the arrays ideal for driving tungsten fila- 
ment lamps. The outputs may be paralleled to achieve 
high load current capability although each driver has a 
maximum continuous collector current rating of 500 
mA. The arrays are directly price competitive with dis- 
crete transistor alternatives. 


FEATURES 

Peak Inrush Current Capability of 600 mA. 

Internal Protection Diodes for Driving Inductive Loads 
Excellent Noise Immunity 
Direct Compatibility with Most Logic Families 
Opposing Pin Configuration Eases Circuit Board Layout 


APPLICATIONS 

Relay Drivers 

High Current Logic Drivers 
Solenoid Driver 


ABSOLUTE MAXIMUM RATINGS T A = 25°C 

Output Voltage, Vqe 50V 

Input Voltage, V|fsj 30V 

Continuous Collector Current, Iq 
(E ach Driver) 500mA 

Continuous Base Current, Ib (Each Driver) 25mA 

Power Dissipation, Pd (Each Driver) 1.0W 

(Total Package) See graph 

Derate Above 25°C 1 6 mW/°C 

Storage Temperature Range - 55°C to + 1 50°C 


FUNCTIONAL BLOCK DIAGRAM 



ORDERING INFORMATION 


Part Number 

Package 

Operating Temperature 

XR-2001 CN 

Ceramic 

0°C to +70°C 

XR-2002CN 

Ceramic 

0°C to +70°C 

XR-2003CN 

Ceramic 

0°Cto +70°C 

XR-2004CN 

Ceramic 

0°Cto +70°C 


SYSTEM DESCRIPTION 

The XR-2001 interfaces with bipolar digital logic (with 
external current limiting), or with CMOS or PMOS di- 
rectly. 

The XR-2002 was specifically designed to interface 
with 14 to 25 PMOS devices. 

The XR-2003 permits operation directly with CMOS or 
TTL operating at a supply voltage of 5 volts. Interface 
requirements beyond the scope of standard logic 
buffers are easily handled by the XR-2003. 

The XR-2004 requires less input current than the XR- 
2003 and the input voltage is less than that required by 
the XR-2002. The XR-2004 operates directly from 
PMOS or CMOS outputs using supply voltages of 6 to 
15 volts. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: T A 25°C, unless otherwise specified. 




LIMITS 



SYMBOL 

PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

>CEX 

Output Leakage Current 



100 

pA 

Vqe = 50 V, T A = 70°C 


XR-2002 



500 


Vqe = 50 V, T A = 70°C, V| N = 6V 


XR-2004 



500 

pA 

Vqe = 50 V, T A = 70°C, V iN = IV 

V CE 

Collector-Emitter Saturation 


1.25 

1.6 

V 

Iq = 350mA, l B = 500/xA 

Voltage 


1.1 

1.3 

V 

1C = 200mA, Ib = 350/zA 




0.9 

1.1 

V 

Iq = 100mA, l B = 250/xA 

'IN 

Input Current (on) 







XR-2002 


0.85 

1.25 

mA 

V| N = 17V 


XR-2003 


0.93 

1.35 

mA 

V|N = 3.85V 


XR-2004 


0.35 

0.5 

mA 

V|N = 5V 




1.0 

1.45 

mA 

V|N = 12 V 

1|N 

Input Current (off) 

50 

65 


fx A 

1C = 500/iA, T A = 70°C 

V IN 

Input Voltage 







XR-2002 



13 

V 

VCE = 2 V, Iq = 300mA 


XR-2003 



2.4 

V 

VCE = 2 V, Iq = 200mA 





2.7 

V 

VCE = 2 V, Iq = 250mA 





3.0 

V 

VCE = 2 V, Iq = 300mA 


XR-2004 



5.0 

V 

VQE = 2 V, l C = 125mA 





6.0 

V 

VCE = 2 V, I C = 200mA 





7.0 

V 

VQE = 2 V, Iq = 275mA 





8.0 

V 

VCE = 2 V, Iq = 350mA 

hFE 

D-C Forward Current Transfer 
Ratio 







XR-2001 

1000 




Vqe = 2 V, Iq = 350mA 

C|N 

Input Capacitance 


15 

30 

pF 


'R 

Clamp Diode Leakage Current 



50 

pA 

Vr = 50V 

Vf 

Clamp Diode Forward Voltage 


1.7 

2.0 

V 

Ip = 350mA 

tpLH 

Turn-On Delay 


0.25 

1.0 

/iS 

0.5 E|n to 0.5 EquT 

<PHL 

Turn-Off Delay 


0.25 

1.0 

pS 

0.5 E||sj to 0.5 EquT 


SCHEMATIC DIAGRAMS (One of 7 Identical Drivers is shown for each device.) 

XR-2001 XR-2002 
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CHARACTERISTIC CURVES 

(a) XR-2002 (b) XR-2004 (c) XR-2003 



12 14 16 IB 20 22 24 26 5 6 7 8 9 10 11 12 2.0 2.S 3.0 3.5 4.0 4.5 5.0 5.5 6.0 

INPUT VOLTAGE — V|N INPUT VOLTAGE — V, N INPUT VOLTAGE — V (N 


Figure 1. Input Current as a Function of Input Voltages 



Figure 2. Collector Current as a Function of Saturation 
Voltage. 


U DEVICE LIMIT SERIES XR-2000 



Figure 3. Collector Current as a Function of Input Current 



AMBIENT TEMPERATURE IN °C 


Figure 4. Peak Collector Current as a Function of Duty Cycle 
and Number of Outputs 


Figure 5. Allowable Average Power Dissipation as a Function 
of Ambient Temperature 








OUTPUT 


OUTPUT 


Figure 8. Buffer for Higher Current Loads 


Figure 9. Use of Pull-up Resistors to Increase Drive Current 
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XR-2011/12/13/14 


Z* EXAR 

High-Voltage, High-Current Darlington 
Transistor Arrays 


GENERAL DESCRIPTION 

The XR-201 1/201 2/201 3/201 4 are high-voltage, high- 
current Darlington transistor arrays consisting of seven 
silicon NPN Darlington pairs on a common monolithic 
substrate. All units feature open collector outputs and 
integral protection diodes for driving inductive loads. 
Peak inrush currents of up to 750 mA are allowed, 
which makes the arrays ideal for driving tungsten fila- 
ment lamps. The outputs may be paralleled to achieve 
higher load current capability although each driver has 
a maximum continuous collector current rating of 600 
mA.The arrays are directly price competitive with dis- 
crete transistor alternatives. 

FEATURES 

Peak Inrush Current Capability of 750 mA 

Internal Protection Diodes for Driving Inductive Loads 

Excellent Noise Immunity 

Direct Compatibility with Most Logic Families 

Opposing Pin Configuration Eases Circuit Board Layout 


APPLICATIONS 

Relay Drive 

High Current Logic Driver 


ABSOLUTE MAXIMUM RATINGS T A = 25°C 

Output Voltage, Vqe 50V 

Input Voltage, V|n 30V 

Continuous Collector Current, I q (Each Driver) 600 mA 
Continuous Base Current, lg (Each Driver) 25 mA 
Power Dissipation, Pq (Each Driver) 1.0 W 

(Total Package) See graph 
Derate Above 25°C 16.67 mW/°C 

Storage Temperature Range -55°C to + 150°C 


ORDERING INFORMATION 


FUNCTIONAL BLOCK DIAGRAM 



SYSTEM DESCRIPTION 

The XR-201 1 device is a general purpose array to be 
used with bipolar digital logic (with external current lim- 
iting), or with CMOS or PMOS directly. Output pins op- 
posite input pins facilitates circuit board layout. 

The XR-201 2 was specifically designed to interface 
with 14 to 25 volt PMOS devices. The input current is 
limited to a safe value by a Zener diode and resistor in 
series. 

A 2.7 kQ series base resistor to each Darlington pair in 
the XR-201 3 permits operation directly with CMOS or 
TTL operating with a 5 volt supply. Interface require- 
ments beyond the scope of standard logic buffers are 
easily handled by the XR-201 3. 


Part Number Package Type Operating Temperature The XR _ 2014 requjres , ess jnput current than th0 XR _ 

XR-201 1 CN Ceramic 0°Cto+70°C 2013 and the input voltage is less than that required by 

XR-201 2 CN Ceramic 0°C to +70°C the XR-201 2. The XR-201 4 has a 10.5 kQ series input 

XR-201 3 CN Ceramic 0°C to + 70°C resistor, permitting operation directly from PMOS or 

XR-201 4 CN Ceramic 0°Cto+70°C CMOS outputs using supply voltages of 6 to 15 volts. 
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ELECTRICAL CHARACTERISTICS 


XR-2011/12/13/14 

(Ta 25°C unless otherwise noted) 







SYMBOL 

PARAMETERS 

MIN 





'CEX 

Output Leakage Current 



100 

F A 

Vqe = 50 V, Ta = 70°C 


XR-2012 



500 

tiA 

Vqe = 50 V, T A = 70°C, V| N = 6V 


XR-2014 



500 


Vqe = 50 V, T A = 70°C, V| N = IV 

V CE 

Collector-Emitter Saturation 


1.7 

1.9 


Iq = 500mA, Iq = 600^iA 


Voltage 


1.3 

1.6 


Iq = 350mA, Ib = 500/xA 




1.1 

1.3 


Iq = 200mA, Ib = 350/*A 

<IN 

Input Current (on) 







XR-2012 

H 

0.82 

1.25 

mA 

V| N = 17V 


XR-2013 

■ 

0.93 

1.35 

mA 

V| N = 3.85V 


XR-2014 

■ 

0.35 

0.5 

mA 

V| N = 5V 




1.0 

1.45 

mA 

V|N = 12V 


Input Current (off) 

50 



mA 

Iq = 500piA, Ta = 70°C 

V IN 

Input Voltage 


■ 





XR-2012 



17 

V 

Vqe = 2 V, Iq = 500mA 


XR-2013 

■ 


2.7 

V 

Vqe = 2 V, Iq = 250mA 



■ 

1 1 

3.0 

V 

Vqe = 2 V, Iq = 300mA 



■ 

■ 

3.5 

V 

Vqe = 2 V, Iq = 500mA 


XR-2014 

■ 

■ 

7.0 

V 

Vqe = 2 V, Iq = 275mA 




1 1 

8.0 

V 

Vqe = 2 V, Iq = 350mA 



1 

■ 

9.5 

V 

Vqe = 2 V, Iq = 500mA 

hFE 

D-C Forward Current Transfer 
Ratio 


■ 

■ 




XR-2011 

1000 

■ 


BUS 

Vqe - 2 V, Iq = 350mA 

C|N 

Input Capacitance 


15 

30 

PF 


'R 

Clamp Diode Leakage Current 



50 


VR = 50V 

Vf 

Clamp Diode Forward Voltage 


2.1 


V 

Ip = 500mA 

tPLH 

Turn-On Delay 



1.0 

IJ.S 

0.5 E|n to 0.5 Equt 

tPHL 

Turn-Off Delay 


0.25 



0.5 E|n to 0.5 Equt 


SCHEMATIC DIAGRAMS (One of 7 Identical Drivers is shown for each device.) 
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XR-2011/12/13/14 

CHARACTERISTIC CURVES 

(a) XR-2012 (b) XR-2014 (c) XR-2013 



Figure 1. Input Current as a Function of Input Voltages 



O O.S 1.0 1.5 2.0 

SATURATION VOLTAOE — VcE (SAT) 


Figure 2. Collector Current as a Function of Saturation 
Voltage 



20 30 40 50 60 70 80 90 100 

PER CENT DUTY CYCLE 

Figure 4. Peak Collector Current as a Function of Duty Cycle 
and Number of Outputs 



Figure 3. Collector Current as a Function of Input Current 



0 50 100 150 


AMBIENT TEMPERATURE IN °C 

Figure 5. Allowable Average Power Dissipation as a Function 
of Ambient Temperature 


1-370 










EXAR 


XR-2200 


Hammer Driver 

GENERAL DESCRIPTION 

The XR-2200 is an array of five Darlington transistor 
pairs which are capable of driving high-current loads 
such as solenoids, relays, and LED’s. Each of the five 
circuits contained on the XR-2200 is capable of sinking 
up to 400 mA. The XR-2200 was specifically designed 
for use with 14 V to 25 V PMOS devices. 


FEATURES 

Output Capability of 400 mA for Each Driver 
Drivers may be used in parallel for increased output 
drive capability. 

Input is directly compatible with PMOS outputs 


FUNCTIONAL BLOCK DIAGRAM 



NC 

OUTPUT A 

OUTPUT B 

OUTPUT C 

OUTPUT D 

OUTPUT E 

NC 


APPLICATIONS 

Printing Calculator Hammer Driver 
High Current LED Driver 
Solenoid and Relay Driver 
Tungsten Lamp Driver 
High Current Switch 


ABSOLUTE MAXIMUM RATINGS 

Collector to Base Voltage 

30V 

Collector to Emitter Voltage 

30V 

Emitter to Base Voltage 

5.5V 

Collector Current 

450 mA 

Input Terminal Breakdown 

30V 

Voltage (plus) 

Input Terminal Breakdown 

-0.5V 

Voltage (minus) 

Power Dissipation 

550 mW 


ORDERING INFORMATION 

Part Number Package Type Operating Temperature 

XR-2200 CP Plastic - 25°C to + 70°C 


SYSTEM DESCRIPTION 

The XR-2200 hammer driver contains five Darlington 
connected transistor pairs, each capable of switching 
30V. All five emitters are connected to a common 
ground (Pin 7). With a guaranteed current gain of 2000, 
each section of the XR-2200 can sink 400 mA. 
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XR-2200 

ELECTRICAL CHARACTERISTICS (T A = 25°C) 


PARAMETERS 

LIMITS 

UNITS 

CONDITIONS 

MIN 

TYP 

MAX 

Power Supply Voltage 



26 

Vdc 


Output Leakage Current 



100 

mA 

V CE = 26 V, V|N = 0 V 

Output Current 

One Driver 



400 

mA 


Output Current 

5 Drivers 





See Figure 2 

Output Saturation Voltage 



2.2 

Vdc 

lOUT = 400 mA 

V,N = 17 V 
lOUT = 200 mA 

V| N = 17 V 

Current Gain 

2000 




V C E = 3 V 
lOUT - 200 mA 

Input Current 


0.7 


mA 

V iN =17 V 

IquT = 0 mA 



Figure 1. Schematic Diagram (1 of 5 Circuits Shown) 



GATE 


Figure 3. Circuit Connection for Driving Non-Inductive Loads 



% DUTY CYCLE 

Figure 2. Maximum Permissible Output Current per Driver vs 
Duty Cycle with 5 Drivers Pulsed Simultaneously. 



GATE 

DIODES ARE 1N4002 
OR EQUIVALENT 


Figure 4. Circuit Connection for Driving Inductive Loads. 

NOTE: The XR-2200 may be damaged if the di- 
odes are omitted when driving an inductive 
load. 
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XR-2201/2/3/4 



EXAR 


High-Voltage, High-Current Darlington 
Transistor Arrays 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-2201 , XR-2202, XR-2203, and XR-2204 
Darlington transistor arrays are comprised of seven sil- 
icon NPN Darlington pairs on a single monolithic sub- 
strate. All units feature open-collector outputs and inte- 
gral protection diodes for driving inductive loads. Peak 
inrush currents of up to 600 mA are allowable, making 
them also ideal for driving tungsten filament lamps. Al- 
though the maximum continuous collector current rat- 
ing is 500mA for each driver, the outputs may be paral- 
leled to achieve higher load current capability. 


FEATURES 

High Peak Current Capability — 600mA 
Internal Protection Diodes for Driving Inductive Loads 
Directly Compatible with TTL, CMOS, PMOS, and DTL 
Logic Families 

Exact Replacement for Sprague Types ULN-2001A, 
ULN-2002A, ULN-2003A, and ULN2004A 



SUPPRESSION 


ORDERING INFORMATION 

Part Number 

Package 

XR-2201 CP 

Plastic 

XR-2202CP 

Plastic 

XR-2203CP 

Plastic 

XR-2204CP 

Plastic 


Operating Temperature 

0°C to +85°C 
0°C to +85°C 
0°C to + 85°C 
0°C to +85°C 


APPLICATIONS 

Relay Drivers 
Solenoid Drivers 
High Current Inverters 


ABSOLUTE MAXIMUM RATINGS T A = 25°C 

Output Voltage, Vqe 50V 

Input Voltage, V |n 30V 

Emitter-Base Voltage, Vebo 6V 

Continuous Collector Current, Iq (Each Driver) 500mA 
Continuous Base Current, Ib (Each Driver) 25mA 

Power Dissipation, Pp (Each Driver) 1.0W 

(Total Package) 2.0W 

Derate Above 25°C 1 6.67 mW/°C 

Storage Temperature Range -55°C to + 150°C 


SYSTEM DESCRIPTION 

The XR-2201 is compatible with most common logic 
forms, including PMOS, CMOS, and TTL. It requires a 
current-limiting resistor placed in series with the input 
to limit base current to less than 25mA. 

The XR-2202 is designed for direct compatibility with 
14V-25V PMOS devices. 

The XR-2203 is compatible with TTL or CMOS operating 
at 5 volts. Each input has a series base resistor to limit 
the input current to a safe valve. 

The XR-2204 is designed for direct operation from 
CMOS or PMOS outputs utilizing supply voltages of 6 to 
15 V. 

With all four devices, the load should be connected be- 
tween the driver output and + Vqq. For protection from 
transient voltage spikes, Pin 9 should be connected to 

+ Vcc- 
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XR-2201/2/3/4 

ELECTRICAL CHARACTERISTICS 

Test Conditions: T A = 25°C unless otherwise noted 


PARAMETERS 

LIMITS 

UNITS 

CONDITIONS 

MIN 

TYP 

MAX 

Output Leakage Current 



100 

fxA 

Vqe = 50 V, Ta = 70°C 

XR-2202 



500 


Vqe = 50 V, T A = 70°C, V|N = 6V 

XR-2204 



500 

pA 

Vqe = 50 V, T A = 70°C, V|N = IV 

Collector-Emitter Saturation 


1.25 

1.6 

V 

Iq = 350mA, lg = 500/zA 

Voltage 








1.1 

1.3 

V 

Iq = 200mA, Ib = 350/xA 



0.9 

1.1 

V 

Iq = 100mA, lg = 250/xA 

Input Current 






XR-2202 


0.85 

1.3 


V| N = 17V 

XR-2203 


0.93 

1.35 


V| N = 3.85V 

XR-2204 


0.35 

0.5 


V|N = 5V 



1.0 

1.45 


V| N = 12V 

Input Current 

50 

65 


mA 

Iq = 500jiA, T A = 70°C 

Input Voltage 






XR-2202 



13 

V 

Vqe = 2V, 'C = 300mA 

XR-2203 



2.4 

V 

Vqe = 2V - >C = 200mA 




2.7 

V 

VQE = 2V, lc = 250mA 




3.0 

V 

VQE = 2V . 1C = 300mA 

XR-2204 



5.0 

V 

Vqe = 2V, lc = 125 mA 




6.0 

V 

Vqe = 2V, Iq = 200mA 




7.0 

V 

Vce = 2V - lc = 275mA 




8.0 

V 

VcE = 2V, lc = 350mA 

D-C Forward Current Transfer 






Ratio XR-2201 

1000 




Vce = 2V, lc = 350mA 

Input Capacitance 


15 

30 

pF 


Turn-On Delay 


1.0 

5 

fiS 

0.5 E|n to 0.5 EquT 

Turn-Off Delay 


1.0 

5 

nS 

0.5 E|n to 0.5 EquT 

Clamp Diode Leakage Current 



50 

pA 

Vr = 50V 

Clamp Diode Forward Voltage 


1.7 

2 

V 

Ip = 350mA 


SCHEMATIC DIAGRAMS (One of 7 Identical Drivers is shown for each device.) 




OUTPUT 10-16 




w 


XR-2204 
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Special Functions 



Multi-Function PLL System 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-S200 integrated circuit is a highly versatile, 
multipurpose circuit that contains all of the essential 
functions of most communication system designs on a 
single monolithic substrate. The function contained in 
the XR-S200 include: 1. a four quadrant analog multi- 
plier, 2. a high frequency voltage controlled oscillator 
(VCO) and 3. a high performance operational amplifier. 

The three functions can be used independently, or di- 
rectly interconnected in any order to perform a large 
number of complex circuit functions, from phase- 
locked loops to the generation of complex waveforms. 
The XR-S200 can accommodate both analog and digital 
signals, over a frequency range of 0.1 Hz to 30 MHz, 
and operate with a wide choice of power supplies ex- 
tending from ±3 volts to ±30 volts. 


FEATURES 

Wide VCO Frequency Range 0.1 Hz to 300 MHz 
Wide Supply Voltage Range ±3V to ±30 V 

Uncommitted Inputs and Outputs for Maximum 
Flexibility 

Large Input Dynamic Range 


APPLICATIONS 


OP AV 
INPUT 

l 

f 

multiple 

OUTPU 1 

l 

X-INPl 

GROUf 

Y-lNPl 

I 

Y-GA 

I 

I 

X-GA 

I 

-V, 



Phase-locked loops 
FM demodulation 
Narrow and wideband FM 
Commercial FM-IF 
TV sound and SCA detection 
FSK detection (MODEM) 

PSK demodulation 
Signal conditioning 
Tracking filters 
Frequency synthesis 
Telemetry coding/decoding 
AM detection 

Quadrature detectors 
Synchronous detectors 
Linear sweep & AM generation 
Crystal controlled 
Suppressed carrier 
Double sideband 
Tone generation/detection 
Waveform generation 
Single/square/triangle/sawtooth 
Analog multiplication 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 
Power Dissipation 
Derate above + 25°C 
Temperature 
Operating 
Storage 

Input Signal Level, V s 


30 Volts 
900 mW 
5 mW/°C 

-55°C to + 125°C 
-65°C to +150°C 
6 V,p-p 


ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-S200 Ceramic 0°Cto+70°C 
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XR-S200 

ELECTRICAL SPECIFICATIONS (T = 25°C, V S UPPLY = ±10V) 


PARAMETERS 

LIMITS 

UNITS 

CONDITIONS 

MIN 

TYP 

MAX 

MULTIPLIER SECTION: See Figure 2, R 

X = Ry = 

15k, Pins 1, 2, 6, 23, 24 Grounded. 

Output Offset Voltage 


±40 

±120 

mV 

Vx = Vy = 0, V i0 = IV3-V4I 

Input Bias Current 


5 

15 

F A 

Measured at pins 5 and 7 

Input Offset Current 


0.1 

1.0 

,xA 

Measured at pins 5 and 7 

Linearity 






(Output error, % 


1.0 


% 

-5 < V x < +5, V y = ±5V 

of full scale) 


1.5 


% 

-5 < V y < +5, V x = ±5V 

Scale Factor, 


0.1 


- 

K m = 2b/R x R y (Adjustable) 

Input Resistance 

0.3 

1.0 


M12 

f = 20 Hz, Measured at pins 5 and 7 

3 dB Bandwidth 

3 

6 


MHz 

Cl < 5 pF 

Phase detection B.W. 

50 

100 


MHz 

R x = Ry = 0 

Differential Output Swing 

±4 

±6 


V p-p 

Measured across pins 3 and 4 

Output Impedance 






Single Ended 


6 


kl) 

Measured at pins 3 and 4 

Differential 


12 


kfi 


OPERATIONAL AMPLIFIER SECTION: See Figure 10 and 11, Rl = 20k, Cl = 550 pF. 

Input Bias Current 


0.08 

0.5 

A 


Input Offset Current 


0.02 

0.2 

M 


Input Offset Voltage 


1.0 

6.0 

mVdc 


Differential Input Impedance 





Open loop, f = 20 Hz 

Resistance 

0.4 

2.0 


m 


Capacitance 


1.0 


PF 


Common Mode Range 


±8 


V 


Common Mode Rejection 

70 

90 


dB 

f = 20 Hz 

Open Loop Voltage Gain 

66 

80 


dB 


Output Impedance 


2 


k£2 


Output Voltage Swing 

±7 

±9 


V 

Rl ^ 20 kU 

Power Supply Sensitivity 


30 


/iV/V 

R s < 10 kfi 

Slew Rate 


2.5 


yifx sec 

LL 

Q. 

0 

11 

_i 

0 

11 

<? 

VCO SECTION: See Figure 11 , Rl = 10k, f 0 = 1 MHz. 

Upper Frequency Limit 

15 

30 


MHz 

C 0 = 10 pF 

Sweep Range 

8:1 

10:1 


- 

f 0 = 10 kHz, See Figure 14 






Digital Controls Off 

Linearity 






(distortion for 


.2 

1.0 

% 

Digital Controls Off 

Af/f = 10%) 






Frequency Stability 





Vcc > 8V, f 0 = 1 MHz 

Power Supply 


0.08 

0.5 

%/V 

Sweep Input Open 

Temperature 


300 

650 

ppm/°C 


Analog Input Impedance 





Measured at pins 23 and 24 

Resistance 

0.1 

0.5 


Mfi 


Capacitance 


1.5 


PF 


Output Amplitude 


3 


V p-p 

Squarewave 

Output Rise Time 


15 


ns 

Cl = 10 pF, R L = 5 kQ 

Fall Time 


20 


ns 


Input Common Mode Range 

+ 6 

+ 8 


Vdc 



-4 

-6 


Vdc 



CAUTION: When using only some of the blocks within the XR-S200, the input terminals to the unused section must 
be grounded (for split-supply operation); or connected to an ac ground biased at V + /2 (for single supply 
operation). 
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XR-S200 

XR-S200 ANALOG MULTIPLIER SECTION 

The analog multiplier in the XR-S200 (Figure 2) provides 
linear four-quadrant multiplication over a broad range of 
input signal levels. It also serves as a balanced modula- 
tor, phase comparator, or synchronous detector. Gain is 
externally adjustable. Nonlinearity is less than 2% of 
full scale output. 

TYPICAL APPLICATIONS OF MULTIPLIER SECTION 

• Analog multiplication/division 

• Phase detection 

• Balanced modulation/demodulation 

• Electronic gain control 

• Synchronous detection 

• Frequency doubling 

ANALOG MULTIPLICATION 

The XR-S200 multiplier section can be combined with 
the amplifier section to perform analog multiplication 
without the need for dc level shifting between input and 
output. The amplifier functions as an operational ampli- 
fier with a single-ended output at ground level when 
connected as shown in Figure 3. 


10 11 22 



Figure 2. XR-S200 Multiplier Section 
PHASE COMPARATOR 

For phase comparison, a low-level reference signal is 
normally applied to one input and a high-level reference 
or carrier signal to the other input, as in Figure 4. The 
signal may be applied to either the X or Y input, since 
the response is symmetrical. 



Figure 3. Analog Multiplication 



V s (t) - E s cos(u; 0 t + o) C B = BYPASS CAPACITOR 


Figure 4. XR-S200 Multiplier Section as a Phase Comparator 


normally a high level reference signal and the other in- 
put a low level information signal. Since the XR-S200 
multiplier section offers symmetrical response with re- 
spect to the X and Y inputs, either input can be used as 
the carrier or signal input. For low input levels, the con- 
version gain is proportional to the input signal ampli- 
tude. For high level inputs, (Vg > 40 mV, rms) is 
constant and approximately equal to 2V/rad. 

SUPPRESSED-CARRIER AM 


If the two inputs, VR(t) and V$(t) are at the same fre- 
quency, then the dc voltage at the output of the phase 
comparator can be related to the phase angle 0 be- 
tween the two signals as 

= K^cos^ 

where K0 is the conversion gain in volts per radian (Fig- 
ure 5). For phase comparator applications, one input is 


The multiplier generates suppressed-carrier AM signals 
when connected as in Figure 6. Again, the symmetrical 
response allows the X or Y inputs to be used inter- 
changeably as the carrier or modulation inputs. The X 
and Y offset adjustments optimize carrier suppression. 
Gain control resistors Rx and Ry typically range from 1 
KO to 10 KQ, depending on input signal amplitudes. The 
values shown give approximately 60 dB carrier sup- 
pression at 500 kHz and 40 dB at 10 MHz. 
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DOUBLE-SIDEBAND AM GENERATION 


XR-S200 


The connection for double-sideband AM generation is 
shown in Figure 7. The dc offset adjustment on the 
modulation input terminal sets the carrier output level, 
while the dc offset of the carrier input governs symme- 
try of the output waveform. The modulation input can 
also be used as a linear gain control (AGC), to control 
amplification with respect to the carrier input signals. 



Figure 5. Phase Comparator Conversion Gain Versus Input 
Amplitude 



Figure 6. Suppressed Carrier Modulation Using XR-S200 
Multiplier Section 


FREQUENCY DOUBLING 

Figure 8 shows how to double a sinusoidal input signal 
of frequency f s to produce a low-distortion sinewave 
output of 2f s . Total harmonic distortion is less than 
0.6% with an input of 4V, p-p, at 10 kHz and an output 
of IV, p-p, at 20 kHz. The multiplier’s X and Y offsets are 
nulled as shown to minimize the output’s harmonic 
content. 

SYNCHRONOUS AM DETECTION 

A typical synchronous AM detector is shown in Figure 
9. The signal is applied to the multiplier common input 
and the X and Y inputs are grounded. Since the Y input 



Figure 7. Double Sideband Amplitude Modulation Using 
XR-S2Q0 Multiplier Section 



Figure 7-1. AM Modulation, 95% AM, f c = 50 kHz, 
f m = 1 kHz 



Figure 8. Multiplier Section as Frequency Doubler 
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XR-S200 

operates at maximum gain with Ry = 0, the detector 
gain and demodulated output linearity are determined 
by Rx- An Rx range of 1 KQ to 10 K Q is recommended 
for carrier amplitudes of 100 mV, p-p; or greater. The 
multiplier output can be low-pass filtered to obtain the 
demodulated output. Figure 9-1 shows the carrier and 
modulated waveforms for a 30% modulated input sig- 
nal with a 10 MHz carrier and 1 kHz modulation. 


6K 



Figure 9. Synchronous AM Detector 



Figure 9-1. Synchronous AM Demodulation 


XR-S200 AMPLIFIER SECTION 

This multi-purpose function (Figure 10) can be used as 
a general-purpose operational amplifier, high-speed 
comparator, or sense amplifier. It features an input im- 
pedance of 2 megohms, high voltage gain, and a slew 
rate of 2.5V/microsecond. The frequency response 
curves for the amplifier section are also shown in Fig- 
ure 10. 



FREQUENCY 

Figure 10. Amplifier Section Frequency Response 


XR-S200 OSCILLATOR SECTION 

The voltage-controlled oscillator section, (Figure 11) is 
an exceptionally versatile design capable of operating 
from a fraction of a cycle to in excess of 40 MHz. Fre- 
quencies can be selected and controlled by three meth- 
ods, and used in various combinations for different ap- 
plications: 

1 . External timing capacitor Cq tunes the VCO to a cen- 
ter frequency between 0.1 Hz and 40 MHz. The free- 
running frequency is inversely proportional to Co- 
(see Figure 12) 

2. Two digital control inputs allow four discrete frequen- 
cies to be selected at any center frequency. The dig- 
ital inputs convert the logic signal voltages to inter- 
nal control currents, (see Figure 13) 

3. A sweep voltage, applied through a limiting resistor 
Rs is used for frequency sweeping, on-off keying, 
and synchronization of the VCO to a sync pulse, (see 
Figure 14) 

The voltage-to-frequency conversion of the VCO sec- 
tion is highly linear. In addition, the conversion gain can 
be controlled through the analog control input. Gain is 
inversely proportional to R 0 . When the digital controls 
are also used, gain decreases as the frequency is 
stepped up. 

The VCO interfaces easily with ECL or TTL logic. It can 
be converted to a highly stable crystal-controlled oscil- 
lator by simply substituting a crystal in place of the tim- 
ing capacitor, Cq. 

Typical performance characteristics of the VCO section 
are shown in Figures 12, 13, and 14. 
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TIMING 




Figure 12. VCO Frequency as a Function of Timing 
Capacitor, Cq 


XR-S200 

EXPLANATION OF VCO DIGITAL CONTROLS 

The VCO frequency is proportional to the total charging 
current, ly, applied to the timing capacitor. As shown in 
Figure 15, ly is comprised of three separate compo- 
nents: Iq, ly and I 2 , which are contributed by transis- 
tors To, T 1 , and T 2 , respectively. With pins 15 and 16 
open circuited, these currents are interrelated as 

lO = H = 212 

Currents l^and I 2 can be externally controlled through 
pins 16 and 15 respectively. By increasing the dc level 
at either of these pins, T-j or T 2 can be turned “off” and 
1 1 or I 2 can be reduced to zero. With reference to Fig- 
ure 1 5, this can be done by applying a 3 volt logic pulse 
to these pins, through disconnect diodes D-) and D 2 . In 
this manner, the VCO frequency can be stepped in four 
discrete intervals, over a frequency range of 2.5:1, as 
shown in Figure 13. 



NEGATIVE SWEEP VOLTAGE. Vc. VOLTS 



DIGITAL INPUT CODE 


Figure 14. Voltage Sweep Characteristics 



Figure 13. VCO Digital Tuning Characteristics 


Figure 15. Explanation of VCO Digital Controls 






FREQUENCY-SELECTIVE FM DEMODULATION 


XR-S200 

TYPICAL APPLICATIONS OF VCO SECTION 


• Voltage/frequency conversion 

• Phase-locked loops 

• Frequency synthesis 

• Signal conditioning 

• Carrier generation 

• Synchronization 

• Sweep and FM generator 

• Crystal oscillator 

• Waveform generator 

• Keyed oscillator 

APPLICATIONS OF THE XR-S200 SYSTEM 
PHASE-LOCKED LOOP 

A self-contained phase-locked loop is formed by con- 
necting the XR-S200 as outlined in Figure 16. 

In most PLL applications, the amplifier is available for 
functions useful outside the loop, since the phase com- 
parator (multiplier section) and VCO provide sufficient 
conversion gain. In this case, the amplifier gain does 
not enter the PLL gain expression. Assuming unity dc 
gain for the filter, the PLL loop gain is Kj = Kg 
where and Kg are the multiplier and VCO conversion 
gains, respectively. 



Figure 16. XR-S200 as a Phase-Locked Loop 



Figure 17. Circuit Connection for FM Detection 


For FM demodulation, the PLL connection is used (Fig- 
ure 17.) The multiplier, with its gain terminals shorted, 
serves as the phase detector, and the VCO and filter 
govern the operating frequencies. 

The gain block is used as an audio preamplifier to set 
the demodulated output signal level. Volume is con- 
trolled by the variable feedback resistor R7. If Rg 
equals R7, the dc output level will be very close to 
ground, for circuit operation with split power supplies. 
C3 is the amplifier’s compensation capacitor. Rg and 
C2 set the output de-emphasis time constant Tp, which 
is normally 75 n sec. for commercial FM applications (f 0 
= 10.7 MHz). 

FSK DETECTION 

FSK signals are detected and demodulated with the 
PLL connection, as well. It is shown in Figure 18 as a 
monolithic MODEM suitable for Bell 103 or 202 type da- 
ta sets operating at data rates to 1800 baud. An input 
frequency shift corresponding to a data bit causes the 
multiplier’s dc voltage output to reverse polarity. The dc 
level is changed to a binary output pulse by the gain 
block, connected as a voltage comparator. 



Figure 18. FSK Detection 
FREQUENCY SYNTHESIZER 

Frequency synthesis is performed in Figure 19 by a 
phase-locked loop closed with a programmable counter 
or digital divide-by-N circuit inserted into the feedback 
loop. The VCO frequency is divided by N, so that when 
the circuit locks to an input signal at frequency f s , the 
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oscillator output is Nf s . A large number of discrete fre- 
quencies can be synthesized from a given reference 
frequency by changing N. 



Figure 19. Frequency Synthesizer 

TRACKING FILTER AND WIDEBAND DISCRIMINATOR 

In tracking filter applications, the XR-S200 again forms 
a PLL system (Figure 20). When the PLL locks on an in- 
put signal, it functions as a “frequency-filter” and pro- 
duces a filtered version of the input signal frequency at 
the VCO output. Since it can track the input over a 
broad range of frequencies around the VCO free- 
running frequency, it is also called a “tracking filter”. 
The system can track input signals over a 3:1 frequen- 
cy range. 

WAVEFORM GENERATOR 

The XR-S200 can also be interconnected to form a ver- 
satile waveform generator. The typical circuit shown in 
Figure 21 generates the basic periodic square (or saw- 
tooth) waveform. The multiplier section, connected as a 
linear differential amplifier, convert the differential saw- 
tooth waveform input into a triangle wave output at pins 



Figure 20. Recommended Circuit Connection for Tracking 
Filter Application (f 0 = 1 MHz) 


XR-S200 



JUT. 


/W 
-o /\/N 


TRIANGLE OR 

SINEWAVE 

OUTPUT 


Figure 21 . Waveform Generator Typical Circuit Connection 
Diagram 



Figure 21-1. Basic Waveforms Available from XR-S200 


3 and 4. The waveform adjustment pot across pins 8 
and 9 can be used to round the peaks of the triangle 
waveform and convert it to a low distortion sinewave 
(THD<2%). Terminals 3 and 4 can be used either dif- 
ferentially or single endedly to provide both in-phase 
and out-of-phase output waveforms. 

The output frequency can be swept or frequency modu- 
lated by applying the proper analog control input to the 
circuit. For linear FM modulation with relatively small 
frequency deviation ( Af /f <10%) the modulation input 
can be applied across terminals 23 and 24. For large 
deviation sweep inputs, a negative going sweep volt- 
age, V s , can be applied to pin 18. 

This allows the frequency to be voltage-tuned over ap- 
proximately a 10:1 range in frequency. The digital con- 
trol inputs (15 and 16) can be used for frequency-shift- 
keying (FSK) applications. They can be disabled by con- 
necting them to ground through a current-limiting 
resistor. 
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AM & FM SIGNAL GENERATION 


XR-S200 



Figure 22. Circuit Connection for AM/FM or Crystal- 
Controlled AM Generator Application 



Figure 22-1. Double Sideband AM Output Waveform 
^carrier = 3.688 MHz fpiod = 1 kHz 
(90% modulation) 


The oscillator and multiplier sections can be intercon- 
nected as a general purpose radio-frequency signal 
generator with AM, FM and sweep capability as shown 
in Figure 22. 

The oscillator section can be used as a voltage-tuned, 
variable frequency oscillator, or as a highly stable carri- 
er or reference generator by connecting a reference 
crystal across terminals 19 and 20. In this case, a small 
capacitor (typically 10 to 100 pF) fine tunes the crystal 
frequency. The multiplier section introduces the ampli- 
tude modulation on the carrier signal generated by the 
VCO. The balanced nature of the multiplier allows sup- 
pressed carrier as well as double sideband modulation 
(Figures 22-1 and 22-2). Typical carrier suppression is 
in excess of 40 dB for frequencies up to 10 MHz. 


If a timing capacitor is used instead of a crystal, the os- 
cillator section can provide highly linear FM or frequen- 
cy sweep. The digital control terminals of the oscillator 
are used for frequency-shift-keying. 



Figure 22-2. Suppressed Carrier AM Output Waveform 
^carrier = 3.688 MHz fmod = ^ kHz 
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EQUIVALENT SCHEMATIC DIAGRAM 
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EX4R 


Stereo Demodulator 

GENERAL DESCRIPTION 

The XR-1310 is a unique FM stereo demodulator which 
uses phase-locked techniques to derive the right and 
left audio channels from the composite signal. Using a 
phase-locked loop to regenerate the 38 kHz subcarrier, 
it requires no external L-C tanks for tuning. Alignment is 
accomplished with a single potentiometer. 


FEATURES 

Requires No Inductors 
Low External Part Count 
Simple, Noncritical Tuning by Single 
Potentiometer Adjustment 
Internal Stereo/Monaural Switch with 
100 mA Lamp Driving Capability 
Wide Dynamic Range: 600 mV (RMS) 
Maximum Composite 
Input Signal 

Wide Supply Voltage Range: 8 to 14 Volts 
Excellent Channel Separation 
Low Distortion 
Excellent SCA Rejection 


FUNCTIONAL BLOCK DIAGRAM 


POWER 

SUPPLY 


COMPOSITE 

INPUT 


COMPOSITE 

OUTPUT 


LEFT OUTPUT/ 
DEEMPHASIS 


RIGHT OUTPUT/ 
DEEMPHASIS 


LAMP 

DRIVER 


GND 



VCO 

CONTROL 


LOOP 

FILTER 


LOOP 

FILTER 


PHASE 

DETECTOR 

INPUTS 

PILOT 

MONITOR 


THRESHOLD 

FILTER 


THRESHOLD 

FILTER 


ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-1 31 OCP Plastic - 40°C to + 85°C 


APPLICATIONS 

FM Stereo Demodulation 
Stereo Indicator 


ABSOLUTE MAXIMUM RATINGS 


(Ta = +25°C unless otherwise noted) 

Power Supply Voltage 14V 

Lamp Current 75 mA 

(nominal rating, 12 V lamp) 

Power Dissipation 625 mW 

(package limitation) 

Derate above Ta = +25°C 5.0 mW/°C 

Operating Temperature -40to+85°C 

Range (Ambient) 

Storage Temperature Range -65 to + 150°C 


SYSTEM DESCRIPTION 

The XR-1310 is a complete stereo demodulator specifi- 
cally designed for transforming a composite FM stereo 
signal into its left and right channel components. 

The composite FM stereo input signal, from the receiv- 
er detector, is applied to the buffer amplifier, Pin 2. Buf- 
fered output (gain = 1 ) is applied to the L + R, L - R de- 
coder. 

The VCO of the PLL runs at 76 kHz, four times the 19 
kHz pilot frequency. Free-running frequency is set by 
the parallel RC circuit on Pin 14. The VCO output drives 
a controlled switch which allows demodulation. When 
the PLL is locked, the lamp driver open collector output 
(Pin 6) can sink up to 100 mA. 

Left and right channel outputs are taken from Pins 4 
and 5 respectively. De-emphasis is performed by the 
RC circuit here; slightly higher gain is possible by in- 
creasing the resistor size, but the RC product should 
remain constant. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Unless otherwise noted; Vqc* = + 1 2 Vdc, Ta = + 25°C, 560 mV (RMS) (2.8 Vp-p) standard multiplex 
composite signal with L or R channel only modulated at 1.0 kHz and with 100 mV (RMS) (10% pilot 
level), using circuit of Figure 1. 


Maximum Standard Composite Input Signal (0.5% THD) 


Maximum Monaural Input Signal (1.0% THD) 


Input Impedance 

Stereo Channel Separation (50 Hz — 15 KHz) 


Audio Output Voltage (desired channel) 


Monaural Channel Balance (pilot tone “off”) 


Total Harmonic Distortion 

Ultrasonic Frequency Rejection 19 kHz 

38 kHz 


Inherent SCA Rejection 

(f = 67 kHz; 9.0 kHz beat note measured with 
1.0 kHz modulation “off”) 

Stereo Switch Level 
(19 kHz input for lamp “on”) 

Hysteresis 

Capture Range (permissable tuning error of internal 
oscillator, reference circuit values of Figure 1) 


Operating Supply Voltage (loads reduced to 2.7 kfl for 
8.0-volt operation) 


Current Drain (lamp “off”) 


symbols conform to JEDEC Engineering Bulletin No. 1 where 
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2 


13 

3 


12 
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Figure 1 . Typical Application 
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GENERAL DESCRIPTION 


The XR-2264 and 2265 are Monolithic circuits designed 
for use in pulse-proportional servo systems. They have 
been specifically designed for Radio Control applica- 
tions. These devices are capable of controlling posi- 
tions in direct proportion to the width of input pulses. 
The 2264 can interface directly with servo motors re- 
quiring up to 350mA of drive current. The 2265 with 
open collector outputs can drive relays, optical coup- 
lers and triacs, directly. Both the 2264 and 2265 can 
drive external PNP transistors for 500mA output drive 
requirements. 

The XR-2264 or 2265, combined with a servo motor and 
a feedback potentiometer form a closed-loop system. 
These devices have internal one-shot multivibrators. 
The pulse width of this one-shot is controlled by the ser- 
vo potentiometer. When an input pulse is applied, the 
motor is turned “on” in the direction necessary to make 
the internal one-shot pulse width equal to the incoming 
pulse width. Because the transfer characteristics of the 
XR-2264 and 2265 can be controlled by the selection of 
external components, it can be used in many industrial 
and radio controlled servo-system applications. 


FEATURES 

Wide Supply Voltage Range (3.0V to 6.0V) 
Bi-directional Operation with Single Supply 
Separately-Adjustable Dead Band and Pulse Stretching 

2264 - 350mA Source and Sink on chip. 

500mA with External PNP 

2265 - 500mA Sink Capability on chip. 

500mA Sink or Source Capability with external PNP 


APPLICATIONS 

Remote Control Toys 
Robotics Applications 


ABSOLUTE MAXIMUM RATINGS 

Supply Voltage 6.5V 

Power Dissipation 550 mW 

Storage Temperature Range -65°C to + 150°C 


FUNCTIONAL BLOCK DIAGRAM 



PULSE 

STRETCHER 

RC 


V REG 


GROUND 


TIMING 

RC 


PULSE 

IN 


ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-2264 CP Plastic Dual- - 1 0°C to + 50°C 

XR-2265 CP In-Line 


SYSTEM DESCRIPTION 

Figure 3 shows the circuit connection diagram for the 
XR-2264. The external component values shown are 
selected for a pulse width range of 1 to 2 msec, a frame 
time of 12.5 msec, and a dead band* that is suitable for 
use with small radio-controlled servos. However, with a 
proper choice of external components, the characteris- 
tics of these devices can be adapted to provide opti- 
mum performance for a broad range of hobby and in- 
dustrial servo control applications. 

The shaft of potentiometer R2 is connected to the servo 
output shaft; the voltage on the wiper provides position- 
al feedback to the one-shot multivibrator of the XR-2264 
or 2265. The one-shot pulse width range is set by the 
product of R-| and C-| ; R-j should be kept in the range of 
8KQ to 1 6KC2. For operation over a range of pulse widths 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqq = 5.0V, T/\ = 25°C 


PARAMETERS 

LIMIT 

UNITS 

CONDITIONS 

MIN 

TYP 

MAX 

Supply Voltage 

3.2 

5.0 

6.5 

V 


Supply Current 


4.5 

10.0 

mA 

Measured into Pins 1 & 7 

Regulated Output Voltage 

2.0 

2.2 

2.4 

V 

Voltage at Pin 12 

Input Current 


0.1 


mA 


Input Voltage Range 

2.4 


6.0 

V 


Pulse Timing Error 



±300 

lx Sec 



OUTPUT CHARACTERISTICS 


DEVICE 

PARAMETER 

LIMIT 

UNITS 

CONDITIONS 

MIN 

TYP 

MAX 

2264 

Output Current Range 

0 


500 

mA 

1 sink 

Output Current Range 

0 


350 

mA 

1 source 

V CE 



0.25 

V 

1 sink 500mA 

V CE ( V CC - v OH) 



1 

V 

1 source 350mA 

2265 

Output Current Range 

0 


500 

mA 

1 sink 

VCE 



0.25 

V 

1 sink 500mA 


of less than 2 to 1 , the value of potentiometer R2 may 
be reduced; the value of the 2.2KQ resistor to ground 
should be increased by about the same amount. 

The voltage on C2 provides the input signal for the Sch- 
mitt trigger. In order for the motor to be driven, pin 14 
must remain low, long enough to pull C2 down to the 
lower threshold via R3. The motor will be turned off only 
after pin 14 has turned off and C2 has charged to the 
upper Schmitt trigger threshold through R4. Thus, the 
dead band is controlled by C2 (R3 + Rj) where Rj is the 
“on” resistance at Pin 14. The pulse stretching is con- 
trolled by the product of C2 and R4. Figure 4 shows the 
effect of R3 and R4 upon the dead band and pulse- 
stretching performance of the XR-2264 with C2 = 
0.22/iF. 




K UWTt0 ~ ir-mru innnr 


*Note: The “ Dead band” is the narrow region about a 
given shaft position which 2264 will not produce a 
Stretched Pulse large enough to drive the motor. Some 
dead band width is necessary because the motor shaft 
has inertia; otherwise, the motor would never stop 
“hunting” its target position. 


C RECEIVER 
OUTPUT 
(SERVO INPUT! 


n 


N ii n n 


no j n rr 

Figure 2. Radio Control System 
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*NOTE: XR-2264 Q y and O 2 optional; only needed for 
Servos requiring 500mA drive current. 

**NOTE: XR-2265 0; and Q 2 needed if output current 
source is required. 

Figure 3. Connection Diagram of XR-2264 and XR-2265 Servo 
Control 1C 




Figure 4. XR-2264 and XR-2265 Output vs. Input Showing 
Dead Band. Circuit of Figure 3 
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XR-2266 



EXAR 


Monolithic Servo Controller 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-2266 is a monolithic servo controller specifi- 
cally designed for radio controlled model cars. The de- 
vice is capable of controlling speed in forward or re- 
verse, direction of turn, backup lights, and turn signals 
with programmable flash rate. Supply voltage may 
range from 3.5 V to 9V. 


FEATURES 

Internal Channel Divider 
Internal Steering Servo with Direct Drive for 
Servomotor and Turn Signal Indicators 
Directional Signal Time Constant 
Externally Settable 

Variable Speed Control with Direct Drive 
for Backup Lights 
Wide Supply Range (3.5 - 8.0 volts) 

Steering and Speed Servos Independently 
Programmed 
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SERVO POT INPUT 
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BLINKER OUTPUT 
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E 
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3 

3 

3 

3 

3 

3 
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STEERING SERVO 

SPEED SERVO 
OUTPUT 

SPEED SERVO 
OUTPUT 
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LIGHT 


V CC 


STEERING SERVO 
OUTPUT 

STEERING SERVO 
OUTPUT 


GROUND 


ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-2266 Plastic 0°Cto+70°C 


APPLICATIONS 

Radio Controlled Cars 


ABSOLUTE MAXIMUM RATINGS 

Supply Voltage 9V 

Power Dissipation 1100 mW 

Derate above T/\ = 25°C 6 mW/°C 

Storage Temperature Range -65°C to + 150°C 


SYSTEM DESCRIPTION 

The XR-2266 is a monolithic servo controller system 
specifically designed for radio-controlled model cars. 
The integrated circuit is a self-contained system made 
up of two servo controller channels: one controls the 
direction and speed of travel, the other provides the 
steering function. The circuit contains an internal chan- 
nel separator section which automatically steers the in- 
coming control signal to the appropriate servo control- 
ler channel. 

The entire servo controller system is available in an 18- 
Pin dual-in-line package, with terminals provided for ac- 
cessory controls such as turn indicator signals and 
backup lights. The entire system is fabricated on a 
monolithic chip, using low-power integrated injection 
logic (|2 l) technology along with precision analog cir- 
cuitry. It operates with supply voltages in the range of 
3.5 volts to 8 volts. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqc = 6 Volts T/\ = 25°C unless otherwise specified 



LIMITS 



PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

Supply Current 


30 


mA 


Operating Supply Range 

3.5 

6.0 

8.0 

V 


Input Threshold 


0.7 


V 


Reference Generator Output Current 


100 


/•A 

Measured at Pin 6 

Directional Detector 

Pin 5 Voltage 


55 


% 

Voltage at Pin 6 (Blinker “off”) 

Pin 5 Voltage 


61 


% 

Voltage at Pin 6 (Pin 8 Blinker “on”) 

Pin 5 Voltage 


48 


% 

Voltage at Pin 6 (Pin 9 Blinker “on”) 

Output Current 



100 

mA 


Steering SERVO 

Output Soruce Current 


350 


mA 

Pin 11 or 12 

Output Sink Current 


350 


mA 

Pin 11 or 12 

Reverse Detector 

Output Current 



100 

mA 

Pin 14 

Speed Control Servo 

Output HIGH Voltage 


> 

1 

O 

g 


V 

Pin 15 or 16 

Output Low Voltage 


0.2 


V 

Pin 15 or 16 

Output Impedance 


700 


n 

Pin 15 or 16 
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PRINCIPLES OF OPERATION 

The theory of operation can be explained with refer- 
ence to the block diagram of Figure 2 and the timing di- 
agram of Figure 3. The direction and speed information 
are encoded onto a carrier by either Amplitude Modula- 
tion (illustrated Curve A) or Frequency Modulation (not 
shown). This signal is received and demodulated into 
Waveform B. The timing of Waveform B is as follows: Tp 
is the frame time and determines the frequency with 
which the servos are controlled. T$ is a space pulse 
used to separate the channel information of T-| and T 2 . 
The width of T-j and T 2 contain the steering and speed 
information respectively. 

Waveform B is applied to the input of the XR-2266. This 
signal is integrated into Waveform C which is then 
squared to form D. Waveform D is used as a reset to the 
channel divider circuit. The channel divider circuit trig- 
gers on the leading edge of the input signal and gener- 
ates two outputs; one for steering and the other for the 
speed control; Waveforms E and F, respectively. 

Waveform E is applied to the input of Servo No. 1 which 
serves as the positional control for the steering wheel. 
The servo pot on the linkage forms a closed loop sys- 
tem with the servoamplifier to position the front wheels 
to the required position. The servo pot is also connect- 
ed to the directional indicator circuit which determines 
whether the wheels are turned enough to enable the 
blinker lights. 

Waveform F is the input to the variable speed control 
servo. This servo determines the error between the in- 
put signal and the preset nominal value and applies 
drive to the motor proportional to this difference. A de- 



Figure 2. Radio Controlled System Block Diagram 


tection circuit has also been built into the 1C to detect 
when the car is going in reverse and turn on the backup 
lights. 

SYSTEM BLOCKS 

The XR-2266 is comprised of three independent sys- 
tems internally connected as in Figure 4 to perform the 
complete car function. These blocks are the channel di- 
vider, steering servo and a speed control circuit. (While 
a total understanding of these circuits is not necessary 
a fundamental knowledge of the operation of each 
block will be an asset to any servo design.) 



Figure 4. Three Primary Systems of XR-2266 


Channel Divider: The function of the channel divider is to 
decode the channel information from the demodulated 
input signal and to synchronize the receiver to the 
transmitter. The synchronization is required to assure 
that the decoded input is applied to the correct servo. 
The generation of the synchronization signal is illus- 
trated in Figure 3 and can be explained as follows: The 
input signal B is integrated by the RC time constant on 
pin 2 to form waveform C. This integrated signal is then 
squared to form the synchronization signal D. This sig- 
nal resets the channel divider when high, guaranteeing 
that the first input be directed to the channel one servo 
and the second input be directed to the channel two 
servo, as illustrated by waveforms E and F, respectively. 
The width of the input signals is determined by the time 
interval between two successive positive going edges 
of waveform B. After the channel two input ends, the in- 
tegrator charges up to the reset level and enables 
channel one for the next rising edge of the input signal. 
The time constant for the integrator is externally set by 
the RC time constant on pin 2. It is recommended that 
the time constant be chosen such that the reset occurs 
midway between the input frame time. 



£ n n n. 

Figure 3. Timing Diagram 
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Steering Servo: The block diagram of the steering ser- 
voamplifier is illustrated in Figure 5. The primary func- 
tion of this block is to control the position of the front 
wheels of the car in direct proportion to the input pulse 
width. The XR-2266 has the additional feature of being 
able to detect the magnitude and direction of the posi- 
tion of the wheels from their center position and if it is 
greater than an externally preset amount, to activate a 
blinker circuit for the appropriate turn-direction. The op- 
eration of the steering servoamplifier can be explained 
with reference to the block diagram of Figure 5 and tim- 
ing diagram Figure 6. On the leading edge of the input 
signal an internal one-shot is triggered. The one-shot 
generates an output pulse whose width is directly pro- 
portional to the present position of the shaft of the ser- 
vomotor. The position information is supplied via the 
servo pot. The width of these two pulses are then com- 
pared and two error signals are generated; one is the 
directional error which is used to determine the output 
drive direction and the other is the magnitude error 
which is applied to the pulse stretcher section which 
determines whether the error was of sufficient magni- 
tude to enable the output driver stage. If the dead band 
is exceeded, the error pulse of several microseconds is 
then stretched to several milliseconds of output drive. 
The dead band is required to assure that the motor 
does not oscillate about its center point. The XR-2266 
has internal driver transistors that are capable of sink- 
ing or sourcing 350 mA. The positional information from 
the servo pot is also applied to a window comparator 
and the output of this circuit determines the deviation 
of the steering wheel from its center position. If this is 
greater than the preset amount, the blinker signals are 
activated. The time constant of the blinkers is set by the 
capacitor on pin 7. The blinker outputs are open collec- 
tor type capable of sinking 100 mA each. 

SERVO 



Figure 5. Steering Servo System 



XR-2266 

Speed Control Circuit: The channel two output Waveform 
F from the channel divider, as shown in Figure 7, is ap- 
plied to the input of the speed control servo. This circuit 
is similar to the steering control servo with the excep- 
tion that it is operated in an open loop configuration. 
Thus, the duty cycle of the output drive increases until 
a maximum drive is reached. The drive characteristics 
for the speed control are set independently of the steer- 
ing by an RC time constant on pin 18. Due to the high 
power motors required for speed control, an external 
driver transistor must be used. A typical connection for 
these transistors is illustrated in Figure 7. The speed 
control amplifier also features an additional output for 
the backup lights. This output is obtained from the di- 
rectional logic which determines whether the car is go- 
ing in the forward or reverse direction. The motor termi- 
nals could also be reversed and the output used to 
drive the front headlights when the car is going forward. 
The output for the driver lamps is an open collector 
transistor and is capable of sinking 100 mA. Since this 
is an open collector output, care should be taken to 
avoid any possible shorting to the Vqq pin, as this will 
damage the device. 



Figure 7. Speed Control Servo System with Connection for 
External Driver Transistors 


DESCRIPTION OF CONTROLS 

Input (Pin 1): The demodulated output from the receiver 
is applied to this pin. The threshold for the input is ap- 
proximately 0.7V. It is recommended that a 0.0022 /xF 
capacitor be connected from this point to ground to 
eliminate any RF signal at the input. 

Reset Integrator (Pin 2): The function of this pin is to syn- 
chronize the servo control to the transmitter. This as- 
sures that the steering and speed control signals are 
not interchanged. The time constant used for this cir- 
cuit is dependent upon the frame time of the input sig- 
nal. For a 1 5 millisecond frame, the value for R-| is 51 OK 
and for C-|, 0.1 fiF. Other frame rates may be used, in 
which case the RC time constant may be determined by 
the following equation: 

RlCi = U F - X(T N )]/2 in [V CC /(VCC - -66)] 
where 

Tp = Frame Time 

X = Number of Servos 

T (sj = Nominal Pulse Width for Servos 

Vcc = Nominal Supply Voltage 


Figure 6. Timing Diagram 
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Timing Cap for Steering Servo (Pin 3): The capacitor on this 
pin is used to determine the nominal one-shot time con- 
stant for the steering control. The capacitor value is 
chosen by the following equation: 

C 2 = T N /(R 2 + Rp/2) 

where R 2 is a 1 K potentiometer and Rp is the servo pot, 
nominally 5K. This yields 0.47 /xF for u 2 . Rp is a damp- 
ing resistor that provides a momentum feedback to pre- 
vent the servo from overshooting. The recommended 
values for Rp are 100K to 700K, depending on the re- 
quired loop damping. 

Timing Cap for Speed Control (Pin 4): This capacitor deter- 
mines the nominal one-shot time constant for the speed 
control servo. The capacitor value is determined by: 

C 3 = 1.3 T N /(R P + R 2 ) 

Reference Generator (Pin 5): Pin 5 is used to generate the 
reference level for the speed and steering servos and 
also control the degree of turning before the directional 
indicators are activated. This pin is directly connected 
to one end of the servo pot with the other connected to 
a 1 K pot or fixed resistor to ground. This 1 K pot is used 
to adjust the dead time for the directional indicators. In 
noisy environments, pin 5 should be bypassed to 
ground via a 0.001 nF capacitor. 

Steering Positional Input (Pin 6): The wiper of the servo pot 
is connected to this pin to supply the positional informa- 
tion to the one-shot of the steering servo. In noisy envi- 
ronments this pin should be bypassed to ground via a 

0.002 fiF capacitor. 

Directional Signal Time Constant (Pin 7): The capacitor con- 
nected to this pin determines the time constant for the 
directional indicators. The ratio of ‘ON’ to ‘OFF’ is ap- 
proximately 2:1 and the frequency is determined by: 

F(Hz) = 8I/C4 (/xF) 

Outputs for Directional Indicators (Pin 8 & 9): These pins are 
used to drive the directional signal indicators. These 
are open collector outputs that can sink a maximum 
current of 100 mA. 

Steering Motor Drive (Pin 11 & 12): These outputs connect 
directly to the steering servomotor and are capable of 
sinking or sourcing 350 mA. 

Output for Backup Lights (Pin 14): This terminal is acti- 
vated when the car is driving in the reverse direction. 
This is an open collector output with a maximum cur- 
rent of 100 mA. 

Note: by reversing the motor leads, this terminal could 
be used to control front headlights when the car is mov- 
ing forward. 

Output for Speed Control (Pin 15 & 16): These pins are used 
to drive an external power bridge to control the speed 
of the car. A typical connection is illustrated in Figure 7. 


Pulse Stretcher (Pin 17 & 18): The RC time constant on pin 
1 7 and pin 1 8 is used to set the dead band and the max- 
imum drive pulse to the steering servo and speed con- 
trol servo, respectively. The dead band time is deter- 
mined by: 

T dB = (51.4XC) 

The maximum drive time is determined by: 

TMD = RC1 n [(V cc - .73e - (1 xl 0 ~ 6 /C) )/( v cc _ .66)] 

Power Supply (Pin 13 & 10): The battery should be con- 
nected from pin 13 (Vqc) to pin 10 (ground). The operat- 
ing power supply range is 3.5 to 9 volts. A 100 fiF ca- 
pacitor is recommended across the power supply ter- 
minals. 

APPLICATION EXAMPLE 

The method for determining the component values for 
any servo application can be obtained by the following 
design rules. These equations will yield values suitable 
for proper operation and can later be adjusted to suit 
particular applications. For the example chosen, the 
frame time is 15 ms and the pulse width is nominally 
1 .4 ms with a deviation of 500 fis. Dead band is chosen 
to be 30 and 80 /xs for the steering and speed control 
sections, respectively. The servo pot is a 5K pot and the 
operating supply voltage is 6 volts. 

Procedure: 

1. To determine the time constant of the integrator on 
pin 2, use the following formula with R-| assumed to 
be between 100K and 1 M. In this example we set C-j 
= 0.1 fiF and calculate R-j. 

Rl = [T F - X(T N )]I2 Ci 1 n[Vc C /(V<X " -66)] 

This yields R-| « 51 OK 

2. C 3 and R 2 setting (using a IK pot) is determined by 
the following: First approximate R 2 to be one half of 
its value and solve for C 3 . 

C 3 = 1.3T N /(R p + R 2 /2) 

C 3 ~ .33 /xF 

C 3 = 0.25 fiF 

Select nearest standard value for C 3 and calculate 
R 2 value 

R 2 = (1.3T n /C 3 ) - R p 
R 2 * 5150 

3. C 2 is determined by the following: Use value for R 2 
as calculated above. 

C 2 = T N /(R 2 + Rp/2) 

C 2 * .47 nF 



4. C4 determines the blinker frequency, for a frequency 
of 2 times per second. 

C 4 (Hz) = 81/F(Hz) 

C 4 * 47.0 jiF 

5. C5 determines the dead band time for the steering 
servo for most car applications. This is chosen to be 
approximately 30 s. Solving for C5 yields: 

C 5 = T dB /51 .4 

C 5 * .47 /xF 

6. R5 is selected via the formula 

R5 = Tmd/[C 1 n(V C c - -73e - d xl 0 “ 6 /4C))/v cc - .66)] 
R 5 = 91 OK 

7. C6 is chosen with the same formula as C5 except 
dead band is set to approximately 80 /xs. This gives 
the system better speed control. 

C 6 = Tcb/ 51.4 = 1/iF 

8. Rg is chosen via the same equation as R5. 

Re = Tm D/[C1 n(V CC - J3e - (1 xl 0 - 6 /C))/Vcc - .66)] 
R 6 = 430K 


XR-2266 

9. Set Rp = 51 OK. To adjust value see Table I. 

The complete circuit with the calculated values is illus- 
trated in Figure 8. The circuit layout is illustrated in Fig- 
ure 9. 

Table I lists the recommended values for the servo ap- 
plication outlined above and describes the result if im- 
proper values are used. 




tc* M O Q V Q 

GND MO V CC MO BL V CC SO SO GND WF WL WL DR SR 

Figure 9. Printed Circuit Board Layout (4x) 
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TABLE I 


COMPONENT 

NUMBER 

VALUES 

EFFECTS 

Ri 

510K 

Small 

The integrator rise time becomes too fast and the fall time becomes too slow. 
Therefore, the integrator may reset too soon. 


Large 

The integrator rise time becomes too slow and the integrator may not reset 
before the next input. 


Recommended 

200K — 700 K carbon film R25 series. 

Rf 

510K 

Small 

Too much negative feedback occurs, causing the response of the servo to be 
too slow. 


Large 

Almost no negative feedback occurs and a large positional overshoot results. 


Recommended 

100K — 800K should be selected by the actual test results (dependent upon 
motor gears and linkage used). Carbon film R25 series. 

Rs 

910K 

Small 

The pulse stretcher gain becomes too small and this reduces output drive time 
causing wheels to turn slowly. 


Large 

The pulse stretcher gain becomes too large and the motor tends to oscillate 
(hunt) about its position. 


Recommended 

500K — 1M, largely dependant upon the value of C5, frame time and maximum 
deviation of the input pulse width. The equation for determining the nominal 
value is given in the “Description of Controls” section for pins 17 and 18. 

Re 

430K 

Small 

The pulse stretcher gain becomes too small and the maximum speed of the car 
is reduced. 


Large 

The pulse stretcher gain becomes too large and the car speed becomes hard to 
control. It is either ‘ON’ full, or ‘OFF’. 


Recommended 

400K — 700K, depending on the value of the capacitor; since this is for the 
speed, the dead band width is set larger and pulse stretcher gain is set high. 
Carbon film R25 series. 

5^ 

Recommended 

This is the servo pot connected to the steering linkage, a B type volume 
potentiometer is recommended. 

r 2 

IK 

Recommended 

This potentiometer is used to set both the neutral position for the speed control 
and the range of operation for the directional indicators. A temperature stable 
carbon type is recommended. 

C 1 

0.1 [iF 

Small 

The charging time tends to be short and the discharging time constant tends to 
be long, therefore, the integrator may reset too soon. 


Large 

The charging time tends to become long and the integrator may not reset before 
the next input. 


Recommended 

If R-j = 51 OK, C-j should be between 0.047 /x F to 0.22 /* F. Mylar recommended. 
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COMPONENT 

NUMBER 

VALUES 

EFFECTS 

LL 

=i- 

CVJ^ 

O o 

Small 

The width of the one-shot for the steering servo becomes too small and the front 
wheels may turn fully in one direction. 


Large 

The width of the one-shot for the steering servo becomes too large and the front 
wheels may turn fully in one direction. 


Recommended 

If the nominal input width is 1.4 ms, 0.47 piF is recommended. For operation 
with other conditions, see “Description of Controls” section for pin 3. Tantalum 
type is recommended. 

c 3 

0.33 n F 

Small 

The width of the one-shot for the speed control servo becomes too small and 
drive occurs in only one direction. 


Large 

The width of the one-shot for the speed control servo becomes too large and 
drive occurs only in one direction. 


Recommended 

If the nominal input width is 1.4 ms, 0.33 /xF is recommended. For operation 
with other conditions, see “Description of Controls” section for pin 4. Tantalum 
type is recommended. 

C 4 

33 /xF 

Recommended 

This capacitor determines the direction signal time constant. The capacitor 
value is determined by the equation in the "Description of Controls” section for 
pin 7. 

c 5 

0.47 /iF 

Small 

Dependent upon the value of R 5 . Generally the pulse stretcher gain becomes 
smaller, thus, slowing down the general speed and making acute turns slower. 

This also decreases dead band causing hunting about its position. 


Large 

Depending on the value of R 5 , the pulse stretcher gain becomes extremely 
large and although turning speed improves, the hunting condition becomes 
worse. This also increased dead band causing the motor to jump position. 


Recommended 

In case of R 5 = 91 OK, 0.1 /xF to 0.68 /xF is suitable. Tantalum type is 
recommended. 

c 6 

1 fiF 

Small 

Depending on the value of Rg, the pulse stretcher gain becomes smaller and 
you cannot achieve 100 % drive; also, the dead band is reduced and the neutral 
position on the stick may be eliminated. 


Large 

The pulse stretch gain increases causing rapid increase in speed, once the 
dead band is exceeded; also, the dead band increases causing a long amount 
of neutral position in the control stick. 


Recommended 

In case of R 2 = 430K, 0.68 to 2.2 /xF is suitable. Tantalum type is 
recommended. 

c 7 

2200 pF 

Recommended 

As mentioned in the “Description of Controls” section for pin 2, this value 
should be between 0.001 and 0.01 /xF. Ceramic or mylar is the best choice. 

c 8 

1000 pF 

Recommended 

As mentioned in the “Description of Controls” section for pin 5, this value 
should be between 0.01 and 0.001 jxF. Ceramic or mylar are recommended. 

c 9 

Recommended 

Same as above. 

CIO 

100 fcF 

Recommended 

As mentioned in the "Description of Controls” section for pin 10 and 13, this 
capacitor helps to stabilize the power supply when the car is running. If 
operation becomes intermittent, this value should be increased. Recommended 

10 to 470 fiF tantalum. 
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XR-9201 


8-Bit Microprocessor Compatible 
Digital-To-Analog Converter 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-9201 is a monolithic 8-Bit compatible digital- 
to-analog converter with differential current outputs. It 
contains an internal data latch, making it suitable for in- 
terfacing with microprocessors. The chip contains a 
stable voltage reference (2.0 V Nominal) which is exter- 
nally adjustable and can be used as a reference for oth- 
er D/A and A/D converters. 

The XR-9201 features non-linearity of ± Vi LSB maxi- 
mum (±.19% of full scale current). The internal volt- 
age reference maintains a temperature coefficient of 
50 ppm/°C. 


FEATURES 

8-Bit Resolution 
Input Data Latches 
Internal Voltage Reference 
Microprocessor Compatible 

Non Linearity ± y 2 LSB Maximum 

Full Scale Current Stability ±50 ppm/°C 

Reference Voltage Stability ± 50 ppm/°C 

Differential Current Outputs 
TTL Compatible 



ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-9201 CP Plastic 0° to +70°C 


APPLICATIONS 

Bipolar and Unipolar D/A Conversion 
A/D Conversion 
Test Equipment 
Measuring Instruments 
Programmable Current Source 
Programmable Voltage Source 


ABSOLUTE MAXIMUM RATINGS 


+ V CC Positive Supply Voltage 
-Vqc Negative Supply Voltage 
Logic Input Voltages 
Power Dissipation 
Derate Above 25°C 
Storage Temperature 


+ 6V 
-8.5V 
0 to +6V 
500 mW 
5 mW/°C 
-55°C to +150°C 


SYSTEM DESCRIPTION 

To convert the output currents of the digital-to-analog 
converter to a voltage, an operational amplifier can be 
used as shown in Figure 12. 

Care must be taken in selecting an operational amplifi- 
er to be used in D/A conversion. For accurate conver- 
sion, the operational amplifier should have low input 
offset voltage, low input bias and offset currents, and 
fast settling times. Input offset voltage contributes a 
DC error on the output and should be properly nulled. 
Input bias current contributes to the D/A converter cur- 
rent flowing through the feedback resistor, Rpe, and al- 
so causes a DC error on the output voltage. This error 
can be reduced by the addition of a resistor equal in 
value to Rpb from the noninverting input to ground. 
Settling time is important because it rules how fast the 
output reaches its prescribed voltage level. The OP-01 
is suitable for D/A converter applications producing 
negligible errors. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqq = + 5V, -Vqq = -7V, T/\ = 25°C, Iref = 1.0 mA, unless otherwise specified. 


SYMBOL 

PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 


Resolution 

8 

8 

8 

Bits 



Monotonicity 

8 

8 

8 

Bits 



Non-linearity 



±0.5 

±0.19 

LSB 

%lFS 


+ Vcc 

Positive Supply 

Voltage 

4.5 

5.0 

5.5 

V 


- v cc 

Negative Supply 

Voltage 

-7.7 

-7.0 

-6.3 

V 


V|H 

Data Input and Chip Enable 
“High” Voltage 

2.0 



V 


V|L 

Data Input and Chip Enable 
"Low” Voltage 



0.8 

V 


'IH 

Data Input and Chip Enable 
“High” Current 



500 

fA 


'IL 

Data Input and Chip Enable 
“Low” Current 



±20 

mA 


•fs 

Full Scale Output Current 

1.914 

1.992 

2.070 

mA 

IrEF = 1 .000 mA 

*zo 

Zero Scale Output Current 



±10 

fA 


TC|FS 

Full Scale Current 

Temperature Sensitivity 


±50 


ppm/°C 

0°C < T a < 75°C 

'fss 

Full Scale Symmetry 



±10 

fA 


v REF 

Internal Reference Voltage 

2.005 

2.000 

1.990 

V 

r ADJ = 50 

Radj = o 0 

r ADJ = 6 0 

TCreF 

Vref Temperature Stability 


±50 


ppm/°C 

Vref = 2.00 V 

+ 'cc 

Positive Supply Current 


15 

25 

mA 


-ICC 

Negative Supply Current 

-25 

-15 


mA 



Positive Output 

Voltage Compliance 


+ 5.0 


V 



Negative Output 

Voltage Compliance 


-1.0 


V 



Maximum Full Scale 

Current 


3 


mA 


*S 

Settling Time 


600 


nsec 


‘su 

Data Set-up Time 


170 


nsec 


tH 

Data Hold Time 


40 


nsec 


tw 

Minimum Chip Enable (CE) 
Pulse Width 


170 


nsec 



Propagation Delay Time 


500 


nsec 
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DATA \ 

. / 




^1.4 V 

CHIP 

ENABLE 

S 



OUTPUT 


(STAYS IN ORIGINAL STATE) 


Figure 4. Timing Diagram 



Figure 5. Vref vs. Current Output 
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DEFINITIONS OF SWITCHING PARAMETERS 


Settling Time (t s ): Time required for output to reach 
its final value (to within ± .19% of 
full scale output) after data is ap- 
plied to the inputs. Chip enable, 
CE, is held “high.” 


Data Set-Up Time (t su ): Minimum time required for 
data to be present at the inputs 
while CE is “high”, in order to ob- 
tain valid output data. It is mea- 
sured from when proper data is 
applied to the inputs to when CE 
goes “low”. 


Data Hole Time (th): Maximum time required for data to 
be present at the inputs before CE 
goes “low”, in order to obtain valid 
output data. It is measured from 
when the input data changes state 


to when CE goes “low”, and still 
obtain valid output data of the pre- 
vious input state. Data hold time 
indicates that the input data does 
not have to be present during the 
latter part of the CE high state, and 
still have valid output data. 


Chip Enable Pulse Width (t w ): Minimum pulse width 
required for chip enable signal in 
order to obtain valid output data. 


Propagation Delay Time (tq): Time required for output 
to reach its final value (50%) after 
CE is applied. It is measured from 
the falling edge of the CE pulse to 
50% of the output pulse under 
minimum data set-up time condi- 
tions. 


DESCRIPTION OF PIN CONTROLS 

Vref (PIN 2): Internal voltage reference output pro- 
vides + 2.00 V Nominal voltage. Can 
be used as reference voltage for oth- 
er circuitry. Maximum output current 
capability is approximately 9 mA with 
V + = 5.0 V. 

TRIM (PIN 3): Vref can be adjusted by connecting 
a 10 KO potentiometer between the 
trim pin and ground. Temperature sta- 
bility is optimized for Vref = 2.00 v 
to 10-50 ppm/°C. 

-Vref IN (PIN 4): This pin is tied to ground through 
a resistor, R, equal in value to that of 
Pin 5 and Vref- 

+ Vref IN (PIN 5): Reference voltage is connected 
to this pin using a resistor, R, to pro- 
vide the reference current, Iref for 



Figure 7. Vref vs - Temperature 


the D/A converter. Either the internal 
Vref (Pin 2) or an external Vref can 
be connected to this pin. Iref is ap- 
proximately equal to Vref /R- Maxi- 
mum value for Iref is about 1.5 mA 
before internal saturation occurs. 

T 0 (PIN 6): Complement output current. 

I 0 (PIN 7): Output current. The sum ofT 0 and l 0 

is always equal to the full scale output 
current (Ips)- 

CE (PIN 8): Chip enable pin controls the input da- 

ta into the internal data latch. The 
latch is transparent in the “high” 
state. 

DB0-DB7 (PIN 10-17): Data input pins. DB0 corre- 
sponds to the LSB. DB7 corresponds 
to the MSB. 



Figure 8. Ip$ vs. Temperature 
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PRINCIPLES OF OPERATION 


XR-9201 


Figure 10 shows the basic configuration of the XR-9201 
D/A converter. The input data bits to the chip can be 
latched (stored) in the D/A by controlling the chip en- 
able (CE) pin. When CE is “high” (>2.0 volts), the latch 
is transparent and data bits present are passed 
through the latch and directly control the D/A converter 
switches. When CE is “low” (<0.8 volts), the data bits 
within the latch are retained and remain there until CE 
goes “high” again. When CE is “low”, the data bits at 
the inputs are ignored until CE goes “high”. This inter- 
val latch provides a useful interface with microproces- 
sors. 


The output currents, l 0 and l 0 , are related to IreF as 
follows: 


•o = 2 'ref 


"by 

_2 


+ H§ + 

4 


bs + 

8 16 



+ ^2 + + ^ 0 _" 
64 128 256 


Where: b n = 1 if Bit N is “Fligh” 
= 0 if Bit N is “Low” 
by = MSB (Pin 17) 
b 0 = LSB (Pin 10) 


l 0 is the complement current output of l 0 . For all possi- 
ble input data combinations, 


l 0 + lo = 'FS = f u " scale output current, 
where l FS = 2 I RE f (§§§) 

The XR-9201 D/A converter contains an internal refer- 
ence voltage (Vref) with nominal value of 2.00V using 
a 6 KQ resistor to ground. Vref can be adjusted using 
a 10 Kfi potentiometer tied between Pin 3 and ground. 
For maximum temperature stability, Vref should be 
set to 2.00V. The maximum output current capability of 
Vref ' s about 9 mA (see Figure 5) and can be used to 
provide a reference voltage for other DACs, as well as 
other circuitry. 


The reference current (Iref) for the D/A converter is 
established by a resistor, R, connected between Vref 
and Pin 5 ( + Vref IN), or between an external refer- 
ence source and Pin 5, and is approximately given as: 


Iref = 


v ref 

r 


For Iref ^ 1 The maximum Iref allowed is about 
1.5 mA beyond which saturation occurs in the internal 
circuitry. To balance the internal operational amplifier, a 
resistor equal to R must be placed between Pin 4 
(-Vref IN) and ground. 

NOTE: 

When operating the XR-9201 D/A converter with an op- 
erational amplifier, care must be taken with the PC 



CE 8-BIT DATA +5 V 



board layout. Specifically, connection between the cur- 
rent output terminals, l 0 and l 0 , and the operational 
amplifier inputs needs to be as short as possible so as 
to minimize capacitance at the node. Oscillations on 
the operational amplifier output may result with long 
wires. A capacitor in the feedback loop of the opera- 
tional amplifier can reduce these oscillations. 

ZERO AND FULL SCALE ADJUSTMENTS 

Figure 13 shows a circuit for zero and full scale adjust- 
ments. It allows the output voltage to be nulled with 
zero scale input conditions (0000,0000). This is done by 
shorting out Rfb and adjusting the VOS adjust potenti- 
ometer of the operational amplifier until the output 
reads zero volts. This is performed with all digital bits 
set to zeros. If l 0 is the output being used, then all digi- 
tal bits are set to ones and the zero scale is adjusted. 

For full scale adjustment, all digital inputs are set to 
ones and the Iref potentiometer, from Pin 2 to Pin 5, is 
adjusted until the output is at the desired voltage level 
(e.g., output is adjusted to 10.000 volts for nominal 
9.960 volts output). 
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0 V * Eo ' 10 V FOR Rpb = 5 Kit, l REF = 1 mA 
'FS = 2CREF) (255/256) 

FOR OPERATION WITH NEGATIVE LOGIC O/A CONVERSION, I.E. ZERO FULL SCALE 
(0000 0000) CORRESPONDING TO FULL SCALE OUTPUT. CONNECT THE INVERTING 
INPUT OF OP AMP TO lo (PIN 6) ANO CONNECT lo (PIN 7) TO GROUND. 

Figure 12. Digital-to-Analog Conversion: Unipolar Operation 


1 | ZERO 

SCALE 

v cc adjust 


Figure 13. Full Scale and Zero Scale Adjustment 


Table 1. Unipolar Operation — Input/Output Relationship 

6 



Pos. Full Scale - LSB 
Pos. Full Scale - MSB 


Zero Full Scale + LSB 















Table 2. Bipolar Operation: Input/Output Relationship 


XR-9201 



B7 

Be 

B5 

b 4 

B 3 

b 2 

Bl 

Bo 

El (V) 

EO (V) 

Full Scale Output 

1 

1 

1 

1 

1 

1 

1 

1 

0.000 

10.00 

Full Scale - LSB 

1 

1 

1 

1 

1 

1 

1 

0 

0.016 

9.921 

Zero Scale + MSB 

1 

0 

0 

0 

0 

0 

0 

0 

1.984 

0.078 

Full Scale - MSB 

0 

1 

1 

1 

1 

1 

1 

1 

2.000 

0.000 

Zero Scale + LSB 

0 

0 

0 

0 

0 

0 

0 

1 

3.968 

-9.844 

Zero Scale 

0 

0 

0 

0 

0 

0 

0 

0 

3.984 

-9.922 


BIPOLAR OUTPUT OPERATION 

Figure 14 shows a basic bipolar output operation. For 
full scale input (1 1 1 1 ,1 1 1 1) the output voltage is equal 
to 1 .OV. For zero scale input (0000,0000), output voltage 
is equal to -1.0V. Due to the internal circuitry of the 
XR-9201, the current output terminals should not be 
pulled below approximately - 1 .0 volt. Therefore the cir- 
cuit shown in Figure 14 would not function for E 0 less 
than - 1 .OV. For bipolar operation with larger output 
voltages, the circuit shown in Figure 15 is recom- 
mended. Note that the current outputs, l 0 and l 0 , are 
held at zero volts for all digital inputs for greater accu- 
racy. 


8-BIT DATA 



IE: 2(Ir E F) <RF) ' 1-0 VOLT 

Figure 14. Digital-to-Analog Conversion — Bipolar Operation 


.001 nF 



Ra = 50KI1 

?V| N rIOV ADJUST Ra FOR +V 0 UT = +5 V 

Figure 15. Digital-to-Analog Conversion — Bipolar Operation 


8-BIT DATA 



VreF = 2 V. R = 2 K. RFB = 2 K, R2 = 50 K. Ri = 10 K 

NOTE: (I + Iref) MUST BE LESS THAN 6 mA FOR PROPER OPERATION. 


Figure 16. Regulated Supplies for XR-9201 
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Voltage-to-Frequency 

GENERAL DESCRIPTION 

The XR-4151 is a device designed to provide a simple, 
low-cost method for converting a DC voltage into a pro- 
portional pulse repetition frequency. It is also capable 
of converting an input frequency into a proportional 
output voltage. The XR-4151 is useful in a wide range of 
applications including A/D and D/A conversion and da- 
ta transmission. 


FEATURES 

Single Supply Operation (-8V to + 22 V) 

Pulse Output Compatible With All Logic Forms 
Programmable Scale Factor (K) 

Linearity ±0.05% Typical-Precision Mode 

Temperature Stability ±100% ppm/°C Typical 

High Noise Rejection 

Inherent Monotonicity 

Easily Transmittable Output 

Simple Full Scale Trim 

Single-Ended Input, Referenced to Ground 

Also Provides Frequency-to-Voltage Conversion 

Direct Replacement for RC/RV/RM-4151 


APPLICATIONS 

Voltage-to-Frequency Conversion 
A/D and D/A Conversion 
Data Transmission 
Frequency-to-Voltage Conversion 
Transducer Interface 
System Isolation 


ABSOLUTE MAXIMUM RATINGS 

Power Supply 22V 

Output Sink Current 20 mA 

Internal Power Dissipation 500 mW 

Input Voltage -0.2V to +V qq 

Output Short Circuit to Ground Continuous 


Converter 

FUNCTIONAL BLOCK DIAGRAM 



ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-4151 P Plastic -40°Cto+85°C 

XR-4151 CP Plastic 0°Cto+70°C 


SYSTEM DESCRIPTION 

The XR-4151 is a precision voltage to frequency con- 
vertor featuring 0.05% conversion linearity, high noise 
rejection, monotonicity, and single supply operation 
from 8V to 22V. An RC network on Pin 5 sets the maxi- 
mum full scale frequency. Input voltage on Pin 7 is 
compared with the voltage on Pin 6 (which is generally 
controlled by the current source output, Pin 1). Fre- 
quency output is proportioned to the voltage on Pin 7. 
The current source is controlled by the resistance on 
Pin 2 (nominally 14kQ) with 1 = 1.9 V/R. The output is 
an open collector at Pin 3. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: (Vqq = 15V, T/\ = + 25°C, unless otherwise specified) 


XR-4151 




LIMITS 




PARAMETERS 


TYP 


UNITS 

CONDITIONS 

Supply Current 


3.5 

6.0 

mA 

8V<Vqc< 15V 



4.5 

7.5 

mA 

15V<Vqc<22V 

Conversion Accuracy 






Scale Factor 

0.90 

1.00 

1.10 

kHz /V 

Circuit of Figure 3, V| = 

10V Rs = 14. Ok 

Drift with Temperature 

— 

±100 v 

— 

ppm/°C 

Circuit of Figure 3, V\ = 

10V 

Drift with Vqc 

~ 

0.2 

1.0 

%/V 

Circuit Figure 3, V| = 1.0V 
8V< Vqq< 18V 

Input Comparator 






Offset Voltage 

- 

5 

10 

mV 


Offset Current 

- 

±50 

±100 

nA 


Input Bias Current 

- 

-100 

-300 

nA 


Common Mode Range 






(Note 1) 

0 

0 to Vcc-2 

VCC-3.0 

V 


One-Shot 






Threshold Voltage, Pin 5 

0.63 

.667 

0.70 

X Vcc 


Input Bias Current, Pin 5 

- 

-100 

-500 

nA 


Reset Vs AT 

- 

0.15 

0.50 

V 

Pin 5, 1 = 2.2mA 

Current Source 






Output Current 





Pin 1, V = 0, Rs = 14.0kfi 

Change with Voltage 

■ 



aA 

Pin 1, V = OVto V = 10V 

Off Leakage 




nA 

Pin 1, V = 0V 

Reference Voltage 

1.70 

1.9 

2.08 

V 

Pin 2 

Logic Output 






V SAT 

- 

0.15 

0.50 

V 

Pin 3, 1 = 3.0mA 

V SAT 

- 

0.10 

0.30 

V 

Pin 3, 1 = 2.0mA 

Off Leakage 

- 

.1 

1.0 




Note 1: Input Common Mode Range includes ground. 

PRINCIPLES OF OPERATION 

SINGLE SUPPLY MODE VOLTAGE-TO-FREQUENCY CONVERTER 

In this application, the XR-4151 functions as a stand- 
alone voltage-to-frequency converter operating on a 
single positive power supply. Refer to the functional 
block diagram and Figure 3, the circuit connection for 
single supply voltage-to-frequency conversion. The XR- 
4151 contains a voltage comparator, a one-shot, and a 
precision switched current source. The voltage com- 
parator compares a positive input voltage applied at pin 
7 to the voltage at pin 6. If the input voltage is higher, 
the comparator will fire the one-shot. The output of the 
one-shot is connected to both the logic output and the 
precision switched current source. During the one-shot 
period, T, the logic output will go low and the current 
source will turn on with current I. At the end of the one 
shot period the logic output will go high and the current 
source will shut off. At this time the current source has 
injected an amount of charge Q = IqT into the network 
Rb-Cq. If this charge has not increased the voltage Vb 
such that Vb > V|, the comparator again fires the one- 
shot and the current source injects another lump of 


charge, Q, into the Rb~Cb network. This process con- 
tinues until Vb > V|. When this condition is achieved, 
the current source remains off and the voltage Vq de- 
cays until Vb is again equal to V|. This completes one 
cycle. The VFC will now run in a steady state mode. The 
current source dumps lumps of charge into the capaci- 
tor Cb at a rate fast enough to keep Vb ^ V|. Since the 
discharge rate of capacitor Cb is proportional to Vq/ 
Rb, the frequency at which the system runs will be pro- 
portional to the input voltage. 
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XR-4151 

TYPICAL APPLICATIONS 

SINGLE SUPPLY VOLTAGE-TO-FREQUENCY CONVERTER 

Figure 3 shows the simplest type of VFC that can be 
made with the XR-41 51 . The input voltage range is from 
0 to + 10V, and the output frequency is from 0 to 10 
kHz. The full scale frequency can be tuned by adjusting 
Rs, the output current set resistor. This circuit has the 
advantage of being simple and low in cost, but it suffers 
from inaccuracy due to a number of error sources. Lin- 
earity error is typically 1 %. A frequency offset will also 
be introduced by the input comparator offset voltage. 
Also, response time for this circuit is limited by the pas- 
sive integration network Rb Cb- For the component val- 
ues shown in Figure 3, response time for a step change 
input from 0 to + 1 0V will be 1 35 msec. For applications 
which require fast response time and high accuracy, 
use the circuit of Figure 4. 

PRECISION VOLTAGE-TO-FREQUENCY CONVERTER 

In this application (Figure 4) the XR-4151 is used with 
an operational amplifier integrator to provide typical lin- 
earity of 0.05% over the range of 0 to - 10V. Offset is 
adjustable to zero. Unlike many VFC designs which 
lose linearity below lOmV, this circuit retains linearity 
over the full range of input voltage, all the way to 0V. 

Trim the full scale adjust pot at V| = - 10V for an output 
frequency of 10kHz. The offset adjust pot should be set 
for 10Hz with an input voltage of - lOmV. 

The operational amplifier integrator improves linearity 
of this circuit over that of Figure 3 by holding the output 
of the source, Pin 1 , at a constant 0V. Therefore, the lin- 
earity error due to the current source output conduc- 
tance is eliminated. The diode connected around the 


Cl 



Figure 4. Precision Voltage-to-Frequency Converter 


op-amp prevents the voltage at pin 7 of the XR-4151 
from going below 0. Use a low-leakage diode here, 
since any leakage will degrade the accuracy. This cir- 
cuit can be operated from a single positive supply if an 
XR-3403 ground-sensing op-amp is used for the integra- 
tor. In this case, the diode can be left out. Note that 
even though the circuit itself will operate from a single 
supply, the input voltage is necessarily negative. For 
operation above 10kHz, bypass pin 6 of the XR-4151 
with .01 /iF. 

FREQUENCY-T0-V0LTAGE CONVERSION 

The XR-4151 can be used as a frequency-to-voltage 
converter. Figure 5 shows the single-supply FVC config- 
uration. With no signal applied, the resistor bias net- 
works tied to pins 6 and 7 hold the input comparator in 
the off state. A negative going pulse applied to pin 6 (or 
positive pulse to pin 7) will cause the comparator to fire 
the one-shot. For proper operation, the pulse width 
must be less than the period of the one-shot, T = 1.1 
Rq Cq. For a 5 V p-p square-wave input the differentia- 
tor network formed by the input coupling capacitor and 
the resistor bias network will provide pulses which cor- 
rectly trigger the one-shot. An external voltage compar- 
ator can be used to “square-up” sinusoidal input sig- 
nals before they are applied to the XR-4151. Also, the 
component values for the input signal differentiator and 
bias network can be altered to accommodate square 
waves with different amplitudes and frequencies. The 
passive integrator network Rb Cb filters the current 
pulses from the pin 1 output. For less output ripple, in- 
crease the value of Cb- 

For increased accuracy and linearity, use an operation- 
al amplifier integrator as shown in Figure 6, the preci- 
sion FVC configuration. Trim the offset to give - lOmV 
out with 10Hz in and trim the full scale adjust for - 10V 
out with 10kHz in. Input signal conditioning for this cir- 
cuit is necessary just as for the single supply mode and 
the scale factor can be programmed by the choice of 
component values. A tradeoff exists between the 
amount of output ripple and the response time, through 
the choice or integration capacitor C|. If C| = 0.1 /if the 
ripple will be about lOOmV. Response time constant tR 
= Rb C|. For Rb = 100 kQ and C| = 0.1 /if, rR = 
10msec. 
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PRECAUTIONS 

1 . The voltage applied to comparator input pins 6 and 7 
should not be allowed to go below ground by more 
than 0.3 volt. 

2. Pins 3 and 5 are open-collector outputs. Shorts be- 
tween these pins and +Vqq can cause overheating 
and eventual destruction. 

3. Reference voltage terminal pin 2 is connected to the 
emitter of an NPN transistor and is held at approxi- 
mately 1.9 volts. This terminal should be protected 
from accidental shorts to ground or supply voltages. 
Permanent damage may occur if the current in pin 2 
exceeds 5mA. 

4. Avoid stray coupling between pins 5 and 7; it could 
cause false triggering. For the circuit of Figure 3, by- 
pass pin 7 to ground with at least 0.01 /if. This is nec- 
essary for operation above 10kHz. 


C| 



Figure 6. Precision Frequency-to-Voltage Converter 


PROGRAMMING THE XR-4151 

The XR-4151 can be programmed to operate with a full 
scale frequency anywhere from 1 .0Hz to 100kHz. In the 
case of the VFC configuration, nearly any full scale in- 
put voltage from 1 .0V and up can be tolerated if proper 
scaling is employed. Here is how to determine compo- 
nent values for any desired full scale frequency. 

1. Set R$ = 14kfi or use a 12k resistor and 5k pot as 

shown in the figures. (The only exception to this is 

Figure 4.) 


XR-4151 

2. Set T = 1.1 RqCq = 0.75[1/fo] where fo is the de- 
sired full scale frequency. For optimum performance 
make 6.8kft >Rq >680k0 and 0.001 /if <Cq 

< 1.0/if. 

3. a) For the circuit of Figure 3 make Cb = 10“ 1 2 * 

[1 /fo] Farads. 

Smaller values of Cb will give a faster response 
time, but will also increase the frequency offset 
and nonlinearity. 

b) For the active integrator circuit make 

C| = 5 x 10 -5 [1 /fo] Farads. 

The op-amp integrator must have a slew rate of at 
least 135 x 10 “ 6 [1/C-|] volts per second where 
the value of C-| is in Farads. 

4. a) For the circuit of Figure 4 keep the values of Rb 

and Rb as shown and use an input attenuator to 
give the desired full scale input voltage. 

b) For the precision mode circuit of Figure 4, set Rb 
= V|q/100/xA where V|q is the full scale input 
voltage. 

Alternately, the op-amp inverting input (summing 
node) can be used as a current input with the full 
scale input current I|q = -100/xA. 

5. For the FVC’s, pick the value of Cb or C| to give the 
optimum tradeoff between the response time and 
output ripple for the particular application. 

DESIGN EXAMPLE 

I. Design a precision VFC (from Figure 5) with fo = 
100kHz and V|q = -10V. 

1. Set Rs = 14.0kO 

2. T = 0.75 [1/1 0 5 ] = 7.5jisec 

Let Rq = 6.8kft and Cq = 0.001 /if. 

3. C| = 5 x 10 5 [1/10 5 ] = 500pf. 

Op-amp slew rate must be at least 

SR = 135 x 1 0 6 [1 /500pf] = 0.27V//isec 

4. Rb = IOV/100/iA = lOOkQ. 

II. Design a precision VFC with fo = 1Hz and V|q = 
10 V. 

1. Let Rg = 14.0k Q 

2. T = 0.75 [1/1] = 0.75 sec 

Let Rq = 680kfi and Cq = 1.0/if. 

3. C| = 5 x 10“5 [1/1 ]F = 50/if. 

4. R B = 100k Q . 


1-409 



XR-4151 

III. Design a single supply FVC to operate with a supply 
voltage of 9V and full scale input frequency fo = 
83.3 Hz. The output voltage must reach at least 

0. 63. of its final value in 200msec. Determine the 
outpui ripple. 

1. Set Rg = 14.0kG 

2. T = 0.75 [1/83.3] = 9msec 

Let Rq = 82kO and Cq = 0.1 ^if. 

3. Since this FVC must operate from 8.0V, we shall 
make the full scale output voltage at pin 6 equal 
to 5.0V. 


4. Rb = 5V/1 00/iA = 50kQ. 

5. Output response time constant is tR < 200 
msec 

Therefore- 

C B < tr/Rb = (200 x 10-3)/(50 x 103) = 4/if 

Worst case ripple voltage is 

V R = (9mS x 1 35/xA) / 4/xf = 304mV. 
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ADVANCE INFORMATION 


XR-7000 


Log Video 

GENERAL DESCRIPTION 



FUNCTIONAL BLOCK DIAGRAM 


The XR-7000 is a universal logarithmic video amplifier 
chip. Because of its extremely wide bandwidth, it can 
be used in systems ranging from audio applications to 
radar subsystems. The XR-7000 utilizes seven separate 
precision logarithmic elements. These elements may 
be used separately for small dynamic ranges or cas- 
caded to offer an extremely wide dynamic range of op- 
eration. 

The XR-7000 has an internal band-gap voltage refer- 
ence, a differential video summing amplifier, and a pre- 
cision die temperature sensor, to aid in its system inter- 
facing. Also included are internal power supply regula- 
tors to provide excellent power supply rejection. 

The XR-7000 is available in a 40-Pin ceramic or plastic 
package. It is designed to operate from dual 11 to 15 
volt power supplies 


FEATURES 

Seven Uncommitted Logging Elements 
Internal Band-Gap Voltage Reference 
Dual Tracking Regulators On-Board 
Precision Die Temperature Sensor 



APPLICATIONS 


ORDERING INFORMATION 


Receiver Subsystems 
Radar Subsystems 
Spectrum Analyzers 
Power Meters 
Test Equipment 

Video Cartridge Tape Recorders 
Audio Tape Recorders 
Smoke Detectors 
Chemical Process Systems 
Ultrasonic Imaging 
Medical Equipment (Tomography) 


ABSOLUTE MAXIMUM RATINGS 


Power Supply 
Power Dissipation 
Derate Above at 25°C 
Operating Temperature 
Ceramic 
Plastic 

Any Input Voltage 


30V 
1.0W 
5 mW/°C 

-55°C to +125°C 
0°C to + 70°C 
VCC +-5V to V EE - .5V 


Part Number Package 


Operating Temperature 


XR-7000M Ceramic - 55°C to + 1 25°C 

XR-7000CP Plastic 0°Cto+70°C 


SYSTEM DESCRIPTION 

The main section of the XR-7000 comprises seven loga- 
rithmic sections. Each section has a dynamic range of 
approximately 12 dBV. For wide range applications, the 
seven sections may be cascaded to provide a total dy- 
namic range of over 90 dBV. The logarithmic sections 
provide current outputs, which can be summed and 
converted to voltages, using the on-board summing 
amplifiers. A unipolar output with built-in offset is also 
available for use with an external I to V converter. 

The precision die temperature sensor is useful in de- 
coupled applications to provide stability over its tem- 
perature range. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: With Vqq = + 12V, V^e + -12V, Tamb = 25°C, dual polarity output load resistances = 
100 ohms, unipolar internal load resistance = 200 ohms, unless specified otherwise. 


SYMBOL 

PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

Vcc 

Positive Supply Voltage 

11 

12 

15 

V 


Vee 

Positive Supply Voltage 

11 

12 

15 

V 


'cc 

Positive Supply Current 


15 


mA 


'ee 

Negative Supply Current 


15 


mA 


+ v out 

Positive Regulator 







Output Voltage 

5.8 

6.0 

6.2 

V 

Reference Untrimmed 

-Voul 

Negative Regulator 







Output Voltage 

-5.8 

-6.0 

-6.2 

V 

Reference Untrimmed 

LOG SECTION 

LG 

Log Range per Element 


12 


dB 

Dual Polarity Output 

BW 

Bandwidth 

14 

30 


MHz 

lOOfi Diff. Load 

T r 

Risetime 


12 

25 

ns 

10% Points 

Tpd 

Prop. Delay 

6 

10 

12 

ns 


Tree 

Saturation Recovery 


20 


ns 


'in 

Input Bias Current 


2 


nA 


PSRR 

Power Supply Rejection 

60 

65 


dBV 

DC to 100 MHz 


Ratio 






VTRAC 

Tracking of Regulators 


20 


ppm 


Ttcv 

Output Tempco 


50 


ppm 

Trimmed 

Vout 

Output Voltage 


118 


mV 

Unipolar 


per Stage 






Vout 

Output Voltage 


120 


mV 

Bipolar each Output 


per Stage 






^out 

Unipolar Output 

150 

200 

250 

ohms 



Resistance 






N out 

Output Noise 


100 


/xV rms 

Unipolar connection 
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XR-2216 


EX4R 


Monolithic Compandor 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-2216 is a monolithic audio frequency compan- 
dor designed to compress or expand the dynamic 
range of speech or other analog signals transmitted 
through telecommunication systems. The monolithic 
circuit can be connected as either a compressor or an 
expander, the choice being determined by the external 
circuitry. 


FEATURES 

Functions as either a Compressor or an Expander 

Wide Dynamic Range: 60 dB 

Wide Supply Range: 6 to 20 Volts 

Excellent Transfer Function Tracking 

Low Power Supply Drain 

Controlled Attack and Release Times 

Low Noise and Low Distortion 



AMPLIFIER 

INVERTING 

INPUT 

R F 2 


AMPLIFIER 

NONINVERTING 

INPUT 

r f i 


v ee 


controlled 

current 

OUTPUT 

CONTROL 

VOLTAGE 

INPUT 


BYPASS 


APPLICATIONS 

Telephone Trunk — Line Compandor 
Speech/Data Compression and Expansion 
Telecommunication Systems 
Mobile Communications 
Model Data Processing 


ABSOLUTE MAXIMUM RATINGS 


Supply Voltage 
Power Dissipation 
Ceramic Package 
Derate above + 25°C 
Plastic Package 
Derate above +25°C 
Storage Temperature 


20V 

750 mW 
6 mW/°C 
625 mW 
5 mW/°C 
-60°C to + 150°C 


ORDERING INFORMATION 
Package 

Part Number (16 Pin DIP) Operating Temperature 

XR-2216CN Ceramic -40°Cto+60°C 

XR-2216CP Plastic -40°Cto+60°C 


SYSTEM DESCRIPTION 

The XR-2216 is comprised of four basic blocks: (1) an 
internal voltage reference; (2) an AC/DC converter 
which converts AC signal input to a DC current level; 
(3) an impedance converter whose impedance level is 
a function of a DC control signal; and (4) a high gain op- 
erational amplifier. 

The XR-2216 is designed to accommodate a wide 
range of system configurations. It can be operated with 
positive or negative single supply systems, or dual 
power supplies over a power supply range of 6 volts to 
20 volts. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Vq = + 12V, = 25°C 


COMPANDOR 


PARAMETERS 

MIN 

TYP 


UNITS 

CONDITIONS 

Power Supply Voltage 

6 



VDC 


Nominal Power Supply Voltage 

12 


18 

VDC 


Power Supply Current, No Signal Input 



3 

mA 


Gain Change Over Frequency Tolerance 

-1 


+ 1 

dB 

300 ~ 3500 Hz 

Distortion Measured at -4 dB* 






Input Level at 1 KHz 


3 


% THD 


Attack Time Measured at - 10 dB 






Input Level 



5 

ms 

To 90% of Final Value 

Decay Time Measured at - 10 dB 






Input Level 



5 

ms 

To 10% of Final Value 

Transfer Characteristics** 






Compandor Output With Input Levels of: 






-4 dB 

3.5 

+ 6 

7.5 

dB 


-8 dB 

-0.5 

+ 2 

3.5 

dB 


-10 dB 

-1.5 

0 

+ 1.5 

dB 


- 14 dB (reference) 


-4 


dB 


-24 dB 

-15.5 

-14 

-12.5 

dB 


-34 dB 

-25.5 

-24 

-22.5 

dB 


-44 dB 

-36.5 

-34 

-32.5 

dB 


-54 dB 

-49 

-44 

-42.5 

dB 


-64 dB 

-59 

-54 

-52.5 

dB 



COMPRESSOR 


PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

Input Impedance 

50 



K ohm 


Output Impedance 



50 

ohm 


Output Signal Level for - 10 dB 






Input at 1 KHz 




dB 


Output Voltage Swing 

0 



dB 


Output Noise, Input AC Grounded 



30 

dBrnc 


Compressor Transfer Characteristics** 






Compressor Output With Input Levels of: 






-4 dB 


-7 


dB 


-8 dB 


-9 


dB 


-10 dB 


-10 


dB 


- 14 dB(reference) 


-12 


dB 


-24 dB 


-17 


dB 


-34 dB 


-22 


dB 


-44 dB 


-27 


dB 


-54 dB 


-32 


dB 


-64 dB 


-37 


dB 



EXPANDER 


PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

Input Impedance 

50 



K ohm 


Output Impedance 



50 

ohm 


Output Signal Level for - 10 dB 


0 


dB 


Output Voltage Swing 

+ 8 



dB 


Output Noise Input AC Grounded 



+ 5 

dBrnc 


Expander Transfer Characteristics** 






Expander Input Levels Required for 






Output of: 






+ 6 dB 


-7 


dB 


+ 2 dB 


-9 


dB 


0 dB 


-10 


dB 


- 4 dB(reference) 


-12 


dB 


-14 dB 


-17 


dB 


-24 dB 


-22 


dB 


-34 dB 


-27 


dB 


-44 dB 


-32 


dB 


-55 dB 


-37 


dB 1 



Notes: *0 dB = 0.775 Vrms (1 mW across 600 ohm load) ** Recommended transfer characteristics. 
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EQUIVALENT SCHEMATIC DIAGRAM 


XR-2216 



The analog signal compressor/expander or “compan- 
dor” circuits are among the most fundamental building 
blocks in telecommunication systems. These circuits 
are intended to compress or expand the dynamic range 
of speech or other analog signals transmitted through 
telecommunication systems. 

Figure 1 shows the simplified block diagram of a typical 
speech transmission system, using the compression/ 
expansion or “companding” technique. The dynamic 
range of the input signal is first compressed at the 
transmitting end; then transmitted through the system, 
and finally expanded back to the original amplitude at 
the receiving end. Thus, the “compressor” and the “ex- 
pander” sections of a compandor system perform re- 
ciprocal functions. In a bi-directional transmission sys- 
tem, there is a compandor at each end of the line which 
compresses the out-going signal, or expands the in- 
coming signal by an equal amount. 

Figure 2 shows the typical transfer characteristics of 
compressor and expander circuits commonly used in 
telecommunication systems. In the compressor, the 
output amplitude varies 1 dB for every 2 dB change of 
input amplitude; the reverse is true for the expander. 

The functional block diagram of XR-2216 compandor is 
shown on Page 1, in terms of the monolithic circuit 
package. The XR-2216 is designed to be connected as 
either a compressor or an expander, the choice being 
determined by the external circuitry. The monolithic 


system is comprised of four basic blocks: (1) an internal 
voltage reference; (2) an ac/dc converter which con- 
verts ac signal input to a dc current level; (3) an imped- 
ance converter whose impedance level is a function of 
a dc control signal; and (4) a high gain operational am- 
plifier. 

The XR-2216 is designed to accommodate a wide 
range of system configurations It can be operated with 
positive, or negative, single-supply systems, or with bal- 
anced power supplies, over a power supply range of 
6 volts to 20 volts. 

Some of its key features are: low external component 
count, excellent transfer function, tracking, low power 
supply drain, controlled attack and release times, low 
noise and low distortion. 

EXPANDER (Figure 3) 

Figure 3 shows the external circuit connections and 
components necessary to operate XR-2216 as an ex- 
pander. An input signal is applied to Pin 7 which is the 

AC/DC converter input. The AC/DC converter converts 
the AC signal input to a dc current level which in turn 
controls the transconductance of the impedance con- 
verter. Part of the input signal is applied to the imped- 
ance converter by connecting Pins 8 and 10. Thus the 
signal current at Pin 1 1 is proportional to the product of 
the input signal and its average value. 



Figure 1. Simplified Block Diagram of a Speech Transmission System Using Companding Technique 
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The output signal current is then fed to the operational 
amplifier by connecting Pins 1 1 and 16, and the output 
signal voltage is directly proportional to the signal cur- 
rent flowing into Pin 16. The output signal of the ex- 
pander is available at Pin 2. In this operation, the refer- 
ence level is set by the trim pot R1 , and the trim pot R2 
provides a means for trimming low level tracking. 

In the connection of Figure 3, the input signals of -37 
dBm to -7 dBm are expanded to 60 dB output range 
with up to 0 dBm power matched output to 600U load. 

COMPRESSOR (Figure 4) 

Figure 4 shows the typical circuit connection for com- 
pressor operation. It is just a non-inverting voltage am- 
plifier whose input level is proportional to the product of 
the incoming signal and the impedance of the imped- 
ance converter which is inversely proportional to the 
amplifier output. Consequently, the output signal at Pin 
2 is proportional to square root of the input signal. 

In this operation, just like expander operation, the refer- 
ence level is set by the trim pot R1 and low level track- 
ing is adjusted by the trim pot R2. In the connection of 
Figure 4, the output change is 1 dB for 2 dB change at 
input. The output range can be adjusted to -37 dBm to 
-7 dBm for input signals of 60 dB dynamic range. 

Note: Attack and Decay Times: 

The speed with which gain changes to follow changes 
in input signal levels is determined by the capacitor Cl 
and the resistor R1 . A small capacitor will yield rapid re- 
sponse but will not fully filter low frequency signals. Any 
ripple on the gain control signal will modulate the signal 
passing through the impedance converter. In an ex- 
pander and compressor application, this would lead to 
a 3rd harmonic distortion, so there is a tradeoff to be 
made between fast attack and decay times, and distor- 
tion. 


TYPICAL PERFORMANCE CURVES 



-80 -70 -60 -50 -40 -30 -20 -10 0 

INPUT (dBm) 


Figure 2. Transfer Characteristics of Compressor a 
Expander Circuits 



Figure 3. External Connections for Operation Expander 



Figure 4. External Connections for Compressor Operation 



-70 -60 -50 -40 -30 -20 -10 0 “ 60 " 50 " 40 " 30 ~ 20 ~ 10 0 +1 ° -70 -60 -50 -40 -30 -20 -10 0 

COMPRESSOR INPUT SIGNAL. dBm600n EXPANDER OUTPUT SIGNAL dB COMPANDOR INPUT SIGNAL. dBM 600J2 


Figure 5. XR-2216 Compressor Output Figure 6. EX-2216 Expander Input Figure 7. XR-2216 Compandor 

Error vs. Input Signal Amplitude Error vs. Output Signal Amplitude Tracking Error vs. Input Signal 
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XR-1 3600 



EXAR 


Dual Operational Transconductance 

Amplifier 


GENERAL DESCRIPTION 

The XR-1 3600 is a dual operational transconductance 
(norton) amplifier with predistortion diodes and non- 
committed Darlington buffer outputs. 

The device is especially suitable for electronically con- 
trollable gain amplifiers, controlled frequency filters, an 
other applications requiring current or voltage adjust- 
ments. 


FEATURES 


Direct Replacement for LM-13600 and LM-13600 A 
Transconductance Adjustable Over 4 Decades 
Excellent Transconductance-Control Linearity 
Uncommitted Darlington Output Buffers 
On-Chip Predistortion Diodes 
Excellent Matching Between Amplifiers 
Wide Supply Range: ±2V to ±18V 


FUNCTIONAL BLOCK DIAGRAM 



DIODE 

BIAS 


I BUFFER 
INPUT 


1 BUFFER 
OUTPUT 


APPLICATIONS 

Current-Controlled Amplifiers 
Current-Controlled Impedances 
Current-Controlled Filters 
Current-Controlled Oscillators 
Multipliers/Attenuators 
Sample and Hold Circuits 
Electronic Music Synthesis 


ORDERING INFORMATION 

Part Number Package 

XR-13600AP Plastic 

XR-13600CP Plastic 


Operating Temperature 

0°C to + 70°C 
0°C to + 70°C 


ABSOLUTE MAXIMUM RATINGS 


Supply Voltage (See Note 1) ±22 V 

Power Dissipation (T/\ = 25°C, see Note 2) 625 mW 

Derate Above 25°C 5 mW/°C 

DC Input Voltage + Vcc t0 _V EE 

Differential Input Voltage ±5 V 

Diode Bias Current (Ip) 2 mA 

Amplifier Bias Current (Ig) 2 mA 

Output Short Circuit Duration Indefinite 

Buffer Output Current (Note 3) 20 mA 

Storage Temperature Range - 65°C to + 1 50°C 


SYSTEM DESCRIPTION 

The XR-1 3600 consists of two programmable transcon- 
xluctance amplifiers with high input impedance and 
push-pull outputs. The two amplifiers share common 
supplies but otherwise operate independently. Each 
amplifier’s transconductance is directly proportional to 
its applied bias current. To improve signal-to-noise per- 
formance, predistortion diodes are included on the in- 
puts; the use of these diodes results in a 10 dB im- 
provement referenced to 0.5% THD. Independent 
Darlington emitter followers are included to buffer the 
outputs. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Ta = + 25°C, Supply Voltage = ± 15V, unless otherwise specified. 


PARAMETERS 

XR-13600A 

XR-13600C 

UNITS 

CONDITIONS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

Input Offset Voltage (Vqs) 


0.4 

2 


0.4 

5 

mV 





5 




mV 

Over Temperature Range 



0.3 

2 


0.3 

5 

mV 

Ib = 5/xA 

Vos Including Diodes 


0.5 

2 


0.5 

5 

mV 

Diode Bias Current (Ip) = 500 piA 

Input Offset Change 


0.1 

3 


0.1 


mV 

5piA < l B <500piA 

Input Offset Current 


0.1 

0.6 


0.1 

0.6 

mA 


Input Bias Current 


0.4 

5 


0.4 

5 

/*A 

T A = 25°C 



1 

7 


1 

8 

f*A 

Over Temperature Range 

Forward Transconductance 









(9m) 

7700 

9600 

12000 

6700 

9600 

13000 

pxmho 

T a = 25°C 


4000 



5400 



pimho 

Over Temperature Range 

g m Tracking 


0.3 



0.3 


dB 


Peak Output Current 

3 

5 

7 


5 


ft A 

RL = 0, l B = 5 pi A 


350 

500 

650 

350 

500 

650 

nA 

RL = 0, l B = 500piA 


300 



300 



mA 

RL = 0, Over Specified Temp Range 

Peak Output Voltage 









Positive 

+ 12 

+ 14.2 


+ 12 

+ 14.2 


v 

RL = oo, 5 piA < l B < 500 piA 

Negative 

-12 

-14.4 


-12 

-14.4 


v 

RL = oo, 5 pi A < l B < 500 piA 

Supply Current 


2.6 



2.6 


mA 

l B = 500 piA, Both Channels 

Vqs Sensitivity 









Positive 


20 

150 


20 

150 

pxV/V 

A Vqs^A V + 

Negative 


20 

150 


20 

150 

pxV/V 

A Vq^IA V - 

CMRR 

80 

110 


80 

110 


dB 


Common Mode Range 

±12 

±13.5 


±12 

±13.5 


V 

Referred to Input (Note 5) 

Channel Separation 


100 



100 


dB 

20 Hz < f < 20 KHz 

Diff. Input Current 


0.02 

10 


0.02 

100 

nA 

l B = 0, Input = ±4 V 

Leakage Current 


0.2 

5 


0.2 

100 

nA 

l B = 0 (refer To Test Circuit) 

Input Resistance 

10 

26 


10 

26 


Kfl 


Open Loop Bandwidth 


2 



2 


MHz 


Slew Rate 


50 



50 


V/pi Sec 

Unity Gain Compensated 

Buff. Input Current 


0.4 

5 


0.4 

5 

ftA 

(Note 5) 

Peak Buffer Output Voltage 

10 



10 



V 

(Note 5) 


TEST CIRCUITS 




Note 1 . For selections to a supply voltage above ± 22 
V, contact factory. 

Note 2. For operating at high temperatures, the device 
may be derated based on a 150°C maximum 
junction temperature and a thermal resistance 
of 175° C/W which applies for the device sol- 
dered in a printed circuit board, operating in 
still air. 

Note 3. Buffer output current should be limited so as to 
not exceed package dissipation. 


Note 4. These specifications apply for Vqq = Vee = 
15V, Ta = 25°C, amplifier bias current (Ib) = 
500 /iA, pins 2 and 15 open unless otherwise 
specified. The inputs to the buffers are ground- 
ed and outputs are open. 

Note 5. These specifications apply for Vqq = Vee = 
15 V, Ib = 500 piA, Rout = 5 kQ connected 
from the buffer output to -Vee ancl the input 
of the buffer is connected to the transconduct- 
ance amplifier output. 
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XR-13600 

TYPICAL PERFORMANCE CHARACTERISTICS (Continued) 



1 10 100 1000 



• IpA IpA lOpA lOOp A lOOOpA 


DIFFERENTIAL INPUT VOLTAGE (mVpp) 


AMPLIFIER BIAS CURRENT. I B 



10 100 IK 10K 100K 

FREQUENCY (Hi) 


TYPICAL CIRCUIT CONNECTION 



CIRCUIT DESCRIPTION 

The differential transistor pair Q4 and Q5 form a trans- 
conductance stage in that the ratio of their collector 
currents is defined by the differential input voltage ac- 
cording to the transfer function: 

V| N = — In (1) 

q l 4 

where V|n is the differential input voltage, KT/q is ap- 
proximately 26 mV at 25° C and I5 and I4 are the collec- 
tor currents of transistors Q5 and Q4 respectively. With 
the exception of Q3 and Q13, all transistors and diodes 
are identical in size. Transistors Q-| and Q2 with Diode 
D-| form a current mirror which forces the sum of cur- 
rents I4 and I5 to equal lg; 

14 + 15 = 'B (2) 


where lg is the amplifier bias current applied to the gain 
pin. 

For small differential input voltages the ratio of I4 and I5 


approaches unity and the Taylor series of the In func- 
tion can be approximated as: 


inis ^ '5-U 

q l 4 q l 4 



Collector currents (4 and I5 are not very useful by them- 
selves and it is necessary to subtract one current from 
the other. The remaining transistors and diodes form 
three current mirrors that produce an output current 
equal to I5 minus I4 thus: 



The term in brackets is then the transconductance of 
the amplifier and is proportional to Ib- 
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LINEARIZING DIODES APPLICATIONS 


For differential voltages greater than a few millivolts, 
Equation 3 is no longer accurate, and the transconduct- 
ance becomes increasingly nonlinear. Figure 1 demon- 
strates how the internal diodes can linearize the trans- 
fer function of the amplifier. For convenience assume 
the diodes are biased with current sources and the in- 
put signal is the form of current lg. Since the sum of I4 
and I5 is lg and the difference is lo(JT> currents I4 and 
I5 can be written as follows: 

1 _ Ib Iqut 1 _ Ib , 'out 

4 2 2 ’ b 2 2 



Since the diodes and the input transistors have identi- 
cal geometries and are subject to similar voltages and 
temperatures, the following is true: 

lD + !B + !out 

— In— — = — In-? — 

q lE-k q IS _ lout 

2 b 2 2 

••• lout = IS (^) for 1 1 8 1 <■£ (6) 

Notice that in deriving Equation 6, no approximations 
have been made and there are no temperature depen- 
dent terms. The limitations are that the signal current 
not exceed lp/2 and that the diodes be biased with cur- 
rents. In practice, replacing the current sources with 
resistors will generate insignificant errors. 

CONTROLLED IMPEDANCE BUFFERS 

The upper limit of transconductance is defined by the 
maximum value of Ib (2 mA). The lowest value of Ib for 
which the amplifier will function therefore determines 
the overall dynamic range. At very low values of Ib, a 
buffer which has very low input bias current is desir- 
able. A FET follower satisfies the low input current re- 
quirement, but is some what non-linear for large voltage 
wing. The controlled impedance buffer is a Darlington 
which modifies its input bias current to suit the need. 
For low values of Ig, the buffer’s input current is mini- 
mal. At higher levels of Ig, transistor Q3 biases up to 
Ql2 with a current proportional to Ip for fast slew rate. 


VOLTAGE CONTROLLED AMPLIFIERS (VCA) 

Figure 2 shows how the linearizing diodes can be used 
in a voltage controlled amplifier. To understand the in- 
put biasing, it is best to consider the 13 KQ resistor as a 
current source and use a Therenin equivalent circuit as 
shown in Figure 3. This circuit is similar to Figure 1 and 
operates the same. The potentiometer in Figure 2 is ad- 
justed to minimize the effects of the control signal at 
the output. 



Figure 3. Equivalent VCA Input Circuit 


For optimum signal-to-noise performance, Ib should be 
as large as possible as shown by the Output Voltage vs. 
Amplifier Bias Current graph. Larger amplitudes of in- 
put signal also improve the S/N ratio. The linearizing di- 
odes help here by allowing larger input signals for the 
same output distortion as shown by the Distortion vs. 
Differential Input voltage graph. S/N may be optimized 
by adjusting the magnitude of the input signal via R||\j 
(Figure 2) until the output distortion is below some de- 
sired level. The output voltage swing can then be set at 
any level by selecting R|_. 

Although the noise contribution of the linearizing diodes 
is negligible relative to the contribution of the amplifi- 
er’s internal transistors, Ip should be as large as possi- 
ble. This minimizes the dynamic junction resistance of 
the diodes (r e ) and maximizes their linearizing action 
when balanced against R|n- A value of 1 mA is recom- 
mended for Iq unless the specific application demands 
otherwise. 
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STEREO VOLUME CONTROL 

The circuit of Figure 4 uses the excellent matching of 
the two XR-1 3600 amplifiers to provide a Stereo Vol- 
ume Control with a typical channel-to-channel gain 
tracking of 0.3 dB. Rp is provided to minimize the out- 
put offset voltage and may be replaced with two 51 Ott 
resistors in AC-coupled applications. For the compo- 
nent values given, amplifier gain is derived from Figure 
2 as being: 


= 940 x Ib (mA) 
V IN 



Figure 4. Stereo Volume Control 


If Vq is derived from a second signal source then the 
circuit becomes an amplitude modulator or two- 
quadrant multiplier as shown in Figure 5, where: 

-2I S _ — 2I S V|N2 2I S (V = 1-4V) 

Id Id Rc Id Rc 



30 K 




The constant term in the above equation may be can- 
celled by feeding 1$ x IdRc /2 ( v + 1-4 V) into I q. The 
circuit of Figure 6 adds Rm to provide this current, re- 
sulting in a four-quadrant multiplier where Rc is 
trimmed such that Vq = OV for V|N2 = OV. Rm also 
serves as the load resistor for Iq- 

Noting that the gain of the XR-1 3600 amplifier of Figure 
3 may be controlled by varying the linearizing diode 
current Ip as well as by varying Ib, Figure 7 shows an 
AGC Amplifier using this approach. As Vq reaches a 
high enough amplitude (3Vbe) to turn on the Darlington 
transistors and the linearizing diodes, the increase in 
Ip reduces the amplifier gain so as to hold Vq at that 
level. 


VOLTAGE CONTROLLED RESISTORS (VCR) 

An Operational Transconductance Amplifier (OTA) may 
be used to implement a Voltage Controlled Resistor as 
shown in Figure 8. A signal voltage applied at Rx gener- 
ates a V||\j to the XR-1 3600 which is then multiplied by 
the gm of the amplifier to produce an output current, 
thus: 


R X 


R + r A 
9m R A 


where g m « 19.2 Ib at 25°C. Note that the attenuation 
of Vq by R and Ra is necessary to maintain V|n within 
the linear range of the XR-1 3600 input. 
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30 K 



Figure 8. Voltage Controlled Resistor, Single-Ended 


Figure 9 shows a similar VCR where the linearizing di- 
odes are added, essentially improving the nose per- 
formance of the resistor. A floating VCR is shown in Fig- 
ure 10, where each “end” of the “resistor” may be at 
any voltage within the output voltage range of the XR- 
13600. 




Figure 10. Floating Voltage Controlled Resistor 


VOLTAGE CONTROLLED FILTERS 

OTA’s are extremely useful for implementing voltage 
controlled filters, with the XR-13600 having the advan- 
tage that the required buffers are included on the I.C. 
The VC Lo-Pass Filter of Figure 1 1 performs as a unity- 
gain buffer amplifier at frequencies below cut-off, with 
the cut-off frequency being the point at which XQ/g m 
equals the closed-loop gain of (R/Ra). At frequencies 
above cut-off the circuit provides a single RC roll-off (6 
dB per octave) of the input signal amplitude with a -3 
dB point defined by the given equation, where g m is 
again 19.2 x Ib at room temperature. 



Figure 11. Voltage Controlled Low-Pass Filter 

Figure 12 shows a voltage controlled high-pass filter 
which operates in much the same manner, providing a 
single RC roll-off below the defined cut-off frequency. 



Figure 12. Voltage Controlled High-Pass Filter 

Additional amplifiers may be used to implement higher 
order filters as demonstrated by the two-pole But- 
terworth lowpass filter of Figure 13 and the state varia- 
ble filter of Figure 14. Due to the excellent g m tracking 
of the two amplifiers and the varied bias of the buffer 
Darlingtons, these filters perform well over several dec- 
ades of frequency. 



Filter 


VOLTAGE CONTROLLED OSCILLATORS (VCO) 

The classic Triangular/Square Wave VCO of Figure 15 is 
one of a variety of Voltage Controlled Oscillators which 
may be built utilizing the XR-13600. With the compo- 
nent values shown, this oscillator provides signals from 
200 kHz to below 2 Hz as I q is varied from 1mA to 
10nA. The output amplitudes are set by 1a x Ra- Note 
that the peak differential input voltage must be less 
than 5 volts to prevent zenering the inputs. 
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20 K 


l V\V 


O BANDPASS OUT 


Figure 14. Voltage Controlled State Variable Filter 


Vc 



A few modifications to this circuit produce the ramp / 
pulse VCO of Figure 16. When Vq 2 is high, Ip is added 
to I q to increase amplifier A1 ’s bias current and thus to 
increase the charging rate of capacitor C. When Vq 2 is 
low, Ip goes to zero and the capacitor discharge cur- 
rent is set by Iq. 



Figure 16. Ramp/Pulse VCO 


The voltage-controlled low-pass filter of Figure 1 1 may 
be used to design a high-quality sinusoidal VCO. The 
circuit of Figure 17 employs two XR-13600 packages, 
with three of the amplifiers configured as low-pass filt- 
ers and the fourth as a limiter/inverter. The circuit oscil- 
lates at the frequency at which the loop phase-shift is 


360° or 180° for the inverter and 60° per filter stage. 
This VCO operates from 5 Hz to 50 kHz with less than 
1 % THD. 



Figure 17. Sinusoidal VCO Using Two XR-13600 Circuits 


Figure 1 8 shows how to build a VCO using one amplifier 
when the other amplifier is needed for another function. 


10 K 



Figure 18. Single Amplifier VCO 


ADDITIONAL APPLICATIONS 

Figure 19 presents an interesting one-shot which draws 
no power supply current until it is triggered. A positive- 
going trigger pulse of at least 2 V amplitude turns on the 
amplifier through Rb and pulls the non-inverting input 
high. The amplifier regenerates and latches it output 
high until capacitor C charges to the voltage level on 
the non-inverting input. The output then switches low, 
turning off the amplifier and discharging the capacitor. 
The capacitor discharge rate is speeded up by shorting 
the diode bias pin to the inverting input so that an addi- 
tional discharge current flows through D-| when the am- 
plifier output switches low. A special feature of this tim- 
er is that the other amplifier, when biased from Vq, can 
perform another function and draw zero stand-by power 
as well. 
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The operation of the multiplexer of Figure 20 is very 
straight-forward. When A-| is turned on it holds Vq 
equal to Vjfsj-j and when A 2 is supplied with bias current 
then it controls Vq. Cq and Rq serve to stabilize the 
unity-gain configuration of amplifiers A-j and A 2 . The 
maximum clock rate is limited to about 200 kHz by the 
XR-13600 slew rate into 150 pF when the (V|n 1 - V||\|2) 
differential is at its maximum allowable value of 5 volts. 



The phase-locked loop of Figure 21 uses the four- 
quadrant multiplier of Figure 6 and the VCO of Figure 
18 to produce a PLL with a ±5% hold-in range and an 
input sensitivity of about 300 mV. 

The Schmitt trigger of Figure 22 uses the amplifier out- 
put current into R to set the hysteresis of the compara- 
tor; thus Vh = 2 x R x 1(3 will produce a Schmitt trig- 
ger with variable hysteresis. 

Figure 23 shows a tachometer or frequency-to-voltage 
converter. Whenever A1 is toggled by a positive-going 
input, an amount of charge equal to (V|-|-Vl) Ct is 
sourced into Cf and Rf. This once per cycle charge is 
then balanced by the current of Vq/ R t- The maximum 
F|n is limited by the amount of time required to charge 
Ct from V|_ to Vh with a current of lg, where V|_ and Vh 


30 K 



Figure 21. Phase-Locked Loop 


+5 V 82 K *5V 



Figure 22. Schmitt Trigger 


•B IN914 



represent the maximum low and maximum high output 
voltage swing of the XR-13600. D1 added to provide a 
discharge path for Ct and A-| switches low. 

The sample-hold circuit of Figure 24 also requires that 
the Darlington buffer used be from the other (A 2 ) half of 
the package and that the corresponding amplifier be bi- 
ased on continuously. 

The peak detector of Figure 25 uses A 2 to turn on A-| 
whenever Vjn becomes more positive than Vq. A1 then 
charges storage capacitor C to hold Vq equal to V|n 
PK. One precaution to observe when using this circuit: 
the Darlington transistor used must be on the same 
side of the package as A 2 since the A-| Darlington will 
be turned on and off with A-|. Pulling the output of A 2 
low through D-) serves to turn off A-| so that Vq remains 
constant. 
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Figure 25. Peak Detector and Hold Circuit 


the input signal. Because the output power of A-| is held 
constant, the RMS value is constant and the attenua- 
tion is directly proportional to the RMS value of the in- 
put voltage. The attenuation is also proportional to the 
diode bias current. Amplifier A4 adjusts the ratio of cur- 
rents through the diodes to be equal and therefore the 
voltage at the output of A4 is proportional to the RMS 
value of the input voltage. The calibration potentiometer 
is set such that Vq reads directly in RMS volts. 



The circuit of Figure 28 is a voltage reference of varia- 
ble Temperature Coefficient. The 100 Kfi potentiometer 
adjusts the output voltage which has a positive TC 
above 1 .2 volts, zero TC at about 1 .2 volts and negative 
TC below 1.2 volts. This is accomplished by balancing 
the TC of the A2 transfer function against the comple- 
mentary TC of D-|. 


The ramp-and-hold of Figure 26 sources Ib into capaci- 
tor C whenever the input to A-| is brought high, giving a 
ramp-rate of about IV/ms for the component values 
shown. 


RAMP 



The true RMS converter of Figure 27 is essentially an 
automatic gain control amplifier which adjusts its gain 
such that the AC power at the output of amplifier A-| is 
constant. The output power of amplifier A-| is monitored 
by squaring amplifier A2 and the average compared to 
a reference voltage with amplifier A3. The output of A3 
provides bias current to the diodes of A-] to attenuate 



Figure 28. Delta VgE Reference 


The log amplifier of Figure 29 responds to the ratio of 
current thru buffer transistors Q3 and Q4. Zero temper- 
ature dependence for Vqut is ensured in that the TC of 
the A2 transfer function is equal and opposite to the TC 
of the logging transistors Q3 and Q4. 

The wide dynamic range of the XR-13600 allows easy 
control of the output pulse width in the pulse-width 
modulator of Figure 30. 
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Figure 30. Pulse Width Modulator 

For generating lg over a range of 4 to 6 decades of cur- 
rent, the system of Figure 31 provides a logarithmic 
current out for a linear voltage in. 

Since the closed-loop configuration ensures that the in- 
put to A2 is held equal to Oy, the output current of A-| is 
equal to I 3 = -Vq/Rq. 

The differential voltage between Q-j and Q2 is attenu- 
ated by the R-j , R2 network so that A-i may be assumed 
to be operating within its linear range. From equation 
(5), the input voltage to A-| is: 


XR-13600 


-2KTI3 2KTV C 

Vini = — : — = , D 
ql 2 ql2Rc 

The voltage on the base of Q1 is then 

u (R-l + R2) V|N1 
Rl 

The ratio of the Q1 to Q2 collector currents is defined 
by: 

V B i = — = — In— 

q Id q Ii 

Combining and solving for lg yields: 


•b = (h) exp 


r 2(R 1 + R 2 ) V C 1 
L 12R1RC J 


This logarithmic current can be used to bias the circuit 
of Figure 4 to provide temperature independent stereo 
attenuation characteristic. 


♦ 15 V 



Figure 31. Logarithmic Current Source 



EQUIVALENT SCHEMATIC DIAGRAM 
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XR-C240 


Monolithic PCM Repeater 


GENERAL DESCRIPTION 

The XR-C240 is a monolithic repeater circuit for Pulse- 
Code Modulated (PCM) telephone systems. It is de- 
signed to operate as a regenerative repeater at 1.544 
Megabits per second (Mbps) data rate on Tl-type PCM 
lines. 

The XR-C240 monolithic 1C is packaged in a hermetic 
16-Pin DIP package, and is designed to operate over a 
temperature range of -40°C to +85°C. It contains all 
the basic functional blocks of a regenerative repeater 
system including Automatic Line Build-Out (ALBO) and 
equalization, and is insensitive to reflections caused by 
cable discontinuities. 

Compared to conventional repeater designs using dis- 
crete components, the XR-C240 monolithic repeater 1C 
offers greatly improved reliability and performance, 
along with significant savings in power consumption 
and system cost. 

FEATURES 

Contains all Active Components of PCM Repeater 

On-Chip ALBO Equalizer 

High-Current Output Drivers 

Low-Power Consumption 

Increased Reliability over Discrete Designs 

2 Megabit Operation Capability 


FUNCTIONAL BLOCK DIAGRAM 



The XR-C240 contains all the active circuits required to 
build one side of a T1 or 2 M bit/s PCM repeater. T1 is 
the most widely used PCM transmission system, oper- 
ating at 1 .544 M bit/s. It can operate on either pulp or 
plastic insulated twisted pair cables. Although the ca- 
ble gauge may vary, the total cable loss should not ex- 
ceed 36 dB at 772 kHz. For a 22 gauge pulp insulated 
cable and a bit error rate (BER) of less than 10 ~ 6 , the 
max allowable repeater to repeater spacing is about 
6300 feet. 


APPLICATIONS 

PCM Repeater for T1 Systems 
Repeater for 2 Megabit PCM Systems 


ABSOLUTE MAXIMUM RATINGS 


Storage Temperature 
Operating Temperature 
Supply Voltage 

Input Voltage (Except Pin 1,16) 
Input Voltage (Pin 7,16) 

Data Output Voltage (Pin 8,9) 


-65°C to ±150°C 
- 40°C to ±85°C 
-0.5 to 10 V 
-0.5 to +7 V 
-0.5 to +0.5 V 
+ 20 V 


Voltage Surge (Pin 2, 3, 8, 9) (10 msec only) 


50 V 


Bipolar PCM signal is attenuated and dispersed in time 
as it travels along a transmission cable. This signal, 
when received, is amplified and reconstructed by the 
preamplifier automatic line build out (ALBO), clock and 
data threshold detector circuits contained within the 
XR-C240. Amplitude equalization and frequency spec- 
trum shaping is achieved through the variable imped- 
ance of the ALBO ports and its associated ALBO net- 
work. 

Incoming pulse stream is full wave rectified and timing 
information is extracted by the clock threshold detec- 
tor. Clock recovery is then achieved by driving an injec- 
tion locked oscillator tuned to 1.544 MHz. The oscilla- 
tor’s sinusoidal waveform is amplified and phase shift- 
ed by 90 degrees with the help of a capacitor between 
Pins 11 and 12. 


ORDERING INFORMATION 

Part Number Package Operating Temperature 

Ceramic -40°Cto+85°C 


Data is sampled and stored in the output data latches 
by an internally generated sampling pulse. Buffer driv- 
ers are then enabled to produce precisely timed output 
pulses whose width and time of occurrence are con- 
trolled by the regenerated clock signal. 


XR-C240 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: (Measured at 25°C with V+ + = 8.2V, V+ = 4.3V, unless otherwise specified.) 



LIMITS 



PARAMETERS 

MIN 

MAX 

UNITS 

CONDITIONS 

Supply Voltage 





V++ 

7.79 

8.61 

V 

Measured at Pin 10 

V + 

4.085 

4.515 

V 

Measured at Pins 7 and 15 

Supply Current: 





•A 

1.1 

2.5 

mA 

Supply = 8.2 V 

>B 

6 

11 

mA 


Total Current 

7.1 

13.5 

mA 


Preamplifier 





Input Offset Voltage, Vqs 


15 

mV 


Open Loop Differential Gain, Aq 

50 

54 

db 


Input Bias Current, Ib 


4 



Input Offset Current, los 


2 

M 


Input Impedance, Rj n 

50 


kfl 


Comparator Thresholds 




Measured Differentially Across 

Pins 4 and 5 

Peak Detector (ALBO) 

±1.3 

±1.6 

V 


Threshold 

Full-Wave Rectifier 

±0.9 

±1.15 

t 

V 


Threshold 

Data Threshold 

±0.28 

±0.48 

V 


Clock Extractor Section 





Tank Drive Impedance 

Tank Drive Current 

50 


kO 

At Pin 14 

’’Zero” Signal Current 

12 

24 

»A 


"One” Signal Current 

80 

220 

„A 


Recommended Tank Q 

100 




Phase Shifter Offset Voltage 

-18 

+ 18 

mV 

Voltage applied to Pins 7 and 14 
to reduce differential voltage 
across Pins 11 and 12 to zero. 

Output Drive Section 




Voltage levels referenced to Pin 7 

Output Voltage Swing 

3.0 


V 

Rl = 100 0 

Low Output Voltage 

0.65 

0.95 

V 

Referenced to Pin 7, l[_ = 30 mA 

Output Leakage Current 

Output Pulse 


50 

AtA 


Maximum Pulse Width Error 


±30 

ns 


Rise and Fall Times 


80 

ns 
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EXAR 


High-Performance PCM Repeater 


GENERAL DESCRIPTION 

The XR-C262 is a high-performance monolithic repeater 
1C for pulse-code modulated (PCM) telephone lines. It is 
designed to operate as a regenerative repeater at 1 .544 
Megabits per second (Mbps) data rates on T1 -type PCM 
lines. 

The XR-C262 operates with a single 6.8 volt power sup- 
ply, and with a typical supply current of 13 mA. It pro- 
vides bipolar output drive with high-current handling ca- 
pability. The clock-extractor section of XR-C262 uses 
the resonant-tank circuit principle, rather than the 
injection-locked oscillator technique used in earlier 
monolithic repeater designs. The bipolar output drivers 
are designed to go to their “off” state automatically, 
when there is no input signal present. 


FEATURES 

Contains all Necessary Active Components 
of a PCM Repeater 
Uses L-C Tank for Clock Recovery 
Low-Voltage Operation (6.8 volts) 
Low-Current Drain (13 mA, typical) 
High-Current Bipolar Output Drivers 
On-Chip ALBO Equalizer 
Automatic Zero-Input Shutdown 
Increased Reliability Over Discrete Designs 
2 Megabit Operation Capability 


APPLICATIONS 

PCM Repeater for T1 Systems 
Repeater for 2 Megabit PCM Systems 


ABSOLUTE MAXIMUM RATINGS 


Storage Temperature 
Operating Temperature 
Supply Voltage 

Input Voltage (Except Pin 6,7) 
Input Voltage (Pin 6,7) 

Data Output Voltage (Pin 9,11) 
Voltage Surge (Pin 3,5,9,11) (10 


-65°C to ±150°C 
-40°C to ±85°C 
-0.5 to -MOV 
-0.5 to +7 V 
-0.5 to +0.5 V 
+ 20 V 

msec only) 50 V 


FUNCTIONAL BLOCK DIAGRAM 


-SIGNAL IN 

ANALOG 
GROUND 

+SIGNAL IN 

ALBO 
FILTER 

ALBO 

TAP 

ANALOG 

Vcc 



SYSTEM DESCRIPTION 


The XR-C262 contains all the active functions required 
to build one side of a T1 or 2 M bit/s PCM repeater. T1 is 
the most widely used PCM transmission system, oper- 
ating at 1.544 M bit/s. It can operate on either pulp or 
plastic insulated twisted pair cables. Although the ca- 
ble gauge may vary, the total cable loss should not ex- 
ceed 36 dB at 772 kHz. For a 22 gauge pulp insulated 
cable and a bit error rate (BER) of less than 10 ~ 6 , the 
max allowable repeater to repeater spacing is about 
6300 feet. 


Bipolar PCM signal is attenuated and dispersed in time 
as it travels along a transmission cable. This signal, 
when received, is amplified and reconstructed by the 
peamplifier automatic line build out (ALBO), clock and 
data threshold detector circuits contained within the 
XR-C262. Amplitude equalization and frequency spec- 
trum shaping is achieved through the variable imped- 
ance of the ALBO port and its associated ALBO net- 
work. 

Incoming pulse stream is full wave rectified and timing 
information is extracted by the clock threshold detec- 
tor. Clock recovery is then achieved by pulsing a tank 
circuit tuned to 1.544 MHz. 


ORDERING INFORMATION 
Part Number Package 

XR-C262 Ceramic 


Data is sampled and stored in the output data latches. 
Buffer drivers are then enabled to produce precisely 
timed output pulses whose width and time of occur- 
rence are controlled by the regenerated clock signal. 


Operating Temperature 

-40°C to +85°C 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: +Vqc = 6.8 V, T A = -40°C to +85°C. 


XR-C262 


PARAMETERS 

LIMITS 

UNITS 

CONDITIONS 

MIN 

TYP 

MAX 

Supply Current 






Digital Current 

7 

10 

13 

mA 

Measured at Pin 12 

Analog Current 

2 

3.5 

5 

mA 

Measured at Pin 8 

Total Current 


13 

17 

mA 


Preamplifier 






Input Offset Voltage 

-15 


+ 15 

mV 

Measured between 






Pins 3 and 5 

DC Gain 

60 

69 

74 

dB 


Output High Level 

4.3 



V 

Measured at Pin 1 

Output Low Level 



0.5 

V 

Measured at Pin 1 

Clock Recovery Section 






Clock Drive Swing (High) 

5.1 



V 

Measured at Pin 13 

Clock Drive Swing (Low) 



3.8 

V 

Measured at Pin 13 

Clock Bias 

3.8 

4 

4.2 

V 

Measured at Pin 15 

Clock Source Input 






Current 


0.5 

4 

juA 

Measured at Pin 16 

Comparator Thresholds 





Measured at Pin 1 






relative to Pin 14 

ALBO Threshold 

0.75 

0.9 

1.1 

V 


Clock Threshold 

0.323 

0.4 

0.517 

V 


Data Threshold 

0.323 

0.4 

0.517 

V 


Internal Reference Voltages 






Reference Voltage 

5.2 

5.45 

5.55 

V 

Measured at Pin 2 

Divider Center Tap 

2.6 

2.78 

2.85 

V 

Measured at Pin 14 

ALBO Section 






Off Voltage 


10 

75 

mV 

Measured at Pin 7 

On Voltage 

1.2 


1.7 

V 

Measured at Pin 7 

On Impedance 



15 

n 

Measured at Pin 7 

Filter Drive Current 

0.7 

1 

1.5 

mA 

Drive current available 






at Pin 6 

Output Driver Section 





Measured at Pins 9 and 1 1 

Output High Swing 

5.9 

6.8 


V 

R[_ = 400 Q 

Output Low Swing 

0.6 

0.7 

0.9 

V 

l L = 15 mA 

Leakage Current 



100 


Measured with output 






in off state 

Output Pulse Width 

294 

324 

354 

nsec 


Output Rise Time 



100 

nsec 


Output Fall Time 



100 

nsec 


Pulse Width Unbalance 



15 

nsec 
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XR-C277 


Z* EX4R 


Low-Voltage PCM Repeater 

GENERAL DESCRIPTION FUNCTIONAL BLOCK DIAGRAM 


The XR-C277 is a monolithic repeater circuit for Pulse- 
Code Modulated (PCM) telephone systems. It is de- 
signed to operate as a regenerative repeater at 1 .544 
Megabits per second (Mbps) data rates on T 1 -type PCM 
lines. It is packaged in a hermetic 16-Pin CERDIP pack- 
age and is designed to operate over a temperature 
range of -40°C to + 85°C. It contains all the basic 
functional blocks of a regenerative repeater system, in- 
cluding Automatic Line Build-Out (ALBO) and equaliza- 
tion, and is insensitive to reflections caused by cable 
discontinuities. 

The key feature of the XR-C277 is its ability to operate 
with low supply voltage (6.3 volts and 4.3 volts) with a 
supply current of less than 13 mA. Compared to con- 
ventional repeater designs using discrete components, 
the XR-C277 monolithic repeater 1C offers greatly im- 
proved reliability and performance, along with signifi- 
cant savings in power consumption and system cost. 

FEATURES 

Contains all the Active Components of a PCM Repeater 
Low-Voltage Operation (6.3 volts) 

Low-Power Dissipation (13 mA) 

On-Chip ALBO Equalizer 
High-Current Output Drivers 
Increased Reliability over Discrete Designs 
2 Megabit Operation Capability 
Pin-Compatible with XR-C240 

APPLICATIONS 

PCM Repeater for T1 Systems 
Repeater for 2 M/bits PCM Systems 

ABSOLUTE MAXIMUM RATINGS 

Storage Temperature - 65°C to ± 1 50°C 

Operating Temperature -40°C to ±85°C 

Supply Voltage -0.5 to 10 V 

Input Voltage (Except Pin 1,16) -0.5 to +7 V 

Input Voltage (Pin 1,16) -0.5 to +0.5 V 

Data Output Voltage (Pin 8,9) 20 V 

Voltage Surge (Pin 2, 3, 8, 9) (10 msec only) 50 V 

ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-C277 Ceramic -40°Cto+85°C 

SYSTEM DESCRIPTION 

The XR-C277 contains all the active circuits required to 
build one side of a T1 or 2 M bit/s PCM repeater. T1 is 
the most widely used PCM transmission system, oper- 



ating at 1.544 M bit/s. It can operate on either pulp or 
plastic insulated twisted pair cables. Although the ca- 
ble gauge may vary the total cable loss should not ex- 
ceed 36 dB at 772 kHz. For a 22 gauge pulp insulated 
cable and a bit error rate (BER) of less than 10~ 6 the 
max allowable repeater to repeater spacing is about 
6300 feet. 

Bipolar PCM signal is attenuated and dispersed in time 
as it travels along a transmission cable. This signal, 
when received, is amplified and reconstructed by the 
preamplifier automatic line build out (ALBO), clock and 
data threshold detector circuits contained within the 
XR-C277. Amplitude equalization and frequency spec- 
trum shaping is achieved through the variable imped- 
ance of the ALBO port and its associated ALBO net- 
work. 

Incoming pulse stream is full wave rectified and timing 
information is extracted by the clock threshold detec- 
tor. Clock recovery is then achieved by pulsing a tank 
circuit tuned to 1.544 MHz. Either injection locking or 
pulsed tank type clock extraction are possible with the 
XR-C277. By grounding Pin 13, the circuit works in the 
pulsed tank mode. Floating (open) Pin 13 switches the 
XR-C277 to an injection locked mode. The oscillator’s 
sinusoidal waveform is amplified and phase shifted by 
90 degrees with the help of a capacitor between Pins 
11 and 12. 

Data is sampled and stored in the output data latches 
by an internally generated sampling pulse. Buffer driv- 
ers are then enabled to produce precisely timed output 
pulses whose width and time of occurrence are con- 
trolled by the regenerated clock signal. 
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XR-C277 


ELECTRICAL CHARACTERISTICS 

Test Conditions: ( + 25°C, V + + = 6.3V ±5%, V+ = 4.4V ± 5%, unless otherwise specified.) 



LIMITS 



PARAMETERS 

MIN 

TYP 

MAX 

UNITS 

CONDITIONS 

Supply Current 

'A 


3.5 


mA 

Measured at Pin 10 

Ib 


7.5 


mA 

Measured at Pin 15 

Total Current 

8 

11 

13 

mA 

(Ic + Ib) 

Preamplifier 

Input Offset Voltage 


1.5 

15 

mV 

Measured at Pins 2 and 3 

Input Bias Current 


0.3 

4 

aA 

Measured at Pins 2 and 3 

Voltage Gain 

44 

48 

51 

dB 

Single-ended Gain 

Preamp Output Swing 





Measured at Pins 4 and 5 

High Swing 

3.45 

3.6 

3.75 

V 

Maximum Voltage Swing 

Low Swing 

1.25 

1.4 

1.55 

V 

Minimum Voltage Swing 

Output DC Level 

2.47 

2.55 

2.72 

V 


ALBO Section 

ALBO “Off” Voltage 


10 

75 

mV 

Measured from Pin 1 






and 16 to Ground 

ALBO “On” Voltage 

0.6 

0.87 

1.1 

V 

Measured at Pin 1 

ALBO “On” Voltage 

1.2 

1.5 

2.1 

V 

Measured at Pin 16 

ALBO Threshold 

1.35 

1.50 

1.65 

V 

Measured Differentially 






Across Pins 4 and 5 

Differential Threshold 

-75 


+ 75 

mV 

Threshold Difference for 






Polarity Reversal at 

Pins 4 and 5 

ALBO “On” 


5 

10 

n 

Measured at Pin 1 

Impedance 

ALBO “Off” 

20 

50 


kfi 

Measured at Pin 1 

Impedance 






Comparator Thresholds 

Clock Threshold 

68 

73 

78 

% 

% of ALBO Threshold 

Data Threshold 

47 

50 

53 

% 

% of ALBO Threshold 

Clock Extractor 

Oscillator Current 

10 

14 

20 

mA 


Tank Drive Impedance 
Recommended OSC Q 

100 

50 


kQ 


•injection/IOSC 

6.0 

7 

7.5 


Ratio of Current Qi b to 





Current in Q1/\ 

Output Driver 

Low Output Voltage 

0.65 

0.75 

0.95 

V 

Measured at Pins 8 and 9 
\\_ = 15 mA 

Output “Off” Current 
Output Pulse 


5 

100 

mA 

V ou t = 20V 

Max. Pulse 






Width Error 



±30 

n sec 


Rise Time 



80 

n sec 


Full Time 



80 

n sec 
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XR-C587/C588 



TIC PCM Repeater Chip Set 


GENERAL DESCRIPTION 

The 1C pair, XR-C587 and XR-C588, provides all the ac- 
tive circuitry needed to form one side of a TIC PCM Re- 
peater (3.152 MBits/sec). Each chip is packaged in a 
16-Pin CERDIP package, with an operating temperature 
range of -40°C to + 85°C. The supply voltage range is 
6.0 to 6.8 VDC, with a typical supply current for the pair 
of 1 6 mA. 

The XR-C587 contains an amplifier, three ALBO ports, 
and an npn transistor. The amplifier is a modified ver- 
sion of the amplifier in Exar’s XR-C262 T1 repeater chip. 
This amplifier has its own ground pin for isolation, as 
well as for eliminating the amplifier current drain if only 
the XR-C587 ALBO diodes and/or the transistor are 
used. Each of the three ALBO ports has a separate 
ground and one common drive input. Any number, up to 
three, can be used while eliminating current in any not 
used. The npn transistor is provided for incidental uses. 

The XR-C588 contains a preamplifier, an ALBO drive 
output, a voltage reference, comparators, a clock re- 
covery circuit, ECL latches and two output drivers. The 
XR-C588 is a modified version of XR-C262 for TIC per- 
formance. The amplifiers in the XR-C587 and XR-C588 
are the same. The clock driver output is modified to 
drive a crystal and has higher gain. Both inputs to the 
clock amplifier are available. The clock amplifier may 
be biased, both from the center tap voltage (Pin 14), 
and the clock bias voltage (Pin 7). 

Two options for the clock comparator threshold voltage 
are provided. Option 1 is 65% of ALBO threshold, and 
Option 2 is 50% (the same as C262). 

FEATURES 

Modified Preamplifier with Improved Phase Margin 
Separate Grounds for Preamplifier and ALBO Ports 
Crystal Drive Capability 

Optional Clock Comparator Threshold Levels (50% 
and 65%) 

ABSOLUTE MAXIMUM RATINGS 


FUNCTIONAL BLOCK DIAGRAMS 



Analog Supply Voltage 
Digital Supply Voltage 
Differential Input Voltage 
Output Voltage 
Storage Temperature 
Operating Temperature 
Lead Soldering (10 seconds) 


-0.5V to 10V 
-0.5V to 10V 
-5V to 5V 
-0.5V to 20V 
-65°C to + 150°C 
-40°C to + 85°C 
300°C 


ORDERING INFORMATION 
Part Number Package 

XR-C587 Ceramic 

XR-C588 Ceramic 


Operating Temperature 

-45°C to +85°C 
— 45°C to +85°C 
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X R-C587/C588 

ELECTRICAL CHARACTERISTICS— XR-C587/C588 

Test Conditions: Ta = -40°C to 85°C, at a supply voltage of Vqq = 6.0V to 6.8V dc, unless otherwise specified. 


PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

SUPPLY 






Supply Current 

6.0 

6.4 

6.8 

V dc 



2.3 

2.7 

3.3 

mA 

All ALBO Pins open 






V C C = 6.3V 

ALBO Bias Current 

200 

280 

360 

mA 

ALBO Grounds open 






ALBO drive pin at 3.5V 
( = 5 V BE ’s) 

AMPLIFIER 






DC open-loop gain 

54 

60 

68 

dB 

1 V p-p output level, 

AC gain at 1 MHz 

34 



dB 

R|_ = 4 kG returned 

Corner Frequency 


110 


kHz 

to V CM = 2.7V 

Input Offset Voltage 

-15 

0 

+ 15 

mV 

Rs = 10 kG to both inputs 

Input Bias Current 


1 

4 

nA 


Output Sink Current 

300 

400 

500 

/xA 


ALBO 






One Common Drive Input, 






Three Ports, Each With 

Its Own Ground 






Max ALBO Current 

2.5 

4.5 

6 

mA 

Total current to Ground 






through all ALBO Ground 

Pins, Drive input returned 
to Vqq = 6.0V through 

51 kG. 

ALBO Current Mismatch 

-5 

0 

+ 5 

% 

Measured with 1 mA nominal 






level in each ALBO Ground 
Pin. 

ALBO Port Voltage 

1.2V 

1.45 

1.7V 

V dc 

Two Vbe above Ground, 1 mA 






in each Port. 

ALBO OFF Impedance 

10 



kG 

Drive input and ALBO Ground 






Pins 






Grounded Frequency = 






1.5 MHz 

SINGLE TRANSISTOR 






Beta (/3) 

75 

150 

400 


Vqe = 6.8V, I C = 100 mA 

Leakage 

0.01 

1 

5 

/xA 

v CEO = 6.8V 
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XR-C587/C588 


ELECTRICAL CHARACTERISTICS— XR-C588 

Test Conditions: T/\ = -40°C to + 85°C, at a supply voltage of Vqq = Vqa = V CD = 6.0V to 6.8V dc > unless 
otherwise specified. 


PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

SUPPLY CURRENTS 






Ir.A, Vpa Supply Current 

1.8 

3.5 

5 

mA 

V CA is Analog Supply Voltage 

Ipp. Vpn Supply Current 

5 

8 

12 

mA 

Vqd is Digital Supply Voltage 
Outputs off, Vao = V CT 

'CCT. 'CA + 'CD 

7 

12.5 

14.5 

mA 

Outputs off, Vao = V CT 

AMPLIFIER 






Same specifications as 
amplifier in C587 





Vao = Amplifier Output 

Voltage 

VOLTAGE REFERENCES 






V Z ref Zener Voltage 

5.0 

5.4 

5.65 

Volts 

No external loading 

Vqj tenter Tap Voltage 

2.35 

2.70 

2.90 

Volts 

No external loading 

Vcb, Clock Bias 

3.5 

4.0 

4.3 

Volts 

No external loading 

THRESHOLD VOLTAGES 

ALBO Comparator 






Vapd + - ALBO + peak 

.75 

.9 

1.05 

Volts 

V A o measured w/respect to 

detector voltage 

Vapd - < ALBO - peak 

-.75 

-.9 

-1.05 

Volts 

Vqj, with IaDO = 100 /*A 

detector voltage 






v APD + - v A pd- 

-50 

0 

50 

mV 


Data Comparators 






Vdt + , + data 

42 

48 

53 

% of 

Vao varied, clock drive 

threshold 

Vpy- , - data 

42 

48 

53 

VAPD + 

% of 

input = 3.152 MHz sine 
wave at .5V pp. Detect 
onslaught of output pulses 
at 3.152 MHz, measure 

Vao- 

Same as for Vqt + 

threshold 

VDT+ - V DT- 

30 

0 

30 

v apd- 

mV 


Clock Comparator 






VcLK+> + dock 

*57/42 

62/48 

67/53 

% of 

Vao varied, detect 100 mV 

threshold 

Vclk - > _ clock 

*57/42 

62/48 

67/53 

V APD + 
% of 

change in Vqdq- 

threshold 

V CLK+ - V CLK- 

35/30 

0/0 

35/30 

v apd- 

mV 



* Upper limits are for Option 1 , lower limits are for Option 2. 
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X R-C587/C588 

ELECTRICAL CHARACTERISTICS— XR-C588 (Continued) 

Test conditions: T/\ = -40°C to + 85°C, at a supply voltage of Vqq = Vqa = Vqq = 6.0V to 6.8V dc, unless 
otherwise specified. 


PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

CLOCK DRIVE OUTPUT VcdO 






Acd + > 9 a ' n from 

-2.7 

-3.0 

-3.3 

v/v 

Vao changed from Vqlk + 

VAO to V C DO 





to(VcLK+ + - 5V ) 
measure change in Vqdq- 

a cd- 

2.7 

3.0 

3.3 

v/v 

Vao changed from Volk - to 






( V CLK .5 V) measure 

change in Vqdo- 

Acd + /a CD“ 

-1.1 

-1.0 

-.9 



VCDO H 'g h 

-1.8 

-1.5 

-1.1 

V 

VcdO measured w/respect to 






v cc- Vao = v ct 

v CDO+ L o w 



-3.2 

V 

Vcdo measured w/respect to 






vcc- vao = vct + 

1.5 volts. 

v CDO~ Low 



-3.2 

V 

Vcdo measured w/respect to 






Vcc v ao = Vct - 

1.5 volts. 

CLOCK AMPLIFIER 






V CACM- Cl0ck ln P ut 

2.35 


4.3 

V 

Vct ° r Vcb can be used as 

Common Mode Bias 

Voltage 

Input Offset Voltage 

-15 


15 

mV 

V CACM 

Input Bias Current 

ALBO DRIVE l AD0 


1 

4 

H A 


iado Max 

.7 

1.5 

. 3.0 

mA 

Vao a t Vct ± i -5 volts 






IADO measured to Gnd. 

Iado 0ff 



10 

mA 

Vao = Vqj, Iado measured 






to Gnd. 

OUTPUT DRIVER 






l0± Leak 


100 


#*A 

Output off and returned to 






20 volts. 

V 0 L± 

.5 

.8 

1.0 

Volts 

'LOAD = 15 mA 

Vol+ - Vql- 

-80 

0 

+ 80 

mV 

'LOAD = 15 mA 

Topw*- output 

143 

159 

175 

nsec 

50% Pts. R|_ = 350G 

pulse width 

TOPW+ — T OPW- 

-10 

0 

10 

nsec 


TrT±, Rise time 



40 

nsec 

R[_ = 3500 






20% to 80% Pts. 

Tpy± , Fall time 



40 

nsec 

R[_ = 3500 






20% to 80% Pts. 

NO SIGNAL PROTECTION 





With no clock signal, Output 






will be off 


1-437 



XR-C587/C588 

PRINCIPLES OF OPERATION 


TIC is a digital line system operating at 3.152 Mbits/ 
sec, very similar, in principle, to the T1 line system. It 
provides 48 digitally encoded and time division multi- 
plexed voice channel repeaters containing 2 regenera- 
tors which have the approximate spacing of 6300 ft. 
Power is provided by a simplex arrangement with a line 
current of 120 mA. Two regenerators share a common 
power supply. Basic repeater functions, namely reshap- 
ing, retiming and regenerating, are performed for cable 
losses from 6 to 54 dB, as measured at 1.576 MHz. 

The bipolar PCM signal, which is attenuated and distort- 
ed due to transmission medium, is applied to a pream- 
plifier through a pulse-shaping network. This network, 
and the variolosser diodes, forms the ALBO circuitry 
which provides attenuation and shaping to automati- 
cally adjust for varying cable characteristics. 

A feedback network is used around the preamplifier for 
gain equalization, as well as to reject out-of-band noise. 
The output of the preamplifier is controlled to swing be- 
tween two established peak levels, and drives a set of 


data comparators which are internally biased from a 
voltage reference and precision voltage divider net- 
work. The preamplifier output is sliced at various volt- 
age levels to eliminate the effects of baseline noise. 
This output is full wave rectified, and applied to a crys- 
tal time extraction circuit. The sinusoidal wave shape 
from the time extraction circuit is differentially coupled 
to a clock slicer block to produce the internal square 
wave clock signal. 

The regeneration of data is achieved through a pair of 
data comparators and ECL latches. The data slicing lev- 
els are set to ±50% of the preamplifier output peak 
voltages. ECL latch outputs and clock signal are then 
gated to produce two precisely timed output data sig- 
nals. The positive and negative data paths are separate 
but identical in design. 

A zero input protection circuit is provided for the dual 
task of preventing the output switches from latching in 
an ON state, as well as reducing the likelihood of output 
pulses with no input signal. 



Figure 1. Bode Plot of C262 and C587/C588 Amplifiers 
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X R-C587/C588 

BLOCK DIAGRAM OF C587 AND C588 INTERCONNECTED 


Vct FOR AMPLIFIER BIAS Vqd (OR Vct) FOR CLOCK BIAS 



ALBO I 

FILTER v+ 


Figure 2. Block Diagram of C587/C588 Interconnected 
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T1, T148C, &2M Bit/s PCM Line Repeater 


GENERAL DESCRIPTION 

The XR-T5600/T5620 is a bipolar monolithic repeater 1C 
designed for PCM carrier systems operating at 1 .544 M 
bit/s (T1), 2 M bit/s, or 2.37 M bit/s (T148C). It provides 
all of the active circuits required for one side of a PCM 
repeater. A crystal filter clock extraction version of 
XR-T5600/T5620 is available as XR-T5700/T5720. 


FEATURES 

Single 5.1 V Power Supply 

Less than 10 ns Sampling Pulse over the Operating 
Range 

Triple Matched ALBO Ports 
2 M Bit/s Capability 


APPLICATIONS 

T1 PCM Repeater 

T148C PCM Repeater 

European 2 M Bit/s PCM Repeater 

TIC PCM Repeater (requires external preamplifier) 


ABSOLUTE MAXIMUM RATINGS 

Storage Temperature -65°Cto +150°C 

Operating Temperature -40°C to + 85°C 

Supply Voltage - 0.5 to + 1 0V 

Supply Voltage Surge (10 ms) +25V 

Input Voltage (except Pin 2,3,4,17) -0.5 to 7V 

Input Voltage (Pin 2,3,4,17) -0.5 to + 0.5V 

Data Output Voltage (Pin 10,11) 20 V 

Voltage Surge (Pin 5,6,10,11) (10 msec only) 50V 


ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-T5600/T5620 Ceramic -40°Cto85°C 


FUNCTIONAL BLOCK DIAGRAM 


ALBO GROUND 


ALBO 
PORT 1 


ALBO 
PORT 2 


ALBO 


PORT 3 


PREAMP 
-VE INPUT 


PREAMP 
► VE INPUT 


PREAMP 
-VE OUTPUT 


PREAMP 
* VE OUTPUT 


DIGITAL 

GROUND 



SUBSTRATE GROUND 


ALBO 

CONTROL 


CLOCK 

AMPLIFIER 

BIAS 


LC TANK 


V CC 


CLOCK 

OUTPUT 


PHASE SHIFTED 
CLOCK INPUT 


-VE DATA 
OUTPUT 


-VE DATA 
OUTPUT 


SYSTEM DESCRIPTION 

The XR-T5600/T5620 performs most of the functions re- 
quired for one side of a PCM repeater operating at 2 M 
bit/s or similar baud rate. The integrated circuit ampli- 
fies the received positive and negative pulses and 
feeds them into Automatic Line Build-out (ALBO), clock 
and data threshold detectors, see Figure 1. The ALBO 
threshold detector ensures that the received pulses at 
Pins 7 and 8 have the correct amplitude and shape. 
This is carried out by controlling the gain and frequency 
shaping of the ALBO network with three variable im- 
pedance ALBO ports. 

The clock threshold detector extracts timing informa- 
tion from the pulses received at Pins 7 and 8 and 
passes it into the external tank coil at Pin 15. The 
sinusoidal-type waveform is amplified into a square 
wave at Pin 13, and forwarded through an external 
phase shift network into Pin 12. This waveform pro- 
vides the data sampling pulse which opens latches into 
which the data from the data threshold detectors is 
passed. The resulting pluses are stored for half a bit 
period (normally 488 ns) in the latches. They appear as 
half-width output pulses at Pins 10 and 11. 


1-440 






XR-T5600 

ELECTRICAL CHARACTERISTICS 

Test Conditions: Ta = 25°C, Vqc = 5.1 V ± 5%, unless specified otherwise (see Figure 1). 


PARAMETERS 

PINS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

Supply Current 

14 


22 

30 

mA 


Data Output Leakage Current 

10,11 


0 

100 

mA 

v pull-up = 15 V, V cc = 







5.35 V 

ALBO Port Off Voltage 

2,3,4 


0 

0.1 

V 


Amplifier Pin Voltage 

5, 6, 7, 8 

2.4 

2.9 

3.4 

V 


DYNAMIC CHARACTERISTICS AMPLIFIER 

Output Offset Voltage 


-50 

0 

50 

mV 

R s = 8.2 kO 

AC Gain @ 1 MHz 


47 

50 

53 

dB 


Input Impedance 


20 



kfi 


Output Impedance 




200 

0 


ALBO 

ALBO Off Impedance 


20 


25 

kfi 


ALBO On Impedance 




25 

n 


THRESHOLDS 

ALBO Threshold 


1.4 

1.5 

1.6 

V 


Clock Threshold as % of ALBO Threshold 

68 


80 

% 


DATA Threshold as % of ALBO Threshold 

42 


49 

% 


Clock Drive Current 


0.7 


1.4 

mA 

At V 0 = ValbO Threshold 

OUTPUT STAGES 






R[_ =1300, Vp U ||_ U p = 







5.1 ±5% 

Output Pulse Rise Time 




40 

ns 


Output Pulse Fall Time 




40 

ns 


Output Pulse Width 


224 

244 

264 

ns 


Output Pulse Width Differential 


-10 


+ 10 

ns 


Buffer Gate Voltage (Low) 


0.65 


0.95 

V 


Buffer Gate Voltage Differential 


-0.15 


0.15 

V 



XR-T5620 

ELECTRICAL CHARACTERISTICS 

Test Conditions: Unless otherwise stated, all characteristics shall apply over the operating temperature range of -40°C to +85°C 
with V cc = 5.1 V ±5%, all voltages referred to ground = 0 V. 


SYMBOL 

PARAMETERS 

PINS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

GENERAL (Ref. Figure 2) | 

>s 

Supply Current 

14 


22 

30 

mA 


>LD 

Data Output Leakage 








Current 

10,11 


6 

100 

mA 

From V$ 

(See Note 1) 


Amplifier Pin Voltages 

5, 6,7, 8 

2.4 

2.9 

3.4 

V 



ALBO Ports Off Voltage 

2,3,4 


0 

0.1 

V 



Note 1: V S = 15V, V CC = 5.35V 



Note 1: Rs = Source Resistance 


CLOCK AMPLIFIER (Ref. Figure 2 Disconnect Pin 15 from Pin 16) | 


Input Offset Voltage 

15 & 16 

0.5 


6 

mV 

R S = 10kQ ■ 








(See Note 1) 


Input Bias Current 

15 & 16 



10 

fA 

T = 25°C 


Max Output Voltage 

13 

0.7 



V 



Min Output Voltage 

Max./Min Output 

13 

0.7 



V 



Voltage Difference 

— 

0.7 


50 

mV 



Notes: 1. Rg = Source resistance, Pin 15 positive with respect to Pin 16 

2. Pin 15 = Pin 16 = 3.6V 

3. Pin 15 = 2.6V, Pin 16 = 3.6V 

4. Pin 15 = 4.6V, Pin 16 = 3.6V 

5. Calculation only 


ALBO (Ref Figure 2) | 

On Current 

1 

3 



mA 

V 8 -V 7 = ±1.75 V 

Drive Current 

17 

0.4 


1.4 

mA 

V 8 -V 7 = ±1.75 V 

Resistance Pin 17 to Ground 


35 

50 

70 

kfi 

Not Powered 


DYNAMIC CHARACTERISTICS 



Notes: 1. At 1 MHz, AC ground Pins 7 and 8 disconnect 51 Q resistor. Allow for in-circuit R,C 
2. At 1 MHz, use Figure 2. 



Notes: 1. Remove dc offset, at 2,048 MHz, Pin 13 = IV pk-pk sine wave 

2. Remove dc offset, Pin 13 = IV pk-pk sine wave 

3. Remove dc offset, Pin 15 = 2 V pk-pk sine wave; delay from Pin 15 negative-going zero crossover to Pin 13 positive 
edge. 

4. Remove dc offset, at 2,048 MHz 
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SYMBOL 

PARAMETERS 

PINS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

ALBO (Ref. Figure 2) 


Off Impedance 

Intermediate Impedance 

2,3,4 

20 



kn 

(See Note 1) 


Difference 

2,3,4 



5 

% 

(See Note 2) 


On Impedance 

2,3,4 



25 

n 

(See Note 3) 


Transconductance 

7/8 to 1 



0.03 

dB 

(See Note 4) 


Notes: 1. At 1 MHz, allow for in-circuit R,C 

2. At 1 MHz, VQ-V7 adjusted for current at Pin 1 = 100/xA 

3. At 1 MHz, V 8 -V 7 adjusted for ± 1.75 V 

4. At 1 MHz, change in Vg-V 7 for current at Pin 1 = 10 /xA to 100 /xA 


THRESHOLD VOLTAGES (Ref. Figure 3) 




ALBO Threshold +ve 

8-7 

1.4 

1.5 

1.6 

V 

(See Notes 1 & 2) 


ALBO Threshold - ve 

7-8 

1.4 

1.5 

1.6 

V 

(See Notes 1 & 2) 


ALBO Threshold Difference 

— 

-5 

0 

5 

% 

(See Note 3) 


Clock Drive on Current 








(Peak) +ve 

18 


1.0 

1.4 

mA 

(See Note 4) 


Clock Drive on Current 








(Peak) - ve 

18 


1.0 

1.3 

mA 

(See Note 5) 


Clock Drive on Current 








Difference 

— 

-5 

0 

5 

% 

(See Note 3) 


Clock Threshold + ve 

8-7 

68 


80 

% 

(See Notes 1,6,8) 


Clock Threshold - ve 

7-8 

68 


80 

% 

(see Notes 1, 7, 8) 


Clock Threshold Difference 

— 

-5 

0 

5 

% 

(See Note 3) 


Data Threshold +ve 

8-7 

44 

46 

48 

% 

(See Notes 1, 8, 9, 11) 


Data Threshold -ve 

7-8 

44 

46 

48 

% 

(See Notes 1, 8, 10, 11) 


Data Threshold Difference 

— 

-3 

0 

3 

% 

(See Note 3) 


Notes: 1. Pk/pk voltage at Pins 7 and 8 of a 1 MHz sine wave derived through amplifier and measured differentially 

2. Pk/pk voltage at Pins 7 and 8 adjusted for current at Pin 1=3 mA 

3. Calculation only / higher va , ue \ 

percentage difference calculated from ( ; — - II x 100 % 

\ lower value / 

4. Vq-V 7 adjusted to ALBO threshold +ve voltage ref. Pin 16 = 3.6 V 

5. V 7 -Vg adjusted to ALBO threshold -ve voltage ref. Pin 16 = 3.6 V 

6 . Vq-V 7 adjusted to peak current at Pin 18 = 1/2 (clock drive on current peak +ve) 

7. V 7 -Vg adjusted to peak current at Pin 18 = 1/2 (clock drive on current peak - ve) 

8. Figure taken as a percentage of lower ALBO threshold 

9. Vg-V 7 increased until 1 MHz PRF on counter at Pin 10 

10. V 7 -Vg increased until 1 MHz PRF on counter at Pin 11 

11. With 2,048 MHz 2 V pk-pk sine wave to Pin 15 with 180 /xH in parallel with 36 0 to Pin 16 = 3.6 V 


OUTPUT STAGES (Ref. Figure 3. Use 180 piH inductor between Pins 15 and 16, Apply 2.048 MHz 2V pk/pk to Pin 15.) 


t r 

Output Pulse Rise 








Time -i-ve 

10 



40 

ns 

10% - 90% 

t r 

Output Pulse Rise 








Time - ve 

11 



40 

ns 

10% to 90% 

tf 

Output Pulse Fall 








Time +ve 

10 



40 

ns 

1 0 % -90 % 

tf 

Output Pulse Fall 








Time - ve 

11 



40 

ns 

10% -90% 

tw 

Output Pulse Width -i-ve 

10 

224 

244 

264 

ns 

at 50% 


Output Pulse Width -ve 

11 

224 

244 

264 

ns 

at 50% 

At w 

Output Pulse Width 








Difference 



-10 


10 

ns 


v OL 

Buffer Gate Voltage 








(low) +ve 

10 

0.65 


0.95 

V 


v OL 

Buffer Gate Voltage 








(low) - ve 

11 

0.65 


0.95 

V 


av OL 

Buffer Gate Voltage 








Difference 

— 

-0.15 

■ 


0.15 

V 



1-443 



XR-T5620 



Figure 2. D.C. Parameter Test Circuit 


I.. 1. 


INPUT V CC 


18 17 16 15 14 13 12 11 10 


, 130 < 130 






j BIAS | 


3> 


I V CC 1 


CLOCK 

THRESHOLD 

DETECTOR 


ALSO 

THRESHOLD 

DETECTOR 


r 4 4 


"tr 


Tp 




r± 




DATA 

THRESHOLD 

DETECTOR 


nz i i 


AMPLIFIER INPUT < 


□ 1 M F 

X 


C±3 i m f 
X 


Figure 3. A.C. Parameter Test Circuit 
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SYMBOL 

PARAMETERS 

PINS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

SAMPLE PULSE WIDTH (Ref. Figure 4. Cy = 27 pF) 

| Sample Pulse Width 

| 

10 


ns 

(See Notes 1...5) 


Notes: 1. The sample pulse width is the period during which the output latches are opened to accept a signal above the data 
threshold at Pin 7 or 8 and cause a half-width output pulse at Pin 11 or 10 respectively. 

2. Sample pulse width is specified with a 2.048 MHz TTL waveform at clock input (Pin 15) and a 2.400 MHz Schottky TTL 
waveform at amplifier input in the circuit of Figure 4. Figure 7 shows the relevant 1C waveforms. 

3. Monitor the frequency of coincident output pulses at Pins 10 and 11 either directly or through output circuit to 
frequency counter. 

4. Sample pulse width = X ns + (0.1 x measured frequency in kHz) ns where X is the mean rise/fall times of the 
waveform at Pin 8 between 25% and 75%. 

5. X to be within the range 10 ns < X < 12 ns. This requires HF layout techniques with the amplifier operated closed 
loop. 


SAMPLE PULSE GENERATOR INPUT WAVEFORM (Pin 12 Ref. Figure 4, Cy = 40 pF) 




Output Pulse Frequency 

10,11 

1.024 

- 100 ppm 

1.024 

1.024 
+ 100 ppm 

MHz 

(See Note 1) 


Notes: 1. Width 2.048 MHz ± 100 ppm TTL waveform at clock input with half of above waveform frequency at amplifier input. 



CLOCK 
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TYPICAL AT 5. 1 V AND AT 25°C 

240 


180 

120 

PHASE (DEGREES) 
60 

0 


-60 

-120 

2 34 6810 2 34 681 00 2 34 681 000 

FREQUENCY (MHz) 



Figure 5. Typical and Limiting Values of Gain and Phase 


INPUT WAVEFORMS 
CLOCK I/P 2.048 MHz 


+2.4V 

+0.4V 


AMPLIFIER I/P 2.400 MHz 


+2.4V 

+0.4V 


1C WAVEFORMS 


SAMPLE PULSE (INTERNAL) 
PIN 8 



NOTE 

COINCIDENT OUTPUT PULSES 


“T-T - > J_ K 

^SEE NOTE' 


244 NS NOM 



Figure 6. iC Waveforms for Measuring Sampling Pulse Width 
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EXAR 


PCM AMI Line Receiver and 
Clock Recovery Circuit 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-T5640 is a monolithic bipolar 1C designed for T1 
type line receiver application operating at 1 .544 M bit/s. 
It provides all the active circuitry required to perform 
automatic line build out (ALBO), threshold detection, 
binary NRZ data and clock recovery. 

A clock recovery using crystal filter circuit version of 
the XR-T5640 is also available as XR-T5740. 


FEATURES 

On Chip NRZ Data and Clock Recovery 
Less than 10 ns Sampling Pulse Over the Operating 
Range 

Triple Matched ALBO Ports 
Single 5.1 Power Supply 


APPLICATIONS 

T1 PCM Line Receiver 

TIC PCM Line Receiver (requires external gain) 
General Purpose Bipolar Line Receiver 



substrate 

GND 


ALBO 

CONTROL 


CLOCK 

AMPLIFIER 

BIAS 


LC TANK 


vcc. 


CLOCK 

OUTPUT 


PHASE SHIFTED 
CLOCK INPUT 


CLOCK 


NRZ DATA 


ABSOLUTE MAXIMUM RATINGS 

Storage Temperature - 65°C to + 1 50°C 

Operating Temperature -40°Cto + 85°C 

Supply Voltage -0.5 to + 10V 

Supply Voltage Surge (10 ms) + 25V 

Input Voltage (except Pins 2,3,4,17) -0.5 to 7V 

Input Voltage (Pins 2,3,4,17) -0.5 to + 0.5V 

Data Output Voltage (Pins 10,1 1) 20V 

Voltage Surge (Pins 5,6,10,11) (10 msec only) 50V 


ORDERING INFORMATION 

Package Operating Temperature 

Ceramic -40°C to 85°C 


SYSTEM DESCRIPTION 

The XR-T5640 is designed as a receiver for interfacing 
T1 PCM carrier lines on plastic or pulp insulated ca- 
bles. It can also be used as a general purpose alternate 
mark inversion (AMI) receiver. 

The XR-T5640 is a modified version of XR-T5620 PCM 
repeater 1C. It contains all the active circuitry needed 
to build a T1 line receiver for interfacing up to 6300 ft. 
The preamplifier, the clock amplifier, threshold detec- 
tors, ALBO port, data latches and output drivers are 
similar to the ones on XR-T5620. Clock extraction is 
done by means of an L-C tank circuit. 

Bipolar +1 and -1 pulses are combined within the 1C 
to form a binary non-return to zero PCM signal at Pin 

10. A synchronous clock signal is made available at Pin 

1 1 . Both outputs have open collector transistors. 


Part Number 

XR-T5640 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Ta = 25°C, Vqc = 5.1 V ± 5% 


PARAMETERS 




UNIT 

CONDITIONS 

Supply Current 


22 

30 

mA 

ALBO Off 

Clock & Data Output Leakage Current 


0 

100 

*A 

v pull-up - 
At Unity DC Gain 

Amplifier Pin Voltages 

2.4 

2.9 

3.4 

V 

Amplifier Output Voltage Swing 

2.2 



V 


Amplifier Output Offset Voltage 

-50 

0 

50 

mV 

R s = 8.2 k!2 

Amplifier Input Bias Current 



5 


ALBO on Current 

3 



mA 


Drive Current 


1 


mA 


AC CHARACTERISTICS 

Pre-Amplifier 

AC Gain at 1 MHz 


50 


dB 

Open Loop 

Input Impedance 

20 



k!2 


Output Impedance 

Clock Amplifier 



200 

12 


AC Gain 


32 


dB 

Open Loop 

- 3 dB Bandwidth 

10 



MHz 


Delay 


10 


ns 


Output Impedance 



200 

0 


ALBO 

Off Inpedance 

20 



k!2 


On Impedance 



25 

0 


CLOCK DATA OUTPUT BUFFERS 





R|_ = 13012, Vpu | |_jjp = 






5.1V ± 5% 

Rise Time 


30 


mm 


Fall Time 


30 


mm 


Output Pulse Width 


244 


fli 


Sample Pulse Width 


10 


K1 


VOL 


0.7 


V 


•l sink 


35 


mA 


THRESHOLDS 

ALBO 

1.4 

1.5 

1.6 

V 


Clock Drive Current Peak 

Clock Thresholds 


1.0 


mA 

At V 0 = Valbo Threshold 

% of ALBO 

Data Threshold 

63 


75 

% 


% of ALBO 

40 

46 

52 

% 
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EX4R 


XR-T5650 




GENERAL DESCRIPTION 

The XR-T5650 is a monolithic bipolar 1C designed for 
PCM type line receiver applications operating at T 1 , 
T148C, TIC and 2 M bit/s data rates. It provides all the 
active circuitry required to perform automatic line build 
out (ALBO), threshold detection, positive and negative 
data and clock recovery. 

Clock recover using a crystal filter instead of an LC 
tank circuit is also available as XR-T5750. 


FEATURES 

On Chip Positive and Negative Data, Clock Recovery 
Less than 10 ns Sampling Pulse over the Operating 
Range 

Double Matched ALBO Ports 
Single 5.1 V Power Supply 
2 M Bit/s Capability 


APPLICATIONS 

T1 PCM Line Receiver 
T148C Line Receiver 

TIC PCM Line Receiver (requires external amplifier) 
General Purpose Bipolar Line Receiver 
HDB3 Line Receiver 
B8ZS Line Receiver 


ABSOLUTE MAXIMUM RATINGS 

Storage Temperature -65°C to + 150°C 

Operating Temperature -40° to +85°C 

Supply Voltage -0.5 to + 10V 

Supply Voltage Surge (10ms) +25V 

Input Voltage (except Pins 2,3,4,17) -0.5 to 7V 

Input Voltage (Pins 2,3,4,17) -0.5 to + 0.5V 

Data Output Voltage (Pins 10,1 1) 20V 

Voltage Surge (Pins 5,6,10,1 1) (10 msec only) 50V 


ORDERING INFORMATION 


FUNCTIONAL BLOCK DIAGRAM 


ALBO 
PORT 2 


AMPLIFIER 
■ VE INPUT 


AMPLIFIER 
VE 


AMPLIFIER 
VE OUTPUT 


AMPLIFIER 
■VE OUTPUT 


DIGITAL 

GROUND 


• 1 DRIVER 



SUBSTRATE 

GND 


ALBO 

CONTROL 


CLOCK 

AMPLIFIER 

BIAS 


LC TANK 
INPUT 


VCC 


CLOCK 

OUTPUT 


PHASE SHIFTED 
CLOCK INPUT 


CLOCK 


SYSTEM DESCRIPTION 


The XR-T5650 is designed for interfacing T1, T148C 
and 2 Mbit/s PCM carrier lines on plastic or pulp insu- 
lated cables. It can also be used at TIC rate (3.152 M 
bit/s) with external gain. Since it outputs plus and minus 
ones on a bipolar pulse stream together with the clock, 
it can be used to interface systems having different line 
codes like AMI, AMI-B8ZS or AMI-HDB3. 


The XR-5650 is a modified version of XR-T5620 PCM re- 
peater 1C. It contains all the active circuitry needed to 
build a PCM line receiver up to 6300 ft cable length. 
The preamplifier, the clock amplifier, threshold detec- 
tors, data latches and output drivers are similar to the 
ones on XR-T5620. Clock extraction is done by means 
of an LC tank circuit. 


In addition to plus and minus one outputs, a synchro- 
nous clock signal is made available at Pin 1 1 by delet- 
ing one of the ALBO ports on XR-T5620 thus leaving 
two matched ALBO parts. All outputs have high current 
open collector transistors. 


Part Number 

XR-T5650 


Package 

Ceramic 


Operating Temperature 

-40°C to + 85°C 


1-449 



XR-T5650 

ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqq = 5.1 V ±5%, T/\ =25°C, unless specified otherwise. 


PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

Supply Current 

Clock and Data Output 


24 

30 

mA 

ALBO Off 

Output Leakeage Current 


0 

100 

mA 

v pull-up = 15 V 

At DC Unity Gain 

Amplifier Pin Voltages 
Amplifier Output 

2.4 

2.9 

3.4 

V 


Offset Voltage 

-50 

0 

50 

mV 

R s = 8.2 kfl 

Voltage Swing 

2.2 



V 

Measured Differentially 
from Pin 7 to Pin 6 

Amplifier Input 






Bias Current 



5 



Albo on Current 

3 



mA 


Drive Current 


1 


mA 


AC CHARACTERISTICS 

Pre-Amplifier 

AC Gain at 1 MHz 


50 


dB 


Input Impedance 

20 



kO 


Output Impedance 

Clock Amplifier 



200 

fi 


AC Gain 


32 


dB 


-3 dB Bandwidth 

10 



MHz 


Delay 


10 


ns 


Output Impedance 

ALBO 



200 

« 


Off Impedance 

20 



kO 


On Impedance 



25 

n 


CLOCK DATA OUTPUT BUFFERS 





R L =130$}, Vp u ||- U p = 






5.1 V±5% 

Rise Time 


30 


ns 


Fall Time 


30 


ns 


Output Pulse Width 


244 


ns 


Sample Pulse Width 


10 


ns 


v OL 


0.7 


V 


lL sink 


35 


mA 


THRESHOLDS 

ALBO 

1.4 

1.5 

1.6 

V 


Clock Drive Current Peak 


1.0 


mA 

At V 0 = V/\lbo Threshold 

CLOCK THRESHOLD 

% of ALBO 

63 

68 

75 

% 


DATA THRESHOLD 

% of ALBO 

40 

46 

52 

% 
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XR-T5660 



EXAR 


Low Power T1, T148C, & 2 M Bit/s Repeater 


GENERAL DESCRIPTION 

The XR-T5660 is a monolithic bipolar low power version 
of the XR-T5620 repeater circuit for T 1 type carrier sys- 
tem operating at 1.544 M bit/s (T 1 ), European 2 M bit/s 
or 2.37 M bit/s (T148C). It provides all of the active cir- 
cuitry required for one side of a PCM repeater. A crystal 
filter clock extraction version is available as XR-T5760. 


FEATURES 

Low Power 

Single 5.1 V Power Supply 

Triple Matched Automatic Line Build-out (ALBO) Ports 
2 M Bit/s Capability 


APPLICATIONS 

T1 PCM Repeater 

T148C PCM Repeater 

European 2 M Bit/s PCM Repeater 

TIC PCM Repeater (requires external amplifier) 


ABSOLUTE MAXIMUM RATINGS 

Storage Temperature - 65°C to +1 50°C 

Operating Temperature -40°C to +85°C 

Supply Voltage -0.5 to + 10V 

Supply Voltage Surge (1 0 ms) + 25V 

Input Voltage (except Pins 2,3,4,17) -0.5 to 7V 

Input voltage (Pins 2,3,4,17) -0.5 to + 0.5V 

Data Output Voltage (Pins 10,11) 20V 

Voltage Surge (Pins 5,6,10,1 1) (10 msec only) 50V 


ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-T5660 Ceramic -40°Cto+85°C 


SYSTEM DESCRIPTION 

The XR-T5660 is a monolithic bipolar PCM repeater 1C 
operating at 1.544 (T1), 2.048 and 2.37 (T148C) M bits/ 
sec. It is the low power version of XR-T5620 PCM re- 
peater 1C. It contains all the active circuitry to imple- 
ment one side of a PCM repeater operating on either 
pulp or plastic insulated cables. Repeater to repeater 
spacing on either type of cable is 6300 ft. max. 


FUNCTIONAL BLOCK DIAGRAM 


ALBO 

GROUND 


ALBO 
PORT 2 


ALBO 

PORT 


PREAMP 
-VE INPUT 


PREAMP 
-VE OUTPUT 


PREAMP 
♦VE OUTPUT 


DIGITAL 

GROUND 



SUBSTRATE 

GROUND 


ALBO 

CONTROL 


CLOCK 

AMPLIFIER 

BIAS 


LC TANK 


VCC 


CLOCK 

OUTPUT 


PHASE SHIFTED 
CLOCK INPUT 


-VE DATA 
OUTPUT 


♦VE DATA 
OUTPUT 


Bipolar PCM signal is attenuated and dispersed in time 
as it travels along the transmission cable, characteris- 
tics of which vary with length, frequency, temperature 
and humidity. The PCM signal when received is ampli- 
fied, equalized for amplitude characteristics and recon- 
structed by the preamplifier, automatic line build out 
(ALBO), clock and data threshold circuits. Amplitude 
equalization is achieved through shaping the frequency 
spectrum with the help of variable impedance ALBO 
ports. 

Timing information is contained in the incoming pulse 
stream. This signal is full wave rectified and applied to 
an L-C tank circuit to extract the clock signal at the da- 
ta rate. The clock signal is amplified and phase shifted 
between Pins 13 and 12 to obtain 90° phase shift by 
means of an R-L-C circuit. 

Data is sampled and stored in the output data latches 
by an internally generated sampling pulse. Buffer driv- 
ers are then enabled to produce precisely timed output 
pulses whose width and time of occurence are con- 
trolled by the regenerated clock. 
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XR-T5660 

ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqc = 5.1V, ±5%, Ta = 25°C, unless otherwise specified. 


PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

Supply Current 

Clock & Data Output 


9 

14 

mA 

ALBO Off 

Output Leakage Current 


0 

100 

/*A 

v pull-up = 15 V 

At DC Unity Gain 

Amplifier Pin Voltages 
Amplifier Output 

2.4 

2.9 

3.4 

V 


Offset Voltage 

-50 

0 

50 

mV 

R s = 8.2 kO 

Voltage Swing 

2.2 



V 

Measured Differentially 
from Pin 8 to Pin 7 

Amplifier Input 






Bias Current 



5 

mA 


ALBO on Current 

3 



mA 


Drive Current 


1 


mA 


AC CHARACTERISTICS 

Pre-Amplifier 

AC Gain at 1 MHz 


50 


dB 


Input Impedance 

20 



kO 


Output Impedance 

Clock Amplifier 



200 

0 


AC Gain 


32 


dB 


-3 dB Bandwidth 

10 



MHz 


Delay 


10 


ns 


Output Impedance 

ALBO 



200 

0 


Off Impedance 

20 



kfl 


On Impedance 



25 

0 


DATA OUTPUT BUFFERS 





Rl ~ 1300, Vp U ||. U p = 






5.1 V ± 5% 

Rise Time 


30 


ns 


Fall Time 


30 


ns 


Output Pulse Width 


244 


ns 


Sample Pulse Width 


10 


ns 


v OL 


0.7 


V 


*L sink 


35 


mA 


THRESHOLDS 

ALBO 

1.4 

1.5 

1.6 

V 


Clock Drive Current Peak 


1.0 


mA 

At V 0 = Valbq Threshold 

CLOCK THRESHOLD 

% of ALBO 

63 

68 

75 

% 


DATA THRESHOLD 

% of ALBO 

40 

46 

52 

% 
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XR-T5700/T5720 



EX4R 


T1, T148C, & 2 M Bit/s PCM Line Repeater 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-T5700/T5720 is a bipolar monolithic repeater 1C 
that provides all the active circuits required tor one 
side of a PCM repeater. The 1C is designed for clock ex- 
traction by using a crystal filter. 

The primary applications of XR-T5700 are T1 (1.544 M 
bit/s), T148C (2.37 M bit/s) and European 2 M bit/s PCM 
repeater. 

A tank circuit clock extraction version of XR-T5700/ 
T5720 is available as XR-T5600/T5620. 


FEATURES 

Crystal Clock Extraction 
Single 5.1 V Power Supply 

Less than 10 ns Sampling Pulse over the Operating 
Range 

Triple Matched ALBO Ports 


ALBO GROUND 
ANALOG GROUND 
SUBSTRATE GROUND 



APPLICATIONS 

T1 PCM Repeater 
T148C PCM Repeater 

TIC PCM Repeater (requires external preamplifier) 
European 2 M Bit/s PCM Repeater 


ABSOLUTE MAXIMUM RATINGS 

Storage Temperature - 65°C to + 1 50°C 

Operating Temperature -40°Cto +85°C 

Supply Voltage - 0.5 to + 1 0V 

Supply Voltage Surge (10 ms) +25V 

Input Voltage (except Pins 2,3,4,17) -0.5 to 7V 

Input Voltage (Pins 2,3,4,17) -0.5 to + 0.5V 

Data Output Voltage (Pins 10,1 1) 20V 

Voltage Surge (Pins 5,6,10,11) (10 msec only) 50V 


ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-T5700/ Ceramic -40C to +85°C 

T5720 


SYSTEM DESCRIPTION 

The XR-T5700/T5720 performs most of the functions re- 
quired for one side of a PCM repeater operating at 2 M 
bit/s or similar baud rate. The integrated circuit ampli- 
fies the received positive and negative pulses and 
feeds them into Automatic Line Build-out (ALBO), clock 
and data threshold detectors, see Figure 1. The ALBO 
threshold detector ensures that the received pulses at 
Pins 7 and 8 have the correct amplitude and shape. 
This is carried out by controlling the gain and frequency 
shaping of the ALBO network with three variable im- 
pedance ALBO ports. 

The clock threshold detector extracts timing informa- 
tion from the pulses received at Pins 7 and 8 and 
passes it into open collector Pin 18. A crystal filter is 
connected from Pin 18 to clock amplifier input Pins 16 
and 15. The sinusoidal-type waveform is amplified into 
a square wave at Pin 13, and forwarded through an ex- 
ternal phase shift network into Pin 12. This waveform 
provides the data sampling pulse which opens latches 
into which the data from the data threshold detectors is 
passed. The resulting pulses are stored for half a bit pe- 
riod (normally 488 ns for 2 M bit/s) in the latches. They 
appear as half-width output pulses at Pins 10 and 11. 
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XR-T5700 

ELECTRICAL CHARACTERISTICS 

Test Conditions: Ta = 25°C, Vqq = 5.1 V ± 5% unless specified otherwise (see Figure 1). 


PARAMETERS 

PINS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

Supply Current 

14 


22 

30 

mA 


Data Output Leakage Current 

10,11 


0 

100 

nA 

v pull-up = 15 V, V cc = 







5.35 V 

ALBO Port Off Voltage 

2,3,4 


0 

0.1 

V 


Amplifier Pin Voltage 

5, 6, 7, 8 

2.4 

2.9 

3.4 

V 


DYNAMIC CHARACTERISTICS AMPLIFIER 



-50 

0 

50 

mV 

R s = 8.2 kO 



47 

50 

53 

dB 


Input Impedance 


20 



kQ 






200 

0 


ALBO 

ALBO Off Impedance 







ALBO On Impedance 







THRESHOLDS 

ALBO Threshold 


1.4 

1.5 

1.6 

V 


Clock Threshold as % of ALBO Threshold 

68 


80 

% 


DATA Threshold as % of ALBO Threshold 

42 


49 

% 


Clock Drive Current 


0.7 


1.4 

mA 

At V 0 = ValbO Threshold 

OUTPUT STAGES 






R[_ =1300, Vp U ||. U p = 







5.1 ±5% 

Output Pulse Rise Time 




40 

mm 


Output Pulse Fall Time 




40 

■Oil 


Output Pulse Width 


224 

244 

264 

K£f. 


Output Pulse Width Differential 


-10 


+ 10 

WRm 


Buffer Gate Voltage (Low) 


0.65 


0.95 

V 


Buffer Gate Voltage Differential 


-0.15 


0.15 

V 
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ELECTRICAL CHARACTERISTICS 


XR-T5720 


Test Conditions: Unless otherwise stated, all characteristics shall apply over the operating temperature range of -40°C to + 85°C 
with V cc = 5.1 V ±5%, all voltages referred to ground = 0 V. 


SYMBOL 

PARAMETERS 

PINS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

GENERAL CHARACTERISTICS (Ref. Figure 2) | 

•s 

Supply Current 

14 


22 

30 

mA 


•ld 

Data Output Leakage 








Current 

10,11 



100 

aA 

from V$ 








(See Note 1) 


Amplifier Pin Voltages 

5, 6 , 7 , 8 

2.4 

2.9 

3.4 

V 



ALBO Ports Off Voltage 

2,3,4 


0 

0.1 

V 



Note 1: V S = 15V, V C c = 5.35V 


AMPLIFIER (Ref. Figure 2, Only Pins 1,9, 10.. .18 (Connected) 



Input Offset Voltage 

Input Bias Current 

Input Offset Current 

Output Offset Voltage 

Common Mode 

Rejection Ratio 

Power Supply 

Rejection Ratio 

Output Voltage Swing 

5 & 6 

5 & 6 

5 & 6 

7 & 8 

7 & 8 

7 & 8 

7 & 8 

-10 

0 

-1 

-50 

30 

30 

2.2 

0 

+ 10 

5 

1 

-50 

mV 

mA 

mV 

dB 

dB 

v 

R S = 8.2 kfi 
(See Note 1) 

R S = 8.2 kfi 
(See Note 1) 

R S = 8.2 kfi 
(See Note 1) 

RS = 8.2 kfi 
(See Note 1) 

Vcm ±0.3 V 

V cc ±10 

Note 1: Rg = 

= Source Resistance 







CLOCK AMPLIFIER (Ref. Figure 2 Disconnect Pin 15 from Pin 16) 1 


Input Offset Voltage 

15 & 16 

0.5 


6 

mV 

Rs = kfi 








(See Note 1) 


Input Bias Current 

15 & 16 



10 

aA 

T = 25°C 


Max Output Voltage 

13 

0.7 



V 



Min Output Voltage 

13 

0.7 



V 



Max./Min Output 








Voltage Difference 




50 

mV 



Notes: 1. Rg = Source resistance, Pin 15 positive with respect to Pin 16 

2. Pin 15 = Pin 16 = 3.6 V 

3. Pin 15 = 2.6 V, Pin 16 = 3.6V 

4. Pin 15 = 4.6V, Pin 16 = 3.6V 

5. Calculation only 


ALBO (Ref Figure 2) 


On Current 

1 

3 



mA 

V 8 -V 7 = ±1.75 V 


Drive Current 

17 

0.4 


1.4 

mA 

V 3 -V 7 = ±1.75 V 


Resistance Pin 17 to GN 


35 

50 

70 

kfi 

Not Powered 


DYNAMIC CHARACTERISTICS 


AMPLIFIER (Ref. Figure 3) 


Ao 

AC Gain at 1 MHz 

5 to 8 

47 

50 

53 



Zin 

Input Impedance 

5 

20 



kfi 

(See Note 1) 

z out 

Output Impedance 

7,8 



200 

fi 

(See Note 2) 


Notes: 1. At 1 MHz, AC ground Pins 7 and 8 disconnect 51 fi resistor. Allow for in-circuit R,C 
2. At 1 MHz, use Figure 2. 


CLOCK AMPLIFIER (Ref. Figure 3) 


Ao 

AC Gain 

15,16 to 13 

32 



dB 

(See Note 1) 

BW 

- 3 dB Bandwidth 

15,16 to 13 

10 



MHz 

(See Note 2) 


Delay 

15,16 to 13 

8 


12 

ns 

(See Note 3) 


Output Impedance 

13 



200 

fi 

(See Note 4) 


Notes: 1. Remove dc offset, at 2,048 MHz, Pin 13 = IV pk-pk sine wave 

2. Remove dc offset, Pin 13 = 1 V pk-pk sine wave 

3. Remove dc offset, Pin 15 = 2 V pk-pk sine wave. Delay from Pin 15 negative-going zero crossover to Pin 13 positive 
edge. 

4. Remove dc offset, at 2,048 MHz 
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XR-T5720 


SYMBOL 

PARAMETERS 

PINS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

ALBO (Ref. Figure 2) 


Off Impedance 

Intermediate Impedance 

2,3,4 

20 



kfi 

(See Note 1) 


Difference 

2,3,4 



5 


(See Note 2) 


On Impedance 

2,3,4 



25 

M 

(See Note 3) 


Transconductance 

7/8 to 1 



0.03 

dB 

(See Note 4) 


Notes: 1. At 1 MHz, allow for in-circuit R,C 

2. At 1 MHz, V8-V7 adjusted for current at Pin 1 = lOO^A 

3. At 1 MHz, V8-V7 adjusted for ± 1.75 V 

4. At 1 MHz, change in VgAAp for current at Pin 1 = 10 /*A to 100 /iA 


THRESHOLD VOLTAGES (Ref. Figure 3) [ 


ALBO Threshold +ve 

8-7 

1.4 

1.5 

1.6 

V 

(See Notes 1 & 2) 


ALBO Threshold - ve 

7-8 

1.4 

1.5 

1.6 

V 

(See Notes 1 & 2) 


ALBO Threshold Difference 
Clock Drive on Current 

— 

.5 

0 

5 


(See Note 3) 


(Peak) +ve 

Clock Drive on Current 

18 

0.65 

1.0 

1.4 

mA 

(See Note 4) 


(Peak) - ve 

Clock Drive on Current 

18 

0.65 

1.0 

1.3 

mA 

(See Note 5) 


Difference 

— 

.5 

0 

5 


(See Note 3) 


Clock Threshold +ve 

8-7 

68 


80 


(See Notes 1, 6, 8) 


Clock Threshold - ve 

7-8 

68 


80 

% 

(see Notes 1,7,8) 


Clock Threshold Difference 

— 

-5 

0 

5 

% 

(See Note 3) 


Data Threshold +ve 

8-7 

44 

46 

48 

% 

(See Notes 1, 8, 9, 11) 


Data Threshold -ve 

7-8 

44 

46 

48 

% 

(See Notes 1, 8, 10, 11) 


Data Threshold Difference 

— 

-3 

0 

3 

% 

(See Note 3) 


Notes: 


1. Pk/pk voltage at Pins 7 and 8 of a 1 MHz sine wave derived through amplifier and measured differentially 

2. Pk/pk voltage at Pins 7 and 8 adjusted for current at Pin 1 =3 mA 

3. Calculation only / higher va | ue \ 

percentage difference calculated from l — -1 J x 100 % 

\ lower value / 

4. V8-V7 adjusted to ALBO threshold -i-ve voltage (ref. Pin 16 = 3.6 V) 

5. V7-V8 adjusted to ALBO threshold -ve voltage (ref. Pin 16 = 3.6 V) 

6. V8-V7 adjusted to peak current at Pin 18 = 1/2 (clock drive on current peak +ve) 

7. V7-V8 adjusted to peak current at Pin 18 = 1/2 (clock drive on current peak - ve) 

8. Figure taken as a percentage of lower ALBO threshold 

9. V8-V7 increased until 1 MHz PRF on counter at Pin 10 

10. V7-V8 increased until 1 MHz PRF on counter at Pin 11 

11. With 2,048 MHz 2 V pk-pk sine wave to Pin 15 with 180 **H in parallel with 36 0 to Pin 16 = 3.6 V 


OUTPUT STAGES (Ref. Figure 3. Use 180 inductor between Pins 15 and 16. Apply 2.048 MHz 2V pk/pk to Pin 15.) 


t r 

Output Pulse Rise 








Time +ve 

10 



40 

ns 

10% - 90% 

tr 

Output Pulse Rise 








Time -ve 

11 



40 

ns 

10% to 90% 

tf 

Output Pulse Fall 








Time + ve 

10 



40 

ns 

10% -90% 

tf 

Output Pulse Fall 








Time - ve 

11 



40 

ns 

1 0 % -90 % 

t w 

Output Pulse Width +ve 

10 

244 

244 

264 

ns 

at 50% 

t w 

Output Pulse Width - ve 

11 

244 

244 

264 

ns 

at 50% 

Yt w 

Output Pulse Width 








Difference 

— 

-10 


10 

ns 


V 0 L 

Buffer Gate Voltage 








(low) +ve 

10 

0.65 


0.95 

V 


v OL 

Buffer Gate Voltage 








(low) - ve 

11 

0.65 


0.95 

V 


bV 0L 

Buffer Gate Voltage 








Difference 

— 

-0.15 


0.15 

V 



1-456 








XR-T5720 


i i 





1-457 










XR-T5720 


SYMBOL 

j PARAMETERS 

PINS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

SAMPLE PULSE WIDTH (Ref. Figure 4. Cy = 27 pF) 


Sample Pulse Width 



10 

20 j 

| nS 

(See Notes 1... 5) | 


Notes: 1. The sample pulse width is the period during which the output latches are opened to accept a signal above the data 
threshold at Pin 7 or 8 and cause a half-width output pulse at Pin 11 or 10 respectively. 

2. Sample pulse width is specified with a 2.048 MHz TTL waveform at clock input (Pin 15) and a 2.400 MHz Schottky TL 
waveform at amplifier input in the circuit of Figure 5. Figure 7 shows the relevant 1C waveforms. 

3. Monitor the frequency of coincident output pulses at Pins 10 and 11 either directly or through output circuit to 
frequency counter. 

4. Sample pulse width = Xns + (0.1 x measured frequency in kHz ns where X is the mean rise/fall times of the 
waveform at Pin 8 between 25% and 75%. 

5. X to be within the range 10 ns < X < 12 ns. This requires HF layout techniques with the amplifier operated closed 
loop. 


SAMPLE PULSE GENERATOR INPUT WAVEFORM (Pin 12 Ref. Figure 4, Cy = 40 pF) | 


Output Pulse Frequency 

10,11 

1,024 
- 100 ppm 

1,024 

1,024 
+ 100 ppm 

MHz 

(See Note 1) 


Notes: 1. Width 2.048 MHz ± 100 ppm TTL waveform at clock input with half of above waveform frequence at amplifier input. 


2. Sample pulse width is specified with a 2,048 MHz TTL waveform at clock input (Pin 15) and a 2,400 MHz Schottky TL 
waveform at amplifier input in the circuit of Figure 5. Figure 7 shows the relevant 1C waveforms. 


S- a 


i 1 u F I 0 lul 




w T^cc 1 

1^^— j LIMITER | 


CLOCK 

THRESHOLD 

DETECTOR 


ALBO 

THRESHOLD 
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m 


r 4 j 


fi2 

li 

i 

SAMPLING | l 

PULSE | 



| D O 

-l£ 




AMPLIFIER INPUT • ✓VSA— 


UJ 


DATA 

THRESHOLD 

DETECTOR 


r t 



#-#- 


Figure 4. Sampling Pulse Test Circuit 










XR-T5720 



FREQUENCY (MHz) 


Figure 5. Typical and Limiting Values of Gain and Phase 


INPUT WAVEFORMS 
CLOCK I/P 2.048 MHz 


+2.4V 

+0.4V 


AMPLIFIER I/P 2.400 MHz 


+2.4 V 
+0.4V 


1C WAVEFORMS 

SAMPLE PULSE (INTERNAL) V~~ V " V \f V V / 

Xns 


+5. IV 
+0.7V TYP. 
+5. IV 
+0.7V TYP. 

NOTE 

COINCIDENT OUTPUT PULSES 



Figure 6. 1C Waveforms for Measuring Sampling Pulse Width 
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XR-T5740 


Z* EX4R 


PCM AMI Line Receiver and 
Clock Recovery Circuit 


GENERAL DESCRIPTION 

The XR-T5740 is a monolithic bipolar 1C designed for T1 
line receiver application operating at 1.544 M bit/s. It 
provides all the active circuitry required to perform au- 
tomatic line build out (ALBO), threshold detection, 
binary NRZ data and clock recovery as the XR-T5640 
but with a crystal filter instead of a LC tank circuit. 

A clock recovery using an LC filter circuit version of the 
XR-T5740 is also available as the XR-T5640. 


FEATURES 

Clock Recovery using Crystal Filter 
On-chip NRZ Data and Clock Recovery Circuitry 
Less than 10 ns Sampling Pulse Over the Operating 
Range 

Triple Matched ALBO Ports 
Single 5.1 V Power Supply 


APPLICATIONS 

T1 PCM Line Receiver 

TIC PCM Line Receiver (requires external gain) 
General Purpose Bipolar Line Receiver 


ABSOLUTE MAXIMUM RATINGS 


Storage Temperature - 65°C to + 1 50°C 

Operating Temperature -40°Cto +85°C 

Supply Voltage -0.5 to + 10V 

Supply Voltage Surge (10 ms only) +25V 

Input Voltage (except Pins 2,3,4,17) -0.5 to + 7V 

Input Voltage (Pins 2,3,4,17) -0.5 to +0.5V 

Data and Clock Output Voltage -0.5 to 20 V 

Voltage Sure (Pins 5,6,10,11) (10 ms only) +50V 


FUNCTIONAL BLOCK DIAGRAM 



CONTROL 


CLOCK 

AMPLIFIER 

INPUT 


CLOCK 

AMPLIFIER 

INPUT 


CLOCK 

OUTPUT 


PHASE SHIFTED 
CLOCK INPUT 


CLOCK 


NRZ DATA 


SYSTEM DESCRIPTION 

The XR-T5740 is designed as a receiver for interfacing 
T1 PCM carrier lines on plastic or pulp insulated 
cables. It can also be used as a general purpose alter- 
nate mark inversion (AMI) receiver. 


The XR-T5740 is a modified version of XR-T5720 PCM 
repeater 1C. It contains all the active circuitry needed 
to build a T1 receiver for interfacing up to 6300 ft. The 
preamplifier, the clock amplifier, threshold detectors, 
ALBO port, data latches and output drivers are similar 
to the ones on XR-T5720. Clock extraction is done by 
means of a crystal filter circuit. 


ORDERING INFORMATION 

Package Operating Temperature 

Ceramic -40°Cto+85°C 


Bipolar + 1 and - 1 pulses are combined within the 1C 
to form a binary non-return to zero PCM signal at Pin 
10. A synchronous clock signal is made available at 
Pin 11. Both outputs have open collector transistors. 


Part Number 

XR-T5740 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Ta = 25°C, Vcc = 5.1 V ± 5% 


XR-T5740 


PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

Supply Current 


22 

30 

mA 

ALBO Off 

Clock & Data Output Leakage Current 


0 

100 

mA 

v pull-up = 15V 

Amplifier Pin Voltages 

2.4 

2.9 

3.4 

V 

At Unity DC Gain 

Amplifier Output Voltage Swing 

2.2 



V 


Amplifier Output Offset Voltage 

-50 

0 

50 

mV 

R s = 8.2 kO 

Amplifier Input Bias Current 



5 

„A 


ALBO on Current 

3 



mA 


Drive Current 


1 


mA 


AC CHARACTERISTICS 

Pre-Amplifier 






AC Gain at 1 MHz 


50 


dB 

Open Loop 

Input Impedance 

20 



kO 


Output Impedance 



200 

o 


Clock Amplifier 






AC Gain 


32 


dB 

Open Loop 

-3 dB Bandwidth 

10 



MHz 


Delay 


10 


ns 


Output Impedance 



200 

a 


ALBO 

Off Inpedance 

20 



kO 


On Impedance 



25 

0 


CLOCK DATA OUTPUT BUFFERS 





R[_ = 1300, Vp U ||. U n - 






5.1V ± 5% 

Rise Time 


30 


ns 


Fall Time 


30 


ns 


Output Pulse Width 


244 


ns 


Sample Pulse Width 


10 


ns 


VOL 


0.7 


V 


'L sink 


35 


mA 


THRESHOLDS 

ALBO 

1.4 

1.5 

1.6 

V 


Clock Drive Current Peak 


1.0 


mA 

At V n = Vai ro Threshold 

Clock Thresholds 






% of ALBO 

63 


75 

% 


Data Threshold 






%of ALBO 

40 

46 

52 

% 





EXAR 


XR-T5750 


PCM Line Receiver and 
Clock Recovery Circuit 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-T5750 is a monolithic bipolar 1C designed for 
PCM type line receiver applications operating at T1, 
T148C, TIC and 2 M bit/s data rates. It provides all the 
active circuitry required to perform automatic line build 
out (ALBO), threshold detection, positive and negative 
data and clock recovery using a crystal filter. 

Clock recovery using an LC tank circuit instead of a 
crystal filter is also available as XR-T5650. 

FEATURES 

On Chip Positive and Negative Data, Clock Recovery 
Less than 10 ns Sampling Pulse over the Operating 
Range 

Double Matched ALBO Ports 
Single 5.1 V Power Supply 
2 M Bit/s Capability 
Clock Recovery using Crystal Filter 

APPLICATIONS 



CLOCK 

AMPLIFIER 

INPUT 


CLOCK 

AMPLIFIER 

INPUT 


PHASE 

SHIFTED 

CLOCK 

INPUT 


-1 DRIVER 


T1 PCM Line Receiver 
T148C Line Receiver 

TIC PCM Line Receiver (requires external amplifier) 
General Purpose Bipolar Line Receiver 
HDB3 Line Receiver 
B8ZS Line Receiver 

ABSOLUTE MAXIMUM RATINGS 

Storage Temperature - 65°C to + 1 50°C 

Operating Temperature -40° to +85°C 

Supply Voltage - 0.5 to + 1 0V 

Supply Voltage Surge (10 ms) + 25V 

Input Voltage (except Pins 2,3,4,17) -0.5 to 7V 

Input Voltage (Pins 2,3,4,17) -0.5 to +0.5V 

Data Output Voltage (Pins 10,11) 20V 

Voltage Surge (Pins 5,6,10,1 1) (10 msec only) 50V 

ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-T5750 Ceramic -40°Cto85°C 


SYSTEM DESCRIPTION 

The XR-T5750 is designed for interfacing T1, T148C 
and 2 Mbit/s PCM carrier lines on plastic or pulp insu- 
lated cables. It can also be used at TIC rate (3.152 M 
bit/s) with external gain. Since it outputs plus and minus 
ones on a bipolar pulse stream together with the clock, 
it can be used to interface systems having different line 
codes like AMI, AMI-B8ZS or AMI-HDB3. 

The XR-5750 is a modified version of XR-T5720 PCM re- 
peater 1C. It contains all the active circuitry needed to' 
build a PCM line receiver up to 6300 ft cable length. 
The preamplifier, the clock amplifier, threshold detec- 
tors, data latchs and output drivers are similar to the 
ones on XR-T5720. Clock extraction is done by means 
of a crystal filter circuit. 

In addition to plus and minus one outputs, a synchro- 
nous clock signal is made available at Pin 1 1 by delet- 
ing one of the ALBO ports on XR-T5720 thus leaving 
two matched ALBO ports. All outputs have high current 
open collector transistors. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqq = 5.1V, ±5%, Ta = 25°C, unless otherwise specified. 


XR-T5750 


PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

Supply Current 


24 

30 

mA 

ALBO Off 

Clock & Data Output 






Output Leakage Current 


0 

100 


v pull-up = 15 V 

Amplifier Pin Voltages 

2.4 

2.9 

3.4 

V 

A\ DC Unity Gain 

Amplifier Output 






Offset Voltage 

-50 

0 

50 

mV 

Rg — 8.2 kO 

Voltage Swing 

2.2 



V 

Measured Differentially 






from Pin 7 to Pin 6 

Amplifier Input 






Bias Current 



5 

IJlA 


ALBO on Current 

3 



mA 


Drive Current 


i 


mA 


AC CHARACTERISTICS 

Pre-Amplifier 






AC Gain at 1 MHz 


50 


dB 


Input Impedance 

20 



kO 


Output Impedance 



200 

0 


Clock Amplifier 






AC Gain 


32 


dB 


-3 dB Bandwidth 

10 



MHz 


Delay 


10 


ns 


Output Impedance 



200 

o 


ALBO 






Off Impedance 

20 



kO 


On Impedance 



25 

0 


CLOCK DATA OUTPUT BUFFERS 





R|_ = 1300, Vpuii-yp = 






5.1 V ± 5% 

Rise Time 


30 


ns 


Fall Time 


30 


ns 


Output Pulse Width 


244 


ns 


Sample Pulse Width 


10 


ns 


v OL 


0.7 


V 


'L sink 


35 


mA 


THRESHOLDS 

ALBO 

1.4 

1.5 

1.6 

V 


Clock Drive Current Peak 


1.0 


mA 

At Vq = ValbO Threshold 

CLOCK THRESHOLD 

% of ALBO 

63 

68 

75 

% 


DATA THRESHOLD 

% of ALBO 

40 

46 

52 

% 
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XR-T5760 


Z* EX4R 



Low Power T1, T148C & 2 M Bit/s Repeater 


GENERAL DESCRIPTION 


FUNCTIONAL BLOCK DIAGRAM 


The XR-T5760 is a low power version of the XR-T5700 
repeater circuit for T1 carrier system operating at 
1.544 M bit/s (T 1 ), European 2 M bit/s or 2.37 M bit/s 
(T148C). It provides all of the active circuitry required 
for one side of a PCM repeater and also has the cability 
of clock extraction using a crystal filter. 

Clock recovery using an LC tank circuit instead of a 
crystal filter is also available as XR-T5660. 


FEATURES 

Low Power 

Crystal Filter Clock Extraction 
Single 5.1 V Power Supply 

Less than 10 ns Sampling Pulse Over the Operating 
Range 

Triple Matched Automatic Line Build-out (ALBO) Ports 
2 M Bit/s Capability 

APPLICATIONS 

T1 PCM Repeater 

T148C PCM Repeater 

European 2 M Bit/s PCM Repeater 

TIC PCM Repeater (requires external preamplifier) 

ABSOLUTE MAXIMUM RATINGS 

Storage Temperature - 65°C to + 1 50C 

Operating Temperature -40°Cto +85°C 

Supply Voltage - 0.5 to + 10V 

Supply Voltage Surge (1 0 ms) + 25 V 

Input Voltage (except Pins 2,3,4,17) -0.5 to 7V 

Input Voltage (Pins 2,3,4,17) -0.5 to + 0.5V 

Data Output Voltage (Pins 10,11) 20 V 

Voltage Surge (Pins 5,6,10,1 1) (10 msec only) 50V 

ORDERING INFORMATION 

Part Number Package Operating Temperature 

XR-T5760 Ceramic -40°Cto+85°C 



CLOCK 

DRIVE 


ALBO 

CONTROL 


CLOCK 

AMPLIFIER 

INPUT 


CLOCK 

AMPLIFIER 

INPUT 


V CC 


CLOCK 

OUTPUT 


PHASE SHIFTED 
CLOCK INPUT 


•VE DATA 
OUTPUT 


+VE DATA 
OUTPUT 


peater 1C. It contains all the active circuitry to imple- 
ment one side of a PCM, repeater operating on either 
pulp or plastic insulated cables. Repeater to repeater 
spacing on either type of cable is 6300 ft. max. 


Bipolar PCM signal is attenuated and dispersed in time 
as it travels along the transmission cable, characteris- 
tics of which vary with length, frequency, temperature 
and humidity. The PCM signal when received is ampli- 
fied, equalized for amplitude characteristics and recon- 
structed by the preamplifier, automatic line build out 
(ALBO), clock and data threshold circuits. Amplitude 
equalization is achieved through shaping the frequency 
spectrum with the help of variable impedance ALBO 
ports. 


Timing information is contained in the incoming pulse 
stream. This signal is full wave rectified and applied to 
a crystal filter circuit to extract the clock signal at the 
data rate. The clock signal is amplified and phase 
shifted between Pins 13 and 12 to obtain 90° phase 
shift by means of an R-L-C circuit. 


SYSTEM DESCRIPTION 

The XR-T5760 is a monolithic bipolar PCM repeater 1C 
operating at 1.544 (T1), 2.048 and 2.37 (T148C) M bits / 
sec. It is the low power version of XR-T5720 PCM re- 


Data is sampled and stored in the output data latches 
by an internally generated sampling pulse. Buffer driv- 
ers are then enabled to produce precisely timed output 
pulses whose width and time of occurence are con- 
trolled by the regenerated clock. 
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XR-T5760 


ELECTRICAL CHARACTERISTICS 

Test Conditions: Vqq = 5.1 V ±5%, T/\ =25°C, unless specified otherwise. 


PARAMETERS 

MIN 

TYP 

MAX 

UNIT 

CONDITIONS 

Supply Current 

Clock and Data Output 



14 

mA 

ALBO Off 

Output Leakeage Current 


0 

100 

f*A 

Vpull-up ~ 15 V 

At DC Unity Gain 

Amplifier Pin Voltages 
Amplifier Output 

2.4 

2.9 

3.4 

V 


Offset Voltage 

-50 

0 

50 

mV 

R s = 8.2 kO 

Voltage Swing 

2.2 



V 

Measured Differentially 






from Pin 8 to Pin 7 

Amplifier Input 






Bias Current 



5 

f*A 


ALBO on Current 

3 



mA 


Drive Current 


1 


mA 


AC CHARACTERISTICS 

Pre-Amplifier 

AC Gain at 1 MHz 


50 


dB 


Input Impedance 

20 



k o 


Output Impedance 

Clock Amplifier 



200 

0 


AC Gain 


32 


dB 


-3 dB Bandwidth 

10 



MHz 


Delay 


10 


ns 


Output Impedance 

ALBO 



200 

Q 


Off Impedance 

20 



kO 


On Impedance 



25 

0 


DATA OUTPUT BUFFERS 





R[_ = 1300, Vpu||-up = 






5.1 V ±5% 

Rise Time 


30 


ns 


Fall Time 


30 


ns 


Output Pulse Width 


244 


ns 


Sample Pulse Width 


10 


ns 


v OL 


0.7 


V 


•L sink 


35 


mA 


THRESHOLDS 

ALBO 

1.4 

1.5 

1.6 

V 


Clock Drive Current Peak 


1.0 


mA 

At V 0 =V/\(_BoT hresho| d 

CLOCK THRESHOLD 

% of ALBO 

63 

68 

75 

% 


DATA THRESHOLD 

% of ALBO 

40 

46 

52 

% 
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EXAR 


SEMI-CUSTOM DESIGN CONCEPT 


Traditionally, the development of custom IC’s has been 
a long and costly undertaking. The development time 
would normally run in excess of one year, design 
changes are slow and costly, and it may take a long 
time to get from the prototype stage to full production. 
Because of these difficulties, the use of custom IC’s 
could be economically justified only when a very large 
quantity of circuits, i.e., several hundred-thousand 
units, were required during the life of the end product. 
In the past, these drawbacks have severely limited the 
use of custom monolithic IC’s. 

The semi-custom design concept, pioneered by Exar, 
now overcomes this traditional problem. Exar makes 
this possible by stocking wafers that are completely 
fabricated except for the final process step of device in- 
terconnection which metalizes all selected compo- 
nents together in the required circuit configuration. This 
enables an engineer to design a metal mask based on 
his circuit which will interconnect the uncommitted 
components on the prefabricated wafers, and thus con- 
vert them into customized chips corresponding to the 
customer’s design. This unique method of 1C design 
and development allows one to develop an almost un- 
limited variety of custom linear or digital integrated cir- 
cuits at very substantial cost savings. 

The semi-custom program is intended for those cus- 
tomers seeking cost effective methods of reducing 
component count and board size in order to compete 
more effectively in a changing marketplace. The pro- 
gram allows a customized monolithic 1C to be devel- 
oped with a turnaround time of several weeks, at ap- 
proximately 10% to 20% of the development costs for 
tooling associated with the conventional full custom de- 
signs. The semi-custom design concept is an interac- 



tive or cooperative development effort between Exar 
and the customer. In most cases, the cost and develop- 
ment time for the program can be reduced even further, 
if the customer does the design and breadboarding of 
his own semi-custom 1C, using Exar Design Kits, in- 
struction manuals and layout sheets. 

The semi-custom design approach is based on a num- 
ber of standardized 1C chips with fixed component loca- 
tions. These standardized 1C chips, called Master- 
Chips, contain a large number of undedicated active 
and passive components (i.e., transistors, resistors, 
logic gates, etc.). These integrated components can be 
interconnected in thousands of different ways with a 
customizing interconnection pattern. Each different 
metal interconnection pattern creates a new custom 1C. 
The figures below show the magnified photograph of a 
Master-Chip, both in its prefabricated form and after its 
customization with a special interconnection pattern. 
This method is called semi-custom rather than full cus- 
tom, since only the last layer of tooling is changed to 
customize an 1C chip, and rest of the layers are stan- 
dard. As a result, the development phase is very short, 
far less expensive and risk free, compared to conven- 
tional full or dedicated custom IC’s. Similarly, if a design 
change or iteration is necessary, it can be readily ac- 
commodated within a matter of weeks by simply gener- 
ating a new or modified interconnection pattern. 

Exar offers a wide choice of Master-Chips for linear and 
digital semi-custom design. Presently, Master-Chips are 
available in linear bipolar, linear compatible l 2 L and 
CMOS technologies. Additional chips are under devel- 
opment for a variety of special applications. The details 
of each of the presently available chips are discussed 
in the later section of this book. 



Magnified Photograph of a Linear Master-Chip Before and After Customizing 
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DESIGN KITS 


Exar offers three Design Kits: One for linear bipolar, one 
for |2|_ and one for CMOS. Since the general approach 
to semi-custom design is the same as that for full cus- 
tom, these design kits are valuable tools for both full 
custom and semi-custom design work. This is especial- 
ly true in the case of linear design. Each of these kits 
contain a comprehensive design manual, a set of semi- 
custom layout sheets and a P.C. board, 1C sockets and 
other hardware for building your breadboard. The only 
active components in these kits, that are meant for use 
in breadboarding, are the transistor arrays found in the 
linear bipolar and l 2 L design kits. The logic blocks 
found in the I^L design kit is meant to be used for pro- 
cess evaluation. Digital breadboarding can be done us- 
ing the appropriate logic family such as 74LXX, 74CXX 
or 4 XXX. The kits are designed so that an engineer, 
armed only with a background in discrete design, a cal- 
culator and a pencil, can design his own customized in- 
tegrated circuit. The technical material is presented in 
a straight forward, no-nonsense format with lots of illus- 
trative figures and all of the pertinent equations. 

After the circuit is designed, and before it is bread- 
boarded, it is recommended that the customer send 
Exar a schematic and a circuit description for an engi- 
neering evaluation. Normally, there is no charge for 
such an evaluation. Exar has successfully completed 
well over 850 custom design programs and our experi- 
ence can provide valuable guidelines. Exar’s Applica- 
tions Engineering department is ready and able to help 
our semi-custom design program customers in both the 
breadboard and layout stage. We can provide immedi- 
ate answers to your circuit design or testing questions, 
and speed your custom design on its way. 

YOUR FIRST STEP 

Your very first step, at the start of a semi-custom pro- 
gram, should be to contact Exar for a preliminary analy- 
sis and discussion of your needs. This can be done 
even while the program is still at the thought stage. This 
initial review by Exar is performed at no cost to the cus- 


tomer and is essential to the success of the program. It 
avoids any possible design pitfalls or misunderstand- 
ings. This early interaction also allows you to find out 
some of the options or variations available in Exar’s 
semi-custom programs and choose the one which is 
best suited to your needs. 

The following is required by Exar’s technical staff to pro- 
vide you with an accurate feasibility study of your proj- 
ect. and a budgetary estimate of the development 
costs, timetables and production pricing. 

• A block diagram of circuit function and input/output 
interface requirements. 

• A circuit schematic or logic diagram of your circuit. 

• Preliminary or objective performance specifications 
and limits on critical circuit parameters (also possible 
tradeoffs which may be allowed). 

• Types of electrical testing required for production 
units (i.e., ac or dc parametric testing, functional test- 
ing, etc.). 

° Packaging requirements. 

• Production quantity requirements. 

• Desired development and production timetables. 

« An indication of how much of the breadboarding, lay- 
out, etc., can be done by you, the customer, using 
Exar’s Design Kits or standard logic blocks (74LXX, 
74CXX or 4XXX). 

Once the above data package is submitted to Exar, we 
would review it and respond to you within a few days. 

Normally, the test system development effort is initiated 
in parallel with chip development. Exar has a complete 
computer controlled 1C test facility and offers complete 
1C testing capability for production units. 




METAL 

MASK 



FINISHED 

CHIP 


Steps of Semi-Custom Design 
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WHAT PACKAGE TYPES ARE AVAILABLE? 

All semi-custom IC’s are available in dual-in-line (DIP) 
packages. Commercial grade units are normally pack- 
aged in plastic DIP packages. Exar offers a wide selec- 
tion of such packages, in 8-, 14-, 16-, 18-, 20-, 22-, 24-, 
28- and 40-pin versions. The industrial or military grade 
products requiring hermetic packaging are available in 
frit-seal ceramic packages (CERDIP). Other packages, 
such as molded plastic flat packs, single-in-line (SIP), 
small-outline (S.O.) packages and leadless carriers, are 
also available. All of the packaged units are subjected 
to Exar’s stringent quality assurance specifications pri- 
or to shipment. 

IS THERE A SECOND SOURCE FOR 
SEMI-CUSTOM IC’s? 

In most high volume production applications of IC’s the 
customer often requires more than one supplier of a 
given 1C. Anticipating this alternate source require- 
ment, Exar has made contractual agreements with oth- 
er 1C manufacturers to provide a second source for 
Exar’s semi-custom IC’s. 

In certain cases, where a critical supply situation may 
exist, Exar can also provide a special bonded inventory 
of parts, either in chip form or in packaged form, by pri- 
or arrangement with the customer. 


WHAT IF MY PRODUCTION REQUIREMENTS 
EXCEED MY INITIAL EXPECTATIONS? 

Using the semi-custom 1C, it is not unusual for an end 
product to be extremely successful in a very short time. 
In that case, the anticipated volume of the custom 1C 
may jump from a few thousand units to several hundred 
thousand units. When this happens, Exar can quickly 
convert your semi-custom design to a full custom chip 
and make it much more cost effective for you. Translat- 
ing a semi-custom design to a full custom 1C is a very 
simple, trouble free step which can normally be done in 
less than six months, and at a modest cost. 

CAN EXAR SUPPLY CHIPS? 

All of Exar’s semi-custom products can also be sup- 
plied in chip form for hybird assemblies. A detailed de- 
scription of the electrical specifications, visual inspec- 
tion criteria, and the handling and shipping options 
available for monolithic chips is given in a later section 
of this book. 

CAN EXAR DO ENVIRONMENTAL SCREENING? 

Exar has complete burn-in, environmental test and 
screening services available for temperature stressing, 
thermal shock or humidity and hermeticity tests. For a 
detailed analysis of your needs, consult Exar’s Market- 
ing department. 


START 



*W these steps are not done by Exar they should be done in consultation with Exar. Finish 

* *These steps must be done by Exar. 


FLOW CHART OF TYPICAL SEMI-CUSTOM DEVELOPMENT 
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FREQUENTLY ASKED QUESTIONS 
AND THEIR ANSWERS 

Based on our long experience with Exar’s semi-custom 
Master-Chips, we have compiled a comprehensive 
glossary of the most often asked questions concerning 
the program. The following is a list of these questions 
and their answers. 

WHAT IS THE COST OF THE BASIC PROGRAM? 

The cost of the semi-custom development program de- 
pends on how much of the design and layout is done by 
the customer. In general, the basic semi-custom pro- 
gram is where the customer does the design, bread- 
board evaluation and pencil layout on the Master-Chip 
worksheet; and Exar does only the 1C tooling and proto- 
type fabrication. This is the most economical and cost 
effective approach. 

For bipolar semi-custom designs, the development cost 
of the basic program is in the range of $3,500 to 
$6,000, starting with an accurate layout supplied by the 
customer. The above prices also include the cost of 50 
monolithic prototypes delivered at the completion of the 
program. Additional prototypes are available at a nomi- 
nal cost, in minimum lots of 200 units. 

In the case of l 2 L or CMOS semi-custom designs, the 
basic development program costs are in the range of 
$4,200 to $8,500, depending on the layout complexity 
and the particular Master-Chip used. This development 
cost also includes 25 monolithic prototypes. Additional 
prototypes are available at a nominal cost, in minimum 
lots of 200 units each. 

WHAT IS THE DEVELOPMENT TIME? 

Typical development time for the basic bipolar semi- 
custom program is four to six weeks, starting with the 
customer’s pencil layout and ending with the monolithic 
prototypes. If Exar is required to do the 1C layout or 
breadboard evaluation, several additional weeks may 
be required to complete the development program. 

In the case of l 2 L or CMOS semi-custom development 
programs, the typical development time is eight to ten 
weeks, starting with the pencil layout of the Master- 
Chip worksheet. The l 2 L semi-custom program takes 
slightly longer than bipolar or CMOS because it re- 
quires three layers of custom tooling, rather than one, 
to customize a prefabricated Master-Chip. 

WHAT IF ADDITIONAL DESIGN CYCLES ARE NEEDED? 

If the customer desires to modify the design or layout 
after evaluation of the initial prototypes, a new design it- 
eration cycle can be completed within five weeks for 
the bipolar and CMOS designs, and within eight to ten 
weeks for the l 2 L designs. 


Typical costs of additional design cycles are $2,000 to 
$4,500 for bipolar and CMOS designs and $3,500 to 
$5,000 for l 2 L designs. These costs also include the ad- 
ditional prototypes supplied at the completion of the de- 
sign iteration cycle. 


WHAT ABOUT PRODUCTION PRICING? 

The production pricing of monolithic IC’s depends upon 
a number of important factors such as: 

a) Master-Chip type. 

b) Circuit complexity (i.e., yield). 

c) Device performance and test requirements. 

d) Special environmental screening requirements 
(burn-in, hermeticity tests, etc.). 

e) Package type required. 

In the case of a custom 1C, it is impossible to anticipate 
the impact of these factors without detailed knowledge 
about the circuit and its application. Each custom 1C, 
by definition, has some unique requirement or feature 
associated with it. After reviewing your specific needs, 
particularly with regard to the circuit performance and 
quality requirements, Exar can provide you with a de- 
tailed proposal outlining the development costs and 
production pricing for your particular circuit. 


WHAT ABOUT THE TESTING OF SEMI-CUSTOM IC’s? 

Exar will develop test software and fixtures to provide 
fully tested production IC’s. All production devices re- 
ceive 100% electrical test and screening to a mutually 
agreed upon device specification. In addition to the 
complete electrical testing, all of the production de- 
vices are screened by Exar’s Quality Assurance depart- 
ment to assure compliance with the agreed upon Ac- 
ceptable Quality Level (AQL) standards. 

There is normally a nonrecurring engineering charge 
associated with this test system generation. This cov- 
ers the cost of the test fixture and computer software 
development. Depending on the complexity of the test 
requirements, this test engineering charge is normally 
in the range of $800 to $1,250. 

Exar can perform two basic types of tests for produc- 
tion IC’s: (1) parametric testing which measures a spe- 
cific parameter value (normally current or voltage) and 
compares it against pre-established limits; (2) function- 
al testing which applies a series of operating conditions 
and compares the circuit under test with a known good 
device. These two types of tests can be performed both 
as steady state (dc) or dynamic (ac) measurements. 
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ECONOMICS OF SEMI-CUSTOM DESIGN 


In developing either linear or digital custom circuits, 
one is always confronted with the following key ques- 
tion: for a given product type and production require- 
ment, is it cheaper to develop a semi-custom or full 
custom 1C? Since the functional requirements of each 
custom 1C program vary greatly, there is no general an- 
swer to the above question. However, based on Exar’s 
long experience in both full and semi-custom 1C design 
and depending on the overall production requirements, 
it is possible to establish some sound economic guide- 
lines for choosing the most cost effective approach. 

COST FACTORS INVOLVED 

Any custom 1C development, whether full or semi- 
custom, involves similar types of cost factors. These 
are: 

1. Non recurring engineering (NRE) or development 
costs. 

2. Cost or unit price of the product in production quan- 
tities. 

In the case of monolithic IC’s, particularly those which 
have relatively limited production volume, the develop- 
ment costs may be a significant factor in the cost of the 
end product. Therefore, when discussing the eco- 
nomics of custom IC’s for medium to low production 
quantities, it is best to consider the cost tradeoffs in 
terms of the amortized unit price of the 1C at a given 
production volume. This amortized unit price is defined 
as the actual cost of each unit including its share of the 
development cost. As an example, a full custom 1C may 
cost $50,000 to develop and may be priced at $2.90 
each at a 50,000 piece total production level. Then, its 
true amortized unit price including development costs 
will be $2.90 plus $1.00, or $3.90. Similarly, an equiva- 
lent semi-custom 1C may cost $5,000 to develop and be 


priced at $3.20 each, at the same 50,000 production 
level. Then, its amortized per unit price will be $3.30, or 
approximately 20% cheaper than a full custom. 

The figure below gives a comparative graph of the am- 
ortized unit price for a typical full custom design, along 
with the equivalent in semi-custom form for various pro- 
duction quantities. For comparison purposes, the rela- 
tive ratio of the amortized unit price is plotted along the 
vertical axis. If this ratio is greater than 1.0 then the 
semi-custom method is the more cost effective solu- 
tion. 

NO TWO IC’s ARE THE SAME 

By definition, each custom 1C type is unique. Therefore, 
the cost comparison curve given below is shown as a 
spread rather than a single line. This is because, in ad- 
dition to the production quantity, the cost of monolithic 
IC’s also depends on the circuit complexity, special test 
requirements and the 1C package type. 

The key information contained in the relative cost vs. 
quantity figure can be summarized as follows: 

1 . For a total production requirement of 50,000 pieces 
or less, the semi-custom approach is definitely the 
most economical. 

2. For a production requirement of 200,000 pieces or 
more, the full custom design is more cost effective. 

3. For production quantity requirements in the 50,000 
to 200,000 piece range, the crossover point for the 
most economical approach will depend strongly on 
the specifics of a particular 1C function; i.e., its spe- 
cial test, environmental screening, and package re- 
quirements. 



TYPICAL COST VS QUANTITY COMPARISON OF FULL CUSTOM AND SEMI-CUSTOM DESIGNS 
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CONVERTING SEMI-CUSTOM TO FULL CUSTOM 


Exar can offer you the combined advantages of semi- 
custom and full custom design programs. This is be- 
cause Exar has a complete semiconductor manufactur- 
ing facilities. This unique capability allows Exar to state 
a custom development program using a combination of 
semi-custom Master-Chips during the initial phases of a 
customer’s product, taking full advantage of the low 
tooling cost and short development cycle. As the prod- 
uct matures and its market expands (resulting in higher 
volume production run rates) Exar can convert the mul- 
tiple semi-custom chip approach into a single custom 
1C, thus achieving a cost reduction and in many cases 
a performance improvement. The significant advantage 
of this type of program is that the risk associated with a 
custom development is greatly reduced. The 1C design 
approach has been proven, production “bugs” are out 
of the product and your production line continues to 
flow during the full custom chip development. Once the 
custom chip is completely characterized and found ac- 
ceptable, the semi-custom 1C system in your product 
can be phased out while the full custom 1C is being 
phased in. 

SEMI- AND FULL CUSTOM COMBINATION: 

THE TWO-STEP DEVELOPMENT 

In many custom development programs one is faced 
with very short development times and a rapid transfer 
into high volume production. Such a requirement does 
not leave room for lengthy development and design 
change or iteration cycles associated with conventional 
full custom 1C design. 

Exar combines full and semi-custom design capabili- 
ties, and a complete wafer fabrication facility under one 
roof, therefore, providing a unique solution to this prob- 
lem; initially developing the prototypes in a semi- 
custom form, and then converting them to full custom. 


In this manner, the customer has the best of both 
worlds with the combination of these two technologies. 
The quick turnaround advantage of semi-custom 
Master-Chips provide prototypes and initial production 
units, while the subsequent full custom design provides 
cost savings at high volume production. During this 
transition, the customer is assured of a continuous flow 
of product through its production line. 

In such a two-step development, the semi-custom pro- 
totypes often serve as a monolithic breadboard to opti- 
mize and debug the final design. This allows design iter- 
ations or changes to be made quickly and inexpensive- 
ly. In fact, the only difference between the semi-custom 
and full custom chip is the actual size of the silicon 
chip. 

Once the design is satisfactory, conversion of a semi- 
custom to a full custom chip is very straight forward 
and relatively risk free. We simply remove the unused 
electrical components from the chip to reduce the chip 
size and pass the resulting cost savings on to you in the 
form of a reduced unit price. 

The two-step development capability; i.e., start as semi- 
custom and finish as full custom, is a very powerful de- 
sign technique. It avoids the risks associated with a 
conventional black box type of custom design where 
one does not know until the very last day of develop- 
ment whether the circuit works or if it can be manufac- 
tured. 

The two-step program is faster and less expensive than 
the conventional full custom development, since it 
avoids costly and lengthy design iteration or modifica- 
tion cycles for a full custom 1C. In addition, it gives the 
customer a very high degree of assurance that the final 
full custom unit will work the first time. 



SEMI-CUSTOM DESIGN AND ITS FULL CUSTOM EQUIVALENT 
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FULL CUSTOM DEVELOPMENT 


Exar offers a complete design and production capability 
for full custom 1C development. This provides an excel- 
lent complement to Exar’s unique semi-custom capabil- 
ity. Exar’s full custom 1C development and production 
capabilities offer complete flexibility to meet changing 
customer needs or design problems. We can develop a 
complete custom 1C starting from your black box speci- 
fications, or reduce your working breadboard prototype 
to a monolithic chip. Alternately, if you have the facili- 
ties and resources to do the 1C design and layout, Exar 
will provide you with the device characteristics and 1C 
layout rules for the particular process suitable to your 
design and review your 1C layout for you. Then, Exar 
can generate the 1C tooling and fabricate your 1C proto- 
types. 

YOUR FIRST STEP FOR FULL CUSTOM DESIGN 

The following technical data package is required in or- 
der for Exar to provide you with a quotation for your full 
custom development program: 

1. Circuit block diagram with subblocks. 

2. Circuit schematic or logic diagram. 

3. Description of circuit operation and pertinent appli- 
cation information. 

4. Preliminary or objective device specification indicat- 
ing min/max conditions and limits for the critical pa- 
rameters; i.e., input/output voltage and current lev- 


els, operating frequency, timing diagrams, input/ 
output impedances, power dissipation, etc. 

5. Production requirements and the desired develop- 
ment timetable. 

6. Packaging requirements. 

7. Level of screening required. 

1C FABRICATION FROM CUSTOMER’S TOOLING 

Exar has a complete in-house silicon wafer fabrication 
and processing line at its main manufacturing plant in 
Sunnyvale, California. This facility currently runs 3-inch 
silicon wafers and will soon add 4-inch capability, and is 
also available for manufacturing custom IC’s directly 
from a set of customer supplied 1C tooling, in coordina- 
tion with Exar’s Mask Design department. 

If you have a set of 1C tooling (masks and composite 
overlays) or are contemplating having one designed for 
you, Exar’s technical staff will be glad to review it for 
you to assure compatibility with Exar’s technology and 
layout tolerances. Our wafer processing technology 
and capabilities are compatible with the industry stan- 
dards, and with the technologies of other leading 1C 
manufacturers. 

For additional information on Exar’s wafer fabrication 
services, contact Exar directly. We pride ourselves in 
our flexibility and quick response to your needs. 


START 



these steps are not done by Exar they should be done in consultation with Exar. Finish 

**These steps must be done by Exar. 


FLOW CHART OF TYPICAL FULL CUSTOM DEVELOPMENT 
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Advantages of 
Semi-Custom Design 
over Discrete Design 


Advantages of 
Full Custom Design 
over Discrete Design 



Quick Turn-around 

Low initial Development Cost 

High Reliability 

100% Tested 

Small Size 

Fewer Connections 

Fewer Components 

Simple to Trouble-Shoot 

Reduced Labor Costs 

Smaller Inventory of Parts 

Increased Protection Against Imitation 

Lower Supply Current Possible 

Reduced System Cost 

Increased System Features 

Specialized Components Possible 

Higher Level of Integration than Semi-Custom 

Lower Unit Cost Than Semi-Custom 

More Optimum Design Possible 


THE RELATIVE ADVANTAGES OF SEMI-CUSTOM AND FULL CUSTOM DESIGN OVER DISCRETE DESIGN 
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TESTING OF SEMI-CUSTOM IC’s 

All production units of semi-custom IC’s are 100% 
electrically tested and screened to test specifications 
which have been mutually agreed upon between Exar 
and the customer, using one of Exar’s several comput- 
erized test systems. In addition, Exar’s Quality Assur- 
ance department performs an independent set of elec- 
trical tests on randomly selected samples of production 
units, prior to shipment, to assure conformity with 
Exar’s Acceptable Quality Level (AQL) standards. 

EXAR’S TEST CAPABILITIES 

Exar can perform two basic types of tests for produc- 
tion IC’s: (1) parametric testing which measures a spe- 
cific parameter value (normally current or voltage) and 
compares it against pre-established limits; (2) function- 
al testing which applies a series of operating conditions 
and compares the circuit under test with a known good 
device. These two types of tests can be performed both 
as steady state (dc) or dynamic (ac) measurements. 

Exar provides 100% electrical testing of 1C chips in wa- 
fer form, using automated wafer probe stations, and in 
packaged form, using automatic handlers. Exar’s test 
facility currently has fifteen independent computer con- 
trolled test systems, with more being added as we 
grow. Exar’s automated test system compliment is 
comprised of: 

• Teradyne A31 1 

• Teradyne A312 

• Teradyne A360 

• Teradyne J273 

• Fairchild 5000C 

Testing is one of the most critical steps in 1C produc- 
tion. Therefore, to insure efficient and cost effective 
testing of production IC’s, it is essential that a prelimi- 
nary test plan be prepared jointly between the cus- 
tomer and Exar at an early stage of the custom devel- 
opment. This preliminary test plan will lead to the final 
detailed test specifications, once the development pro- 
totypes are fully evaluated and characterized and the 
circuit is ready to release to production. 


TEST INTERFACE DEVELOPMENT 

The performance and characterization data derived 
from careful prototype evaluation is the basis upon 
which test hardware and software is developed. Exar 
and the customer will jointly determine the perform- 
ance expectations to be placed on this new 1C, and 
once these specifications are agreed upon, Exar will 
proceed with test development. 

Test development involves the design and construction 
of a test interface circuit, probe card and automatic 
handler hardware as well as writing the software which 
allows Exar’s test system to perform the desired elec- 
trical tests. All these elements are then brought togeth- 
er under actual production conditions for evaluation 
and system debugging. This process can take from 
four to six weeks to complete, depending on the sophis- 
tication and complexity of the test plan under develop- 
ment. Test development begins concurrently with the 
start of production wafers (which require approximately 
6 weeks to process). 


SPECIFICATION AGREEMENT LETTER 

With each new custom 1C Exar issues a Specification 
Agreement Letter. This specification states precisely 
the test conditions, performance levels and environ- 
mental requirements which each production 1C must 
meet before it can leave our factory, and is the docu- 
ment upon which acceptability of the 1C is judged. It is 
issued in duplicate and signed by responsible repre- 
sentatives from both companies prior to beginning pro- 
duction. One copy is retained by the customer, the oth- 
er is returned to Exar. 

If, for some reason, changes in the IC’s specification 
are required, a new Specification Agreement Letter will 
be issued by Exar reflecting these changes. No 
change, however, will be put into effect until both com- 
panies have signed the new agreement. This document 
will then supercede all prior agreements and remain in 
effect until both firms, again agree, a change is re- 
quired. 
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COMPONENT UTILIZATION 

The total number of components on the Exar Linear 
Master-Chips range from 110 on the XR-C100A to 850 
on the XR-W100. However, the number of these com- 
ponents that are actually usable depends upon many 
considerations. The first thing that must be evaluated is 
the general requirements of the finished circuit. Fac- 
tors such as the number of pins that are required, 
breakdown voltage as well as die size limitation im- 
posed by packaging requirements, determine which of 
the Master-Chips are suitable. This can impose limita- 
tions on the number of available components. 

Circuit characteristics also impose limitations upon the 
number of usable components. For example, a circuit 
whose package pin configuration can be chosen freely, 
that handles small signals, low supply voltages, is in- 
sensitive to dc offset voltages, and whose various cir- 
cuit blocks follow one another with a minimum of inter- 
connections between blocks, may be able to use over 
90% of the components on the selected Master-Chip. 

On the other hand, in more complex designs requiring 
special layout or design considerations, the component 
utilization may be as low as 50%. Examples of such 


cases are those where the package pin-outs are prede- 
termined, or the choice of component locations on the 
die may be fixed due to thermal consideration, circuitry 
symmetry or offset requirements. In certain cases the 
series or parallel connection of several resistors to ob- 
tain a predetermined value, or paralleling several tran- 
sistors to increase their current handling capability, 
may also limit the total component utilization. 

Over 850 custom programs have been completed to 
date, using Exar’s bipolar Master-chips. Thus, Exar’s 
Engineering department has a great wealth of experi- 
ence concerning the layout techniques utilizing the 
Master-Chips. In many cases, it is advantageous for the 
customer to call Exar for a free consultation regarding 
the choice of a particular Master-Chip which may be 
best suited for his application. 

The bipolar Master-Chips are laid out to provide easy 
routing of metal interconnection paths. In addition, a 
multiplicity of low resistance crossunders are provided 
on the chip to simplify the interconnection layout. 
Based on our experience in the layout of various 
Master-Chips, the table below gives a rough estimate of 
the ease of interconnection of a circuit on each of the 
Master-Chips, versus the number of components used 
in the circuit. 


Ease of Metal Interconnection vs Components Used 


Master-Chip 

Type 

Easy 

Somewhat 

Difficult 

Difficult 

NPN 

PNP 

Resistance 

NPN 

PNP 

Resistance 

NPN 

PNP 

Resistance 

XR-A100 

40 

12 

120k ohm 

45 

15 

140k ohm 

48 

16 

160k ohm 

XR-B100 

50 

7 

150k ohm 

52 

9 

170k ohm 

58 

12 

200k ohm 

XR-C100A 

17 

6 

50k ohm 

18 

7 

60k ohm 

20 

8 

75k ohm 

XR-D100 

38 

20* 

90k ohm 

41 

24* 

100k ohm 

45 

26* 

120k ohm 

XR-E100 

38 

20* 

90k ohm 

41 

24* 

100k ohm 

45 

26* 

120k ohm 

XR-F100 

60 

40* 

250k ohm 

70 

46* 

300k ohm 

80 

54* 

340k ohm 

XR-G100 

50 

7 

150k ohm 

52 

9 

170k ohm 

58 

12 

200k ohm 

XR-H100 

50 

28 

190k ohm 

55 

34 

225k ohm 

61 

38 

260k ohm 

XR-J100 

23 

16 

90k ohm 

28 

18 

110k ohm 

30 

20 

125k ohm 

XR-L100 

56 

28 

200k ohm 

61 

34 

230k ohm 

68 

38 

265k ohm 

XR-M100 

103 

80 

410k ohm 

113 

95 

475k ohm 

126 

108 

550k ohm 

XR-U100 to be announced — call for information 

XR-V100 

100 

77 

1440k ohm 
(1.4M) 

110 

92 

1675k ohm 
(1.675M) 

122 

104 

1940k ohm 
(1.94M) 

XR-W100 

150 

86 

1790k ohm 
(1.79M) 

165 

103 

2080k ohm 
(2.08M) 

183 

117 

2400k ohm 
(2.4M) 

XR-X100 

17 

20 

170k ohm 

20 

25 

200k ohm 

22 

26 

220k ohm 




EXAR LINEAR MASTER-CHIPS 


The following section profiles the available Exar linear Master-Chips. The brief description of each Master-Chip in- 
cludes a small layout of the chip indicating component locations, a brief outline of the key features of the chip, and ap- 
plications that it is especially well suited for, as well as a tabulation of the type and number of components each 
Master-Chip contains. 

Linear Master-Chip Selection Guide 


Master-Chip 

Type 

Chip Size 

Mils 

Possible 

Pins 

Maximum 

Voltage 

Total 

Components 

XR-A100 

78x73 

16 

20 V 

260 

XR-B100 

85x85 

24 

20 V 

300 

XR-C100A 

62x56 

14 

20V 

110 

XR-D100 

81 x 80 

16 

36V 

209 

XR-E100 

82x82 

18 

20V 

200 

XR-F100 

115x98 

24 

20V 

472 

XR-G100 

90x90 

18 

20V 

309 

XR-H100 

95x80 

18 

20V 

378 

XR-J100 

80x75 

18 

20V 

170 

XR-L100 

102x85 

24 

20V 

408 

XR-M100 

176x121 

28 

20 V 

812 

XR-U100 

T.B.D. 

T.B.D. 

36V 

T.B.D. 

XR-V100 

147x113 

28 

36V 

672 

XR-W100 

164x134 

40 

36V 

850 

XR-X100 

115x95 

18 

75V 

230 
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XR-B100 Master-Chip™ 


Chip Size: 85 x 85 mils 
Total Components: 300 
Bonding Pads: 16 
Max. Operating Voltage: 20V 


NPN Transistors 
Small Signal: 69 
High Current: None 
Dual PNP Transistors: 12 
Schottky Diodes: 16 


Pinch Resistors 
30kQ: 6 
lOOkQ: 6 

Diffused Resistors 
200Q: 27 1.8kQ: 39 

450Q: 44 3.6kQ: 36 

900Q: 45 

Total Resistance: 255k 












XR-C100A IMIaster-Clhip™ 

Chip Size: 56 x 62 mils NPN Transistors Pinch Resistors 

Total Components: 110 Small Signal: 23 30kQ: 2 

Bonding Pads: 14 High Current: None Difused Resistors 

Max. Operating Voltage: 20V PNP Transistors: 8 200Q: 8 1.8kQ: 13 

Schottky Diodes: 6 450Q: 18 3.6kQ: 12 

900Q: 20 

Total Resistance: 154kQ 



XR-C100A 


2-15 














XR-D100 Master-Chip™ 

Chip Size: 80 x 81 mils NPN Transistors Pinch Resistors 

Total Components: 193 Small Signal: 50 60kQ: 2 

Bonding Pads: 16 Dual PNP Transistors: 16 Diffused Resistors 

Max. Operating Voltage: 36 V 200Q: 15 1.8kQ: 29 

450Q: 29 3.6kQ: 24 

900Q: 28 

Total Resistance: 180kQ 



XR-D100 
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Chip Size: 80 x 81 mils 
Total Components: 187 
Bonding Pads: 18 
Max. Operating Voltage: 20V 


NPN Transistors Pinch Resistors 

Small Signal: 48 30kQ: 5 

Dual PNP Transistors: 15 Diffused Resistors 

200Q: 8 1.8kQ: 25 

450Q: 32 3.6kQ: 26 

900Q: 28 

Total Resistance: 180kQ 
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XR-F100 Master-Chip™ 

Pinch Resistors 
30kQ:9 

Diffused Resistors 
200Q: 18 1.8kQ: 61 

450Q: 90 3.6kQ: 61 

9QQQ: 68 

Total Resistance: 425kQ 





XR-F100 


Chip Size: 98 x 115 mils NPN Transistors 
Total Components: 440 Small Signal: 93 

Bonding Pads: 24 High Current: 4 

Max. Operating Voltage: 20V Dual PNP Transistors: 36 
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XR-Q100 iiaster-GIfoip™ 


Chip Size: 90 x 90 mils 
Total Components: 309 
Bonding Pads: 18 
Max. Operating Voltage: 20V 


NPN Transistors 
Small Signal: 58 
High Current: 2 
PNP Transistors: 18 
Schottky Diodes: None 


Pinch Resistors 
60kQ:8 

Diffused Resistors 
200Q: 19 1.8kQ: 44 

450Q: 68 3.6kQ: 27 

900Q: 65 

Total Resistance: 269kQ 



XR-G100 
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XR-H100 
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Linear, bipolar 

Chip Size: 80 x 75 mils 

Total Components: 170 

Bonding Pads: 18 

Max. Operating Voltage: 20V 


NPN Transistors 
Small Signal: 36 
Medium: 2 

Dual PNP Transistors: 12 


Pinch Resistors 
60k Q: 4 

Diffused Resistors 
200Q: 8 1.8kQ: 20 

450 Q: 34 3.6kQ: 20 

900Q: 30 

Total Resistance: 399k 








XR-L10Q Master-Chip™ 

Pinch Resistors 
60k£>: 10 

Diffused Resistors 
200kQ: 23 
450kQ: 103 
900kQ: 77 
1.8kQ: 53 
3.6kQ: 36 


Chip Size: 102 x 85 mils NPN Transistors 
Total Components: 408 Small Signal: 76 

Bonding Pads: 24 Medium: 2 

Max. Operating Voltage: 20 V Large: 2 

PNP Transistors 
Lateral: 22 
Quad Collector: 4 






XR-M 100 liaste^ClhiBp 1 


Chip Size: 176 x 121 mils 
Total Components: 812 
Bonding Pads: 28 
Max. Operating Voltage: 20 V 


NPN Transistors 
Small Signal: 137 
Low Noise: 4 
Medium: 4 
Large: 4 

PNP Transistors 
Lateral: 44 
Quad Collector: 8 
Large Vertical: 4 


Pinch Resistors 
60kQ: 16 

Diffused Resistors 
200 kQ: 60 
450kQ: 188 
900kQ: 140 
!8kQ: 104 
3.6kQ: 84 

Cross Under Resistors 
15kQ: 11 
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XR-U100 Master-Chip™ 



XR-V100 Master-Chip™ 


Chip Size: 113 x 147 mils NPN Transistors 
Total Components: 672 Small Signal: 140 

Bonding Pads: 28 Large: 4 

Max. Operating Voltage: 36V PNP Transistors 

Lateral: 56 
Small Vertical: 4 
Large Vertical: 4 
JFET Transistors 
P-Channel: 4 


Diffused Resistors Oxide Capacitor: 4 x 10 pF 

200Q: 28 3.6kQ: 60 

450Q: 84 1.8k£2: 68 

900Q: 68 

Total Resistance: 443k 
Ion Implant 
50k: 24 5k: 24 

20k: 24 Ik: 20 
10k 24 


Total Resistors: 2.06 MegQ 
Cross Under Resistors 
5Q: 4 
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XR-V100 
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XR-W100 Master-Chip™ 


Chip Size: 164 x 134 mils NPN T ransistors 

Total Components: 850 Small Signal: 196 

Bonding Pads: 40 Medium Quad: 4 

Max. Operating Voltage: 36V Large: 4 

PNP Transistors 
Lateral: 60 
Small Vertical: 10 
Large Vertical: 4 


Diffused Resistors Oxide Capacitor 8 x 10 pF 

200kQ: 24 1.8kQ: 88 

450kQ: 100 3.6kQ: 72 

900kQ: 100 
Ion Implant 
50 kQ-. 28 5kQ: 32 

20k£>: 32 1kQ:32 

10kQ: 32 

Cross Under Resistors 
5k£>: 4 



XR-W100 
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Chip Size: 115 x 95 mils 
Total Components: 230 
Bonding Pads: 18 
Max. Operating Voltage: 75 V 


NPN Transistors 
Small Signal: : 
High Current: 
PNP Transistors 



Pinch Resistors 


30 

30 kQ: 3 


4 

lOOkQ: 3 


46 

Diffused Resistors 


5 Q: 14 

IkQ: 27 


10Q: 7 

2kQ: 57 


20Q: 8 
500Q: 49 

5k Q: 12 


Total Resistance: 615k 



XR-X100 
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XR-400 I2L Master-Chip™ 

Chip Size: 119 x 149 mils NPN Transistors: 45 Diffused Resistors 

5-Output l 2 L Gates: 256 4-Collector PNP 700S2: 200 

Bonding Pads: 40 Transistors: 12 2.5kQ: 116 

Max. Operating Voltage: 7V Schottky-Bipolar I/O 5kQ: 20 

Interfaces: 18 Total Resistance: 530k 



XR-400 |2L 
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LINEAR SEMI-CUSTOM DESIGN CYCLE: SIX SIMPLE STEPS 


The basic linear semi-custom design program involves only 6 single steps, from the beginning of circuit design to the 
completion of monolithic prototypes. The first four of these steps can be done by either the customer in consultation 
with Exar or by Exar. The last two are performed by Exar. 


Step 1 


Circuit design and 
breadboard using 

Linear Design Kit. 

Customer purchases Exar’s Linear 1C Design Kit, made up of a comprehensive De- 
sign Manual and monolithic kit parts. The circuit is designed, breadboarded and its 
performance evaluated using these kit parts. The electrical characteristics of the kit 
parts Are virtually identical to the component which will be on the finished 1C chip. 
Thus, this step provides a true simulation of the final 1C performance. 

Step 2 

Circuit layout 
is prepared 

After the completion of breadboard evaluation, a layout of the circuit on the selected 
Master Chip by following the basic layout rules given in the Design Manual. The lay- 
out is done simply by interconnecting appropriate device terminals with pen or pen- 
cil lines on oversize drawings of the Master Chips supplied with the kit. 

Step 3 

Layout review 

Exar reviews the circuit layout and schematic to check the following: 

a) That basic circuit function is feasible 

b) No layout rules are violated 

c) Circuit layout accurately represents the circuit schematic. 

NOTE: Exar offers consulting service and design advice during these first three 
steps. 

Step 4 

Exar generates custom 
interconnection pattern. 

Using the completed Master-Chip layout sheet, Exar generates a custom intercon- 
nection pattern, or metal mask to be applied to pre-fabricated Master-Chip wafers. 

Step 5 

Exar fabricates customized 

1C wafers. 

Exar applies the custom interconnection patterns to pre-fabricated Master-Chip wa- 
fers. During this customization process, the hardware and software necessary to 
test the prototypes is made ready. After the wafers are customized, each die is test- 
ed by an automatic tester. 

Step 6 

Exar assembles and 
delivers monolithic 
prototypes. 

The customized 1C wafers are scribed or cut into individual 1C chips. After a visual in- 
spection, several die that tested “good” are assembled in cerdip packages. These 
packaged devices are then tested again before shipment. Fifty assembled IC’s, and 
test data for correlation purposes, are sent to the customer in a prototype package 
that includes a die photo, device schematic test details and a layout sheet. 
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LINEAR DESIGN KIT 


Exar’s Linear Design Kit is comprised of thirty-eight 
monolithic kit parts or breadboard components, a com- 
prehensive Linear Design Manual, and a number of lay- 
out forms corresponding to Exar’s Linear Master-Chips. 
This design kit provides an ideal vehicle for the cus- 
tomer to do his own semi-custom 1C design, he can 
evaluate his breadboard performance using the kit 
parts and then proceed to do his own layout on the 
Master-Chip worksheet. 

The Linear Design Manual Provided as a part of the de- 
sign kit gives a detailed description of the basic guide- 
lines and rules of 1C design, evaluation and layout. It al- 
so describes the electrical characteristics of each type 
of component available in the Master-Chips, and gives 
some of the anticipated parameter distribution and 
worst case tolerances associated with each. In addi- 
tion, several design and layout examples are provided 
to demonstrate the efficient use of the 1C chips. 

Once the breadboard evaluation is complete, the de- 
signer is ready to start his own 1C layout using the ap- 
propriate Master-Chip layout form supplied with the kit. 
When this layout is ready and is reviewed by Exar, the 
prototype fabrication portion of the custom program is 
ready to begin. 


TECHNICAL ASSISTANCE 

If any special or unusual circuit design or layout prob- 
lems are encountered in the preparation of your semi- 
custom 1C layout, Exar’s technical staff will be glad to 
review your design problem and provide technical guid- 
ance. In many cases, it is beneficial to call Exar for a 
preliminary discussion of your custom 1C needs even 
before you decide to buy a design kit. 

ADDITIONAL KIT PARTS 

The number of kit parts supplied as part of the Linear 
Design Kit is sufficient for most designs. However, if 
additional kit parts are required to complete your evalu- 
ation, these can be obtained either directly from Exar 
or through your local Exar technical representative. 

BREADBOARDING 

After a circuit has been designed and analyzed on pa- 
per, it is time to reduce the theoretical design to a func- 
tioning circuit that will duplicate, as closely as possible, 
the operation of the finished integrated circuit. This is 
the purpose of breadboarding. A great deal of care 
needs to be taken during this phase of 1C development. 
Accurate breadboarding will not only allow you to gain 
an accurate assessment of the performance you can 
expect from the finished 1C, but it will also allow you to 
discover circuit design flaws. A correctly connected, 
nonfunctional breadboard is a very vivid indication that 
something has been overlooked. Changes can be made 


on a breadboard in a couple of minutes with a pair of 
pliers and a hot soldering iron. Changes on an 1C are 
much more expensive and time consuming. The bread- 
board can be tested over temperature in a temperature 
chamber and circuit performance can be measured 
with worst case resistor values. Preliminary test speci- 
fications can also be readily developed from a properly 
functioning breadboard. Next to the initial paper de- 
sign, breadboarding is the most important step in 1C de- 
velopment. 

KIT PARTS 

Since the purpose of breadboarding is to build a circuit 
that will duplicate, as closely as possible, the perform- 
ance of the finished 1C, Exar has included with this de- 
sign kit a generous supply of kit parts. These kit parts 
are the same integrated components that you will find 
on the finished 1C. They are metalized and brought out 
individually so that you can use them to connect your 
circuit. The table below lists the kit parts that come with 
the design kit; how many of each are included, and 
which components are found on each Master-Chip. 

Generally speaking, the integrated resistor arrays need 
only be used in circuits where certain characteristics of 
these resistors, such as high frequency response or 
temperature coefficients, are critical to circuit perform- 
ance. In most cases, standard off-the-shelf carbon film 
resistors are entirely adequate for breadboarding. 

BREADBOARDING TECHNIQUES 

The single most important thing to remember when you 
are building a breadboard is that you are trying to simu- 
late the operation of a circuit that measures approxi- 
mately a tenth of an inch on a side with one that mea- 
sures several inches on a side. Although this task is not 
impossible, it does require a significant amount of plan- 
ning and forethought, if it is to be successful. 

Included in the Exar Design Kit are conveniences, such 
as a prototyping board and 1C sockets, to make bread- 
boarding easier and quicker. 

It is arranged on a matrix format so that individual kit 
parts can be easily located and identified. Space is pro- 
vided at the top of the breadboard for identifying the cir- 
cuit title, the design engineer, the revision, as well as 
the data of construction. The interdigitated metal runs 
are designed to serve as V + and ground for single sup- 
ply applications; or as V+ and V - with the outside bor- 
der serving as ground or dual supply applications. An 
edge connector has been provided so that you can eas- 
ily connect your breadboard to power supplies, signal 
sources and test equipment, without having to solder 
leads directly to the breadboard. This allows you to dis- 
connect the breadboard to test kit parts on a curve 
tracer or to make circuit modifications without destroy- 
ing your test setup. 
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Kit Part # 


20V 

Masterchips 

101 

103 

108 

m 

112 

114 

117 

202 

206 

210 

213 

215 

216 

421 

XR-A- 















XR-B- 








y* 







XR-F- 








y* 







XR-J- 












y* 



XR-M- 





y' 










36V 

Masterchips 















XR-D- 

iS 








y' 






XR-W- 

V* 








S 





y* 

75V 

Masterchips 















XR-X- 



iS 






y' 







General Notes on Kit Parts 


Breadboarding Recommendations 


For Designs Using 

Exar Master-Chip 

Use Kit Parts 

A100 

B100 

XR-A-NNN* 

Cl 00 

XR-B-NNN 

D100 

XR-D-NNN 

El 00 

FI 00 

G100 

H100 

J100 

K100 

LI 00 

Ml 00 

XR-F-NNN 

XR-J-NNN 

XR-M-NNN 

U100 

VI 00 

W100 

XR-W-NNN 

XI 00 

XR-X-NNN 


* NNN = Kit part number. 


1) Dual collector PNP’s will have both collectors tied to- 
gether and acting as one collector unless shown oth- 
erwise in a kit part outline. 

2) Kit parts with small NPN’s use all available collector 
contacts on each device. The designer should note 
that if fewer than the full complement of collector 
contacts (generally four) are used when designing 
the I.C. layout, slightly degraded performance may 
result. 

3) For proper operation of these kit parts the substrate 
pin, labeled -±- , must be tied to the lowest potential 
in the circuit. Resistor kit parts require connection to 
both the most positive and most negative potentials 
within a circuit for proper operation. 

4) -KJ Denotes transistors designed to operate 
above 10 mA. 

5) "t, Denotes Schottky transistors. 

6) Denotes pinch or FET resistors. 

Resistor networks RN1 and RN2 are only available for 

Exar’s 20V process. RN3 devices are available for both 

20 V and 36V operation. To order, specify: 


RN1 : 

XR-A-104 


RN2: 

XR-A-105 


RN3: 

XR-F-XXX 

For 20V operation 


XR-W-XXX 

For 36V operation 


Ordering Information 

Additional or extra kit parts may be ordered from your 
local distributor or Exar representative. To order, speci- 
fy the desired device(s) by using the part number code as 
shown above. 

Example: XR-F-101 
XR-J-215 
XR-W-421 


XXX = Resistor value in k£. Available Values for base 
diffused and ion implant resistors are shown below. 

BASE ION IMPLANT 


Value 

XXX 

Value 

XXX 

3.6K 

3R6 

50K 

50R 

1.8K 

1R8 

20K 

20R 

9000 

R90 

10K 

10R 

4500 

R45 

5K 

05R 

200Q 

R20 

IK 

01R 
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EXAR LINEAR KIT PARTS 


101 103 108 



2 Medium NPN’s 
2 Large Vertical PNP’s 
1 Small NPN 


117 202 206 
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ELECTRICAL CHARACTERISTICS OF LINEAR MASTER-CHIP COMPONENTS 

The following tables list the electrical characteristics of the circuit components available on Exar’s linear Master- 
Chips. Whenever applicable, the “worst case” tolerances and the parameter distributions are also listed. 


PARAMETERS 

TYPICAL VALUES 

cr-LIMIT 

WORST CASE 
TOLERANCE 

Small-Signal NPN Transistors 




Current gain (hpp) @ 1 mA, 5V 

180 

— 

80-300 

Temperature Coefficiency of hpp 




- 55°C to 25°C 

+ 0.5%/°C 

— 

— 

25°C to 125°C 

+ 1%/°C 

— 

— 

Matching of hpp 

— 

3% 

10% 

Breakdown voltage (LVqpq) 




20-V Master-Chips 

23V 

— 

20-30V 

36-V Master-Chips 

40V 

— 

36-50V 

Collector-Base Leakage Current @20 V 

1 nA 

— 

0.1-50 nA 

Cutoff Frequency (fj) @5mA 

500 MHz 

— 

— 

Storage Time (t s ) 

50 nsec 

— 

— 

Saturation Resistance (All except D100) 




One collector contact 

100 Ohms 

±50 Ohms 

60-160 Ohms 

Two collector contacts 

50 Ohms 

±20 Ohms 

30-80 Ohms 

Saturation Resistance (D100 chip) 




One collector contact 

300 Ohms 

±100 Ohms 

150-480 Ohms 

Two collector contacts 

150 Ohms 

±50 Ohms 

75-240 Ohms 

High-Current NPN Transistors 




Current Gain (hpp) 




@ 1 mA, 5V 

180 

— 

80-300 

@ 100 mA, 5V 

100 

— 

50-200 

Temperature Coefficient of hpp 




-55°C to 25°C 

+ 0.5%/°C 

— 

— 

25°C to 125°C 

+ 1%/°C 

— 

— 

Matching hpp 

— 

3% 

10% 

Breakdown Voltage (LVqpq) 

23V 

— 

20-35V 

Collector-Base Leakage Current @ 20 V 

20 nA 

— 

1-500 nA 

Cutoff Frequency (fj) 

100 MHz 

— 

— 

Storage Time (t s ) 

200 nsec 

— 

— 

Saturation Resistance 

5 Ohms 

±1 Ohm 

3-8 Ohms 

Lateral PNP Transistors 




Current Gain (hpp) @ 100 /x A, 5V 

20 



5-80 

Temperature Coefficient of hpp 

±1.0%/°C 

— 

— 

Matching of hpp 

— 

5% 

15% 

Breakdown Voltage (LVqpq) 




20-V Master Chips 

35V 

— 

25 V -40 V 

36-V Master Chips 

45V 

— 

36 -60V 

Collector-Base Leakage Current @ 20V 

5 nA 

— 

0.1 to 100 nA 

Cutoff Frequency (fy) 

5 MHz 

— 

— 

Storage Time (t s ) 

500 nsec 

— 

— 

Saturation Resistance 

600 Ohms 

±100 Ohms 

300-900 Ohms 

TRANSISTORS CONNECTED AS DIODES 




(Collector and Base Shorted) 




Small NPN 




Forward Voltage Drop @ 1 mA, 25°C 

0.74V 

±200 mV 

0.68-0.8V 

Forward Voltage Matching 

— . 

2 mV 

6 mV 

Forward Voltage Tracking 

— 

5jxV/°C 

15/xV/°C 

Lateral PNP 




Forward Voltage Drop @ 200 /xA, 25°C 

0.70V 

±200 mV 

0.62-0. 76V 

Forward Voltage Matching 

— 

3 mV 

5 mV 

Forward Voltage Tracking 

— 

8 iiMI ° C 

25 /xV/°C 
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PARAMETERS 

TYPICAL VALUES 

a-LIMIT 

WORST CASE 
TOLERANCE 

NPN Base-Emitter Junctions Used 
as Zener Diodes 

Small NPN Transistors 

Breakdown Voltage @ 100 /iA 




20-V Master Chips 

6.35V 

± 0.15V 

5.9-6.8V 

36-V Master Chips 

6.7V 

± 0.2V 

6.0-7.2V 

Temperature Coefficient 

+ 2.5 mV/°C 

±0.3 mV/°C 

1. 8-3.1 mV/°C 

Schottky-Barrler Diodes 
(A100/B100/C100 Only) 




Forward Voltage Drop @ 10 /iA 

0.36V 

± 0.02V 

0.22 to 0.44V 

Temperature Coefficient of Forward 




Voltage Drop 

-1.5 mV/°C 

±0.1 mV/°C 

±0.3 mV/°C 

Reverse Breakdown Voltage 

30V 

— 

20-40V 

Leakage Current @ 20V 

200 nA 

— 

1 nA-1 /iA 

Diffused Resistors (All Master-Chips) 




Absolute Values 



±10% 

±25% 

Temperature Coefficients 




- 55°C to - 25°C 

-650 ppm/°C 

±100 ppm 

— 

- 25°C to 0°C 

+ 150 ppm/°C 

±40 ppm 

— 

0°C to 25°C 

+ 680 ppm/°C 

±40 ppm 

— 

25°C to 75°C 

+ 1040 ppm/°C 

± 20 ppm 

— 

75°C to 125°C 

+ 1400 ppm/°C 

±40 ppm 

— 

Matching Between Resistors 




Identical Values 

— 

±0.8% 

±2.4% 

Non-Identical Values 




200-450 

— 

±1.6% 

±4.8% 

200-900 

— 

±1.7% 

±5.1% 

200-1. 8K 

— 

±1.9% 

±5.7% 

200-3. 6K 

— 

±2.0% 

±6.0% 

450-900 

— 

±1.5% 

±4.5% 

450-1. 8K 

— 

±1.7% 

±5.1% 

450-3. 6K 

— 

±1.9% 

±5.7% 

900-1 .8K 

— 

±1.5% 

±4.5% 

900-3. 6K 

— 

±1.7% 

±5.1% 

1.8K-3.6K 

— 

±1.5% 

±4.5% 

Pinch-Resistors 




Absolute Value Tolerance 

±50% 



+ 100% to -50% 

Matching Between Identical Resistors 

±20% 

— 

— 

Breakdown Voltage 

6.4V 

— 

— 

Temp. Coefficient 

+ 6,000 ppm/°C 

— 

8,000 ppm/°C 
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Z* EXAR 

i 1 2 3 l semi-custom design 


Integrated Injection Logic (l 2 L) technology extends the 
capabilities of semi-custom design to high complexity 
digital or combined analog/digital systems. Exar has 
made this possible by the development of a family of 
|2 l Master-Chips which combine a large number of l 2 L 
gates and Schottky bipolar transistors on the same 
chip. Similar to its bipolar counterpart, Exar’s l 2 L semi- 
custom program also utilizes partially fabricated silicon 
wafers which are then customized by the application of 
special mask patterns. 

Exar’s l 2 L Master-Chips utilize bipolar input/output (I/O) 
interface circuitry on the same chip with the high densi- 
ty l 2 L logic arrays. Thus, outwardly the i 2 L semi- 
custom chip looks and performs exactly as a bipolar LSI 
chip, which can readily interface with TTL level signals. 
In other words, these gate array Master-Chips combine 
the high functional density advantages of l 2 L technolo- 
gy with the interface and load drive capability of the bi- 
polar circuitry on the same 1C. This feature makes it 
very convenient to retrofit l 2 L LSI designs into existing 
TTL type logic systems. 

ACHIEVING HIGH COMPLEXITY 

Traditionally, the application of semi-custom technology 
to complex digital systems has been somewhat limited 
due to one key factor; in order to be economically feasi- 
ble, a complex digital LSI circuit must achieve a high 
functional density on the chip (high gate count per unit 
of chip area). This requirement is not compatible with 
the random interconnection concept which is key to the 
semi-custom or Master-Chip design technique. Exar’s 
approach overcomes this limitation, by making use of 
the unique layout and interconnection properties of l 2 L 
gates, and by extending the customizing steps to mask 
layers. In addition to the metal interconnection pattern, 
Exar can achieve high packing density and still retain 
the quick turnaround features and low cost of semi- 
custom. 

Exar’s l 2 L Master-Chips are customized by not one but 
three mask layers: 

1. A custom diffusion pattern to define gate outputs 
and custom underpasses for interconnection. 

2. A custom contact mask which opens contact win- 
dows or activates only those devices actually used 
in the design. 

3. A custom metal interconnection mask which inter- 
connects all the activated devices. 

FULLY AUTOMATED MASK GENERATION 

Exar has developed a fully automated mask generation 
technique which allows all three custom mask layers 


used with l 2 L Master-Chips to be generated simultane- 
ously from a customer’s pencil layout on the Master- 
Chip worksheet. This unique mask generation tech- 
nique, and the three-mask customizing method, are the 
heart of Exar’s l 2 L semi-custom program. In this man- 
ner, one is able to combine low cost, quick turnaround 
capabilities of semi-custom designs with the high func- 
tional density of l 2 L technology, and still make very effi- 
cient use of the chip area. 

WHEN TO USE DIGITAL SEMI-CUSTOM 

The key application of l 2 L semi-custom design is to re- 
place complex blocks of random logic with a single 
monolithic chip. An entire digital subsystem comprised 
of many SSI or MSI chips, or discrete components, can 
be put on a single l 2 L Master-Chip. This can provide 
significant cost and space savings and greatly improve 
system reliability. The availability of bipolar input/output 
interface circuitry on the same chip with the high densi- 
ty l 2 L logic makes it very convenient to retrofit l 2 L de- 
signs into existing TTL logic systems. Therefore, semi- 
custom l 2 L LSI designs provide cost effective solutions 
for complex custom LSI requirements, even at produc- 
tion volumes as low as a few thousand pieces. 

FEATURES OF l 2 L TECHNOLOGY 

High Functional Density: l 2 L logic gates offer a much 
smaller size than their bipolar counterparts. Thus, a 
much higher degree of logic complexity or functional 
density can be achieved on a given 1C chip. 

Easy to Interconnect: Unique structure and geometry of 
l 2 l gates make them ideal for semi-custom design. An 
entire array of gates can be easily customized and in- 
terconnected using only three masks without sacrific- 
ing high functional density. 

Bipolar Compatible Processing: l 2 L is a direct derivative of 
conventional bipolar 1C technology. Therefore, one can 
combine bipolar devices on the same chip as l 2 L gates. 
This feature has the following key advantages: 

• Input/output section of l 2 L chips are bipolar. Thus, 
they can readily interface with existing logic families 
or retrofit into existing systems. 

° Analog and digital functions can be combined on the 
same chip. One of Exar’s Master-Chips, the XR-400, 
is specifically designed for such an application. 

Low Voltage Operation: l 2 L gates can operate with supply 
voltages as low as one volt, and require only a single 
power supply. 

Low Current and Low Power Operation: Depending on 
speed requirements, l 2 L gates can operate with current 
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levels in the nanoampere range. This feature, along 
with its low voltage operation makes it ideal for applica- 
tions in low power, battery operated systems. 

Higher Reliability Than MOS: Since l 2 L gates have the 
same basic features as bipolar transistors, they are not 
subject to electrostatic burn-out problems associated 
with MOS transistors and do not require special han- 
dling precautions. 

Wide Operating Temperature: l 2 L gates are not seriously 
affected by leakage currents as are their MOS counter- 
parts. Thus, they can accommodate the full military 
temperature range. 


LOGIC CONVERSION TO |2l GATES 

Converting conventional logic diagrams from their 
NAND/NOR gate equivalents to l 2 L gates is a simple 
and straightforward procedure. This information is con- 
tained in the l 2 L Design Manual, which is available as a 
part of Exar’s l 2 L Design Kit. In addition, Exar has de- 
veloped a large library of l 2 L logic subblocks corre- 
sponding to popular logic functions, such as decoders, 
flip-flops and counters, which greatly simplifies this 
conversion process. 


DESIGNING WITH |2l MASTER-CHIPS 
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Exar currently has four l 2 L Master-Chips in production. 
These are the XR-200, XR-300, XR-400 and the XR-500 
Master-Chips. The XR-200, XR-300 and the XR-500 are 
designed for digital systems. The XR-400 Master-Chip is 
intended for systems requiring both analog and digital 
functions. 

All four of these Master-Chips are fabricated with the 
same manufacturing process. They differ only in their 
architecture and in the number of components. All of 
these chips are especially designed for Exar’s unique 
three-mask customization process using fully auto- 
mated mask generation techniques. 


COMPARISON OF SPEED AND POWER CAPABILITIES 
OF VARIOUS LOGIC FAMILIES 

THE BASIC |2l GATE 

The I^L logic technology is derived from the basic sin- 
gle input, multiple output inverter circuit shown below. 
The logic functions are performed in a manner similar 
to the conventional open-collector logic. The outputs of 
various gates are interconnected together in a wired- 
AND configuration. Many sections of the l 2 L gate share 
common semi-conductor regions. For example, the col- 
lector of the pnp is the same as the base of the npn, 
and the emitter of the npn is the same as the base of 
the pnp. This leads to a very compact device structure 
which occupies a corresponding^ small chip area. As a 
result, the functional density of l 2 L gates is comparable 
to that of some MOS technologies and is approximately 
5 times higher than conventional TTL logic. 


XR-200, XR-300 and XR-500 MASTER-CHIPS 

These Master-Chips are primarily designed for applica- 
tions requiring only digital signal processing. They con- 
tain a large number of multiple output l 2 L gates along 
with Schottky bipolar input/output buffers. Except for 
the difference in size, all three chips have the same ar- 
chitecture shown below. The l 2 L gates are arranged in 
array form at the center of the chip and the input/output 
buffers are located along the periphery of the chip. The 
bipolar I/O sections of the chips contain two identical 
sets of resistor arrays located at opposite ends of the 
chip which are used for biasing the injectors of the l 2 L 
gates. The XR-200 contains 192 five-output l 2 L gates 
and 24 I/O buffers. The XR-300 contains 288 five-output 
l 2 L gates and 28 I/O buffers. The XR-500 contains 520 
five-output l 2 L gates and 40 I/O buffers. A detailed de- 
scription of the bipolar input/output interface circuitry is 
given further on in the text. 


THE BASIC l 2 L GATE 



o- 



(a) Actual Gate 


(b) Equivalent Circuit 


(c) Logic* Symbol 
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BIPOLAR I/O INTERFACE 
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BIPOLAR I/O INTERFACE 


BASIC LAYOUT OF XR-200, XR-300 AND XR-500 
MASTER CHIPS 
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BASIC LAYOUT OF XR-400 MASTER CHIP 


XR-400 MASTER-CHIP 

The XR-400 Master-Chip is designed primarily for appli- 
cations requiring the combination of analog and digital 
functions on the same chip. Thus, it is made up of both 
a linear and a digital section. The digital section of the 
chip has the same basic architecture as the XR-300. It 
contains 256 five-output l 2 L gates and 18 Schottky bi- 
polar I/O interface sections. The linear section of the 
chip is made up of an array of npn and pnp transistors 
and resistors and is very similar to Exar’s bipolar 
Master-Chips. 

COMPONENT UTILIZATION 

The unique three-mask customizing technique used in 
Exar’s KL Master-Chips makes them very efficient for 
both ease of logic layout and component utilization. 
One of the three customizing mask steps is a custom 
diffusion step which allows the placement of low resist- 
ance crossunders, or underpasses, selectively on the 
chip. This technique provides the designer with virtually 
two layers of interconnection on the chip and, thus, 
greatly simplifies the logic layout and improves the 
component utilization efficiency. Normally, in the case 
of random combinational logic, one can easily utilize 
60% to 80% of the total gates available on a given l 2 L 
Master-Chip. In the case of sequential and repetitive 
logic circuits, the gate utilization is normally as high as 
80% to 100%. 

In the case of the XR-400 Master-Chip, which combines 
analog circuit components and digital gates on the 
same chip, the three-mask customizing technique is 
applicable to the digital section, while the analog sec- 
tion of the chip is customized with one mask in the 
same way as the linear Master-Chips. 


Components on XR l 2 L Master-Chips 



Quantity 

Component Typo 

XR-200 

XR-300 

XR-400 

XR-500 

5-Output l 2 L Gates 

192 

288 

256 

, 520 

Schottky-Bipolar 

I/O Interfaces 

24 

28 

18 

40 

Max Operating 
Voltage 

7V 

7V 

7V 

7V 

NPN Transistors 

0 

0 

45 

0 

4-Collector PNP 





Transistors 

0 

0 

12 

0 

Diffused Resistors 





700fi 

0 

0 

200 

0 

2.5 K 

0 

0 

116 

0 

5 K 

0 

0 

20 

0 

Bonding Pads 

30 

34 

40 

42 

Chip Size (mils) 

98 x 119 

106 x 144 

119 x 149 

122 x 185 
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THE |2L GATE ARRAY SECTION 


_j 



BASIC 8 GATE CELL PRIOR TO CUSTOMIZATION 


SYMKLS 


- METAL INTERCONNECTION 

O • INJECTOR CONTACT 

0 * GATE OUTFUT 

1 I -GATE INPUT 


[> — \A\— <] -UNOERPASS 



n ' i r 

SAMPLE PENCIL LAYOUT ON MASTER CHIP 
WORKSHEET 


This section of the l 2 L Master-Chip is made up of logic 
cells which contain a number of multiple output l 2 L in- 
verters grouped together. The figure below shows a typ- 
ical layout of such a cell made up of eight multiple out- 
put inverters which share a common set of four injec- 
tors. The basic gate cells forming the l 2 L gate array are 
made up of p-type injectors and p-type gate fingers 
which serve as the base regions of the l 2 L gates. The 
six dots on each gate area indicate the possible loca- 
tions (or sites) for gate inputs or outputs. The particular 
use of these sites as an input or output is determined 
by two custom masks. An n-type collector diffusion 
mask defines the locations of outputs and a custom 
contact mask opens the appropriate input and output 
contacts. Finally, a third custom mask is applied to 
form the metal interconnections between the gates and 
the gate cells. The custom n-type diffusion step, which 
determines the locations of gate outputs, is also used 
for forming low resistivity underpasses between the 
gate cells. The area between each of the gate cells can 
accommodate two or three parallel underpasses in the 
horizontal or vertical direction. Since the n-type diffu- 
sion which forms these underpasses is a part of the 
customizing step, the location and length of each un- 
derpass can be chosen to fit a given interconnection 
requirement. This method provides the designer with 
virtually all of the advantages and capabilities of multi- 
layer interconnection paths on the surface of the chip 
and allows approximately 80% of the gates on the chip 
to be utilized in a typical logic layout. 

The custom logic interconnections can be easily laid 
out in pencil on a layout sheet by simply interconnect- 
ing the desired gate sites with a pencil line and appro- 
priately defining the function of the site as an input, out- 
put, injector contact or an underpass. The function of 
each of the potential sites is defined by simply drawing 
an appropriate symbol on it, such as a circle for an out- 
put and a square for an input, as defined in the example 
below. 





SAMPLE LAYOUT OF 8 GATE CELL AFTER 
CUSTOMIZING WITH N+ COLLECTOR DIFFUSION, 
CONTACT MASK AND METAL INTERCONNECTION 
PATTERN 
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BIPOLAR INPUT/OUTPUT INTERFACE SECTION 
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A TYPICAL SCHOTTKY-BIPOLAR INPUT/OUTPUT 
INTERFACE CELL 


The bipolar input/output interface sections of the l 2 L 
Master-Chips are located along the periphery of the 
chips. The component locations in a typical I/O cell are 
shown in the adjacent figure. Each I/O cell is designed 
to be either an input or an output interface depending 
on the choice of the metal interconnection pattern ap- 
plied to the cell. Furthermore, two adjacent cells can 
be combined together to provide a three-state type out- 
put buffer. Some of the basic input and output circuit 
configurations available from the I/O interface are 
shown below. In the case of a three-state output config- 
uration, one would also utilize several gates from the 
|2 l logic section to perform the necessary gating func- 
tions. 

Each input/output interface cell contains one bonding 
pad, several resistors of varying values, a clamp diode 
to substrate and two npn transistors with optional 
Schottky diode clamps. Each npn transistor is capable 
of sinking 5 mA of current with Schottky diode clamps 
and 10 mA of current without, at a saturation voltage of 
< 0.5V. The breakdown voltage of the bipolar I/O sec- 
tion is 7 V. 



(a) Input Interlace Circuit 


(b) Output Interlace Circuit 



(c) Tri-Stale Output Interface Circuit 


TYPICAL BIPOLAR INPUT/OUTPUT INTERFACE CIRCUITS AVAILABLE FROM I/O INTERFACE CELL 
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EXAR I2|_ Master-Chips™ 


The following section profiles the available Exar l 2 L 
Master-Chips™. The brief description of Master-Chip™ 
includes a small layout sheet of the chip indicating 
component locations, a brief outline of the key features 


of the chip, and applications for which it is well suited 
as well as a tabulation of the type and number of com- 
ponents each chip contains. 
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XR-200 I2L Master-Chip™ 

Chip Size: 98 x 119 mils The XR-200 l 2 l_ Master-Chip™ is designed for applica- 

5-0utput l 2 L Gates: 192 tions that require medium complexity logic on a single 

Schottky-Bipolar I/O chip. The bipolar I/O interface cells make the XR-200 

Interfaces: 24 compatible with standard TTL or 5V CMOS logic fami- 

Bonding Pads: 30 lies. 

Max. Operating Voltage: 7V 



XR-200 |2l 
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XR-300 I2L Master-Chip™ 


Chip Size: 106 x 144 mils 
5-Output l 2 l_ Gates: 288 
Schottky-Bipolar I/O 
Interfaces: 28 
Bonding Pads: 34 
Max. Operating Voltage: 7V 


The XR-300 l 2 L Master-Chip™ is designed for applica- 
tions which require high density random logic on a sin- 
gle chip. The eight gate logic cells allow room for cross- 
unders between cells thus increasing layout efficiency. 
The bipolar I/O interface cells make the XR-300 com- 
patible with standard TTL or 5V CMOS logic families. 



XR-300 |2L 
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XR-400 I2L Master-Chip™ 

Digital Components: 149 Linear Components: The XR-400 is a unique Master-Chip™ that provides the 

Chip Size: 119 x 149 mils NPN Transistors: 45 capability of combining moderately complex linear cir- 

5-Output l 2 L Gates: 256 4-Collector PNP cuitry on the same die as complex logic circuitry. This 

Schottky-Bipolar I/O Transistors: 12 Master-Chip is an excellent choice when the advan- 

Interfaces: 18 Diffused Resistors: tages and capabilities of linear and digital techniques 

Bonding Pads: 40 700 fi: 200 must be combined. The bipolar I/O interface cells make 

Max. Operating Voltage: 7V 2.5kft: 116 the XR-400’s l 2 L section compatible with standard TTL 

5kQ: 20 or 5V CMOS logic families. 

Total Resistance: 530K 



XR-400 |2l 
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I z l 


Chip Size: 122 x 185 mils 
5-Output |2|_ Gates: 520 
Schottky-Bipolar I/O 
Interfaces: 40 
Bonding Pads: 42 
Max. Operating Voltage: 7 V 



The XR-500 l 2 L Master-Chip™ is designed for applica- 
tions which require high density logic on a single chip. 
The eight gate logic cells allow room for cross-unders 
between cells for increased layout efficiency. A gener- 
ous number of I/O cells and bonding pads allows many 
connections between the on board logic and the out- 
side world. The bipolar I/O interface cells make the 
XR-500 compatible with standard TTL or 5V CMOS 
logic families. 



XR-500 |2l 
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|2l semi-custom design cycle 


The digital semi-custom LSI design program using Ex- 
ar’s |2 l Master-Chips is devised for maximum versatility 
and flexibility to suit varying customer needs and capa- 
bilities. The flow chart below gives the outline and se- 
quence of six basic steps associated with a typical l 2 L 
semi-custom program. 


In many cases, the first two steps indicated in the flow 
chart can be done by the customer, in consultation with 
Exar, using Exar’s l 2 L Design Kit and the design instruc- 
tion manual. Whenever possible, such an approach is 
recommended since it greatly reduces the develop- 
ment costs and turnaround time. 



SIX BASIC STEPS OF SEMI-CUSTOM LSI DEVELOPMENT 


STEP 1: FEASIBILITY REVIEW AND LOGIC 
CONVERSION 

Starting with the customer’s logic diagram (preferably 
reduced to flip-flops and gates), the first step is a de- 
tailed review of the system requirements with regard to 
the overall gate count, I/O requirements, operating 
speeds, etc., to assure feasibility and to choose the 
most economical gate array. The next step is to convert 
the logic diagram into l 2 L gates. At this state a com- 
puter simulation of the logic diagram may also be per- 
formed, if deemed necessary. 

STEP 2: PENCIL LAYOUT ON GATE ARRAY 
WORKSHEETS 

Once the logic diagram is converted to l 2 L gates, the 
next step will be to make a pencil layout of the circuit on 
the appropriate array worksheet. This pencil layout is 
done on a blank worksheet where the gate input and 
output locations are shown as target dots. During the 
layout, the interconnections and underpasses between 
the gates are indicated by pencil lines and appropriate 
symbols. The bipolar I/O cells do not need to be inter- 
nally interconnected. Since these cells are standard- 
ized, it is only necessary for the designer to specify if a 
particular I/O cell is to be used as an input or output. 

STEP 3: COMPUTERIZED MASK ARTWORK 
GENERATION 

Using a specially developed computerized mask gener- 
ation technique, the three layers of necessary custom 


1C tooling (n-type diffusion, contact window opening 
and metal interconnections) can be automatically gen- 
erated by a single digitizing step from the pencil layout. 
This simultaneous and automated generation of the 
custom mask layers greatly reduces the tooling cost 
and turnaround time, and avoids mask errors. 

STEP 4: MASK FABRICATION 

The photographic tooling plates, or masks, are fabri- 
cated by a pattern generation technique from the digi- 
tized coordinate information stored in the computer. 

STEP 5: CUSTOMIZING PREFABRICATED WAFERS 

The prefabricated l 2 L wafers containing the p-type 
base diffusion and gate fingers are customized into 
completed monolithic LSI chips using the custom 1C 
tooling generated in Steps 3 and 4. 

STEP 6: ASSEMBLY/TEST AND PROTOTYPE DELIVERY 

The completed monolithic chips are first evaluated on 
the finished 1C wafer and later assembled, electrically 
tested and delivered as completed prototypes. The 
amount of electrical testing done on the initial proto- 
types depends on the customer’s specific needs and 
requirements. 
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DESIGN EXAMPLE 

The multiple output l l 2 L gates on the Exar Master-Chips 
are arranged in 8-gate or 16-gate cells. A complex logic 
array can be partitioned into subsections and each of 
these subsections can be laid out on one or more of 
these cells. The example below shows the layout of a 
D-type flip-flop on one of Exar’s Master-Chips. The dark 
lines in the layout example correspond to the metal in- 
terconnection busses; the circles and squares indicate 
the respective gate outputs and inputs. As a part of the 
l 2 L Design Kit, Exar supplies a complete Design Man- 
ual and special layout worksheets which enable the 
customer to do his own logic conversion and layout. 



(a) NAND LOGIC DIAGRAM 


r ri r~A i m m rr\ m nri m & injector 

vnvnrnT^nrnr^ rail 



Q GATE OUTPUT 
□ GATE INPUT 

INJECTOR CONTACT 
METAL INTERCONNECT 


(b) TYPICAL PENCIL LAYOUT ON MASTER 
CHIP WORKSHEET 

l 2 L Design Kit 

Exar’s l 2 L Design Kit provides an ideal vehicle for the 
customer to familiarize himself with the fundamentals 
of |2 L logic. He can then proceed to do the design and 


layout of his own semi-custom l 2 L chip. This Design Kit 
contains the following: 

• A set of 40 monolithic kit parts for process evaluation 
and critical circuit breadboarding. 

• A comprehensive design manual which covers the 
fundamentals of l 2 L logic and provides design and 
layout examples. 

o A set of layout worksheets which lets the user pre- 
pare his own logic layout directly on the l 2 L Master- 
Chip. 

• A breadboard kit which includes a P.C. board, 1C 
sockets, and an edge connector, as well as other 
hardware. 

The monolithic kit parts which make up the l 2 L Design 
Kit are comprised of basic logic building blocks such as 
gate arrays, latches and flip-flops, as well as bipolar 
input/output buffers. The kit parts allow the designer to 
characterize the l 2 L circuit performance and optimize 
his design well in advance of performing the final cir- 
cuit layout. In this manner, the problems and pitfalls 
normally encountered in converting a discrete logic 
system into a monolithic design are avoided. In addi- 
tion, the kit also includes a special l 2 L evaluation or 
test chip, the XR-C409. This test circuit contains fre- 
quency dividers and ring oscillators to evaluate the 
high frequency capabilities and the power speed tra- 
deoffs of l 2 L gates. 

The |2 L Design Manual gives a comprehensive review 
of l 2 L logic technology and describes the electrical 
characteristics of each type of component available on 
the Master-Chips. It also presents some of the antici- 
pated parameter distributions and the worst case toler- 
ances associated with each type of circuit component. 
In addition, the design manual also provides a library of 
|2|_ equivalents of logic subblocks corresponding to 
popular logic functions such as decoders, flip-flops, 
counters and multiplexers, and gives layout examples 
which demonstrate the efficient use of layout work- 
sheets. 


ADDITIONAL KIT PARTS 

The number of kit parts supplied as a part of the l 2 L de- 
sign kit are generally sufficient. However, if additional 
kit parts are required to complete your evaluation, 
these can be obtained either directly from Exar, or 
through your local Exar technical representative. 

TECHNICAL ASSISTANCE 

If any special or unusual circuit design or layout prob- 
lems are encountered in the preparation of your semi- 
custom 1C layout, Exar’s technical staff will be glad to 
review your design problem and provide technical guid- 
ance. In many cases it is beneficial to call Exar for a 
preliminary discussion of your custom 1C needs, even 
before you decide to buy a design kit. 
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COMPONENTS INCLUDED IN I? 
DESIGN KIT 


Part Number 

Description 

Quantity 

XR-C501 

l 2 L Triple Inverter Array 

15 

XR-C502 

Quad NOR-Gate Arry 

4 

XR-C503 

Dual D-type Flip-Flop (unbuffered) 

8 

XR-C504 

Dual D-type Flip-Flop with Bipolar 

I/O Buffers 

2 

XR-C505 

Dual J-K Flip-Flop (unbuffered) 

4 

XR-C506 

l 2 L Compatible NPN Transistor Array 

2 

XR-C507 

l 2 L Evaluation Circuit 

1 


Total 

40 


When breadboarding with l 2 L kit parts included in the 
design kit, a word of caution is in order: The high fre- 
quency capabilities of l 2 L gates in the kit, which have 
buffered outputs, are to a large extent limited by the 
parasitic capacitances associated with the package or 
the external wiring on the circuit board. In the monolith- 
ic design, when the electrical connections are made in- 
ternal to the chip and the outputs are buffered, these 
parasitic package capacitances do not present a prob- 
lem. However, when breadboarding with l 2 L kit parts 
which have no buffered outputs, these package capaci- 
tances may limit the switching speeds obtainable at the 
kit part breadboard stage. For this reason it is recom- 
mended that logic verification breadboards be built with 
74CXX or 74LXX logic. The buffered l 2 L kit parts are 
useful for circuit areas that are sensitive to the propa- 
gation delays and/or frequency limitations of the l 2 L 
process. 


COMPONENTS IN l 2 L DESIGN KIT 


XR-C501 

i 2 l inverter array 



XR-C501 contains three 
multiple-output l 2 L inverters. 
These three gates each have in- 
dependent inputs and outputs, 
however they share a common 
injector. 


XR-C502 

|2l nor-gate array 



XR-C503 

Dual “D” FLIP-FLOP 



XR-C502 contains two single- 
and two dual-output l 2 L NOR 
gates. All four gates share a 
common injector. 


XR-C503 contains two inde- 
pendent D-type flip-flops. Both 
flip-flops share a common in- 
jector and trigger on positive- 
going edges. Both the inputs 
and outputs of each flip-flop 
unbuffered. 


XR-C504 

BUFFERED DUAL-D FLIP-FLOP 



Pin 16 = V + 

Pin S = Ground 
Option 


XR-C505 

DUAL J-K FLIP-FLOP 


XR-C504 is a buffered version of 
the XR-C503 flip-flop array. Both 
flip-flops contain Schottky- 
bipolar input and output buffers 
(see page 26). The two flip-flops 
share a common injector which 
is internally connected to V+ = 
5V, the l 2 L gates are biased at 
approximately 50 juA gate and 
are positive edge triggered. 



XR-C505 contains two inde- 
pendent J-K flip-flops which 
share a common injector. Both 
the inputs and outputs are com- 
prised of unbuffered l 2 L gates. 
Both flip-flops are positive edge 
triggered. 
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FREQUENCY DIVIDER SECTION 


XR-C506 

|2L COMPATIBLE NPN TRANSISTOR ARRAY 



XR-C506 contains four small 
signal NPN transistors. These 
are equivalent to the transistors 
available in the linear section of 
the XR-400 Master-Chip. 


XR-C507 

i 2 l compatible pnp transistor array 



Pin ( • Substrate 


XR-C507 contains two four- 
collector lateral PNP transistors. 
These devices are equivalent to 
the PNP transistors available in 
the linear section of the XR-400 
Master-Chip. 


The frequency divider section of the XR-C409 test cir- 
cuit are made up of two D-type flip-flops internally con- 
nected in the ( 2) mode. These frequency dividers are 
operated with serial clocking and parallel reset con- 
trols. The flip-flops operate on the negative transitions 
of the clock input and reset with a high logic state. 
When the circuit is reset, all the outputs go to a low 
state. The logic polarities and timing sequence of the 
circuit waveforms are shown in the following drawing. 


RESET | I 

(PIN 15) 1 J 

?p srr _rLrLTLn_n 

4 OUTPUTS I I I I 

(PINS 2 AND 3) I I I I I I 

TIMING DIAGRAM FOR FREQUENCY DIVIDER SECTION 


XR-C409 |2L EVALUATION CIRCUIT 

The XR-C409 monolithic 1C is a test circuit for evaluat- 
ing the speed and performance capabilities of Exar’s 
Integrated Injection Logic (l 2 L) technology. It is intend- 
ed to familiarize the l 2 L user and the digital system de- 
signer with some of the performance features of l 2 L, 
such as its high frequency capability and power speed 
tradeoffs. 

The XR-C409 l 2 L test circuit is comprised of five sepa- 
rate evaluation blocks as shown below. Blocks 1 and 2 
are D-type flip-flops which are internally connected as 
frequency dividers. Each of these dividers provides buf- 
fered open collector outputs (Blocks 3, 4, and 5, etc.) to 
be used for measuring gate propagation delays at dif- 
ferent injector current levels. The XR-C409 evaluation 
circuit is included as a part of Exar’s l 2 L Design Kit. 




PACKAGE TERMINALS FOR XR-C409 
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RING OSCILLATOR SECTIONS 


The ring oscillator sections of the XR-C409 test circuit 
are intended for the measurement of propagation de- 
lays associated with l 2 L gates. Each of these oscilla- 
tors is made up of a cascade of eight four-output l 2 L 
gates. The basic gate operates as an inverter with a 
single input and four outputs. 


INJECTOR 


INPUTS 

(COMMON) 



EQUIVALENT CIRCUIT 


| OUTPUTS 



* 9 )^ 


(PIN 9) INJECTOR 




OSCILLATOR 

OUTPUT 


_n_n 



(b) 

Ring Oscillator Using Two Gate Outputs per Stage 
(Section 3) 



LOGIC SYMBOL 

FOUR-OUTPUT |2 GATE 



EQUIVALENT CIRCUITS OF THE 7-STAGE RING 
OSCILLATOR SECTION 

Since the delay characteristics depend on the choice 
and number of gate outputs used, the test 1C includes 
three separate ring oscillator sections. The ring oscilla- 
tor below that corresponds to section (3) in the package 
diagram of the XR-C409, uses only one gate output per 
gate. The output used is the one closest to the injector 
with the remaining outputs left open circuited. 

The ring oscillator that uses two gate outputs per stage, 
uses the two closest to the injector. The last ring oscil- 
lator has all four outputs shorted together. 

All three oscillator sections of the XR-C409 have sepa- 
rate injectors but share a common ground (Pin 8). Each 
oscillator also has a separate output buffer stage. 
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ELECTRICAL CHARACTERISTICS OF |2l MASTER-CHIP™ COMPONENTS 


|2l GATES (All Master-Chips) 



TYPICAL CHARACTERISTICS AT VARIOUS INJECTOR CURRENTS 

PARAMETER 

lj = 100 nA 

<c 

II 

lj = 10 pA 

lj = 100 pA 

Output Sink Current, Iq 

300 nA 

8pA 

80 pA 

600 pA 

Output Sat. Voltage, Vqi_ 

3 mV 

3 mV 

4 mV 

10 mV 

Input Threshold 

0.48 V 

0.54 V 

0.60 V 

0.66 V 

Power-Delay Product (V + = IV) 

0.6 pJ 

0.6 pJ 

1.0 pJ 

3 pJ 

Average Prop. Delay 

6 /xsec 

0.6 psec 

100 nsec 

50 nsec 

Max. Toggle Freq. (D F/F) 

6 kHz 

60 kHz 

400 kHz 

2 MHz 

Input OFF Current (V|n = 0) 

150 nA 

1.5 pA 

15 pA 

130 pA 

Output Breakdown Voltage 
(Unbuffered Output) 

3 V 

3 V 

3 V 

3 V 


SMALL SIGNAL NPN TRANSISTORS (Linear Section of XR-400 Chip Only) 


PARAMETER 

TEST CONDITION 

TYPICAL VALUES 

SIGMA LIMIT 

WORST CASE 
TOLERANCE 

Current Gain (hpg) 

In = 1mA, Vhf = 5 V 

200 

— 

80-800 

Temp. Coefficiency of hpp 

-55°C to +25°C 

+ 0.5%/°C 

— 

— 


25°C to 125°C 

+ 1%/°C 



Matching of hpp 

1C = 1 mA 

— 

±5% 

±20% 

Breakdown Voltage 

lvceo 

7 V 


6-1 0V 

Cutoff Frequency (fj) 

O 

n 

3 

> 

500 MHz 



Saturation Resistance 


50 0 


30-100 Q 


LATERAL PNP TRANSISTORS (Linear Section of XR-400 Only) 


PARAMETER 

TEST CONDITION 

TYPICAL VALUES 

SIGMA LIMIT 

WORST CASE 
TOLERANCE 

Current Gain (hpp) 

l C = 100 pA 

10 


5-20 

(All collectors shorted) 

l C = 10/xA 

30 


10-50 

Temp. Coefficiency of hpp 

l C = 10 pA 

±0.1%/°C 



Matching of hpp 

l C = 10pA 

±3% 

±5% 


Breakdown Voltage 

lvceo 

25 V 


15-30 V 

Cutoff Frequency (fy) 

l C = 100 nA 

5 MHz 
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EXAR 


CMOS SEMI-CUSTOM DESIGN 


Exar’s CM (CMOS Master-Chip) series of digital gate ar- 
rays is composed of four CMOS Master-Chips which 
range in size from approximately 100 to 525 gate equiv- 
alents. Each of the CM series Master-Chips is com- 
pletely prefabricated as a standard product except for 
the final fabrication step of device interconnection. The 
metal interconnection pattern can be designed to con- 
nect the Master-Chip into a custom circuit designed 
specifically to meet your particular system require- 
ments. 

A CMOS semi-custom design can be approached in two 
ways. In one case, a customer may already have a 
working system on which it is necessary, for example, 
to reduce manufacturing costs by incorporating a 
CMOS Master-Chip to simplify a complex printed circuit 
board. The task in this case is to determine what por- 
tion, if not all, of this P.C. board can be incorporated into 
a Master-Chip. The partitioning of the system and the 
choice of which Master-Chip to use must be carefully 
considered with cost, packaging, versatility and test- 
ability in mind. Exar’s Custom Applications department 
will be glad to assist a customer in his selection, or per- 
form a design review of the system at no charge, and 
suggest Master-Chip and partitioning alternatives. This 
design review will include a quotation for development 
charges and production pricing of the Master-Chip, as 
well as an approximation of the development time that 
will be required to build prototypes. 

In the second case, a design engineer may be in the 
process of designing a completely new system. In this 
case, the system can be designed in such a way that it 
can be easily partitioned into one or more Master- 
Chips. Once again, Exar’s Custom Applications depart- 
ment will be happy to provide assistance in selecting 
the appropriate Master-Chip along with price and deliv- 
ery information. 

Breadboards that are built to functionally test the logic 
intended for a CMOS Master-Chip should be construct- 
ed with SSI and MSI packages from one of the popular 
logic families such as 74LXX, 74CXX or 4 XXX. These 
logic families are recommended for breadboarding due 
to their standard nature as well as their universal avail- 
ability. After the logic is functionally proven, either on 
paper or via a breadboard, the MSI logic must be con- 
verted to gate level logic so that it can be laid out on the 


chosen Master-Chip. At this time, logic simulation pro- 
grams can be run on the resulting gate level logic to 
check for correct logic, race conditions or other possi- 
ble problems. After this phase of the program is com- 
pleted, the logic is ready to be laid out. 

Exar has a CMOS Master-Chip Design Kit available 
which includes a comprehensive design manual, a P.C. 
board and associated hardware for use in building a 
prototype breadboard, layout sheets for all of the CMOS 
Master-Chips and stick-on overlays for frequently used 
logic functions. The design manual will be extremely 
useful in converting SSI and MSI logic to gate level 
logic. The manual also gives detailed specifications on 
the performance of the CMOS cells. 

As with all of our other custom programs, Exar is avail- 
able to help the customer. Through our design kit, we 
can give the customer the option of designing and lay- 
ing out his own semi-custom LSI chip. If the customer 
desires, Exar can do the design, from black box specifi- 
cations, including the breadboard and logic simulation 
as well as the layout, for a nominal fee. We at Exar 
stand ready to help our customers and we can provide 
as little or as much service as our customers require. 

FEATURES OF CMOS TECHNOLOGY 

Exar’s metal gate CMOS Master-Chips offer most of the 
features of l 2 L, plus some additional ones. The CMOS 
Master-Chips permit highly complex logic circuitry to be 
implemented on a semi-custom gate array with only 
one customizing layer; the metalization. Although the 
minimum operating voltage for the CMOS array is 3V, as 
opposed to approximately IV for l 2 L, the CMOS can 
function at a supply voltage of 15V. For circuitry that is 
mostly in a static condition (not continuously switching) 
CMOS circuitry will draw less supply current than l 2 L. 

The CMOS Master-Chips can interface with both 5V and 
15V logic families when they are powered by the appro- 
priate power supply. The CM series Master-Chips have 
an upper frequency limit that is approximately 3 times 
greater than that for the l 2 L Master-Chips. Of course, 
Exar’s CM series CMOS Master-Chips offer Exar’s usual 
high reliability and high quality, plus offering all of the 
cost and space saving features of Exar’s other semi- 
custom Master-Chips. 
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CMOS SEMI-CUSTOM DESIGN CYCLE 

Your very first step, at the start of the CMOS semi- 
custom program, should be to contact Exar for a prelim- 
inary analysis and discussion of your needs. This can 
be done even while the program is still at the thought 
stage. This initial review by Exar is performed at no cost 
to the customer. Yet, it is essential to the success of the 
program since it avoids any possible design pitfalls or 
misunderstandings. This early interaction also allows 
you to find out some of the options or variations avail- 
able in Exar’s semi-custom programs and choose the 
one which is best suited to your needs. 

The following is a typical check list of items and infor- 
mation which is required by Exar’s technical staff to 
provide you with an accurate feasibility study of your 
project along with a budgetary estimate of the develop- 
ment costs, timetables and production pricing. 

° A block diagram of circuit function and input/output 
interface requirements. 


• Production quantity requirements. 

0 Desired development and production timetables. 

° An indication of how much of the breadboarding, lay- 
out, etc., can be done by you, the customer, using 
Exar’s Design Kits. 

° Packaging requirements. 

0 Desired level of screening. 

Once the above data package is submitted to Exar, we 
would review it and respond to you with a feasibility as- 
sessment, budgetary cost and price estimate for your 
semi-custom program, within a few days after the re- 
ceipt of the above information package. 

The figure below illustrates the flow of a CMOS semi- 
custom program. Either Exar or the customer can enter 
the program at any step, up to the prototype wafer fabri- 
cation. Exar will provide as much or as little service as 
the customer requires, and will help with the design and 
layout. 


START 



Finish 


H those atop a ore not done by Exar they should bo do no in consultation with Exar. 
** These steps must be done by Exnr. 
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EXAR CM SERIES CMOS MASTER-CHIP™ ELECTRICAL CHARACTERISTICS 


ABSOLUTE MAXIMUM RATINGS 


Operating Temperature 

-55°C to + 125°C 

Storage Temperature 

-55°C to 150°C 

VDD(OP eratin 9 Power Supply Range) 

+ 3.0 to 15.0 Vdc ±10% 

DC Input Voltage (any pin to V$s 

-0.3 to V DD + 0.5 Vdc 


DC ELECTRICAL CHARACTERISTICS T A 25°C 




CONDITIONS 


TYP 

MAX 

UNITS 

■QjjMHHj 

Output Low Level 

V DD = 5.0V 

— 






V DD = 10.0V 

— 






V DD = 15.0V 

— 




VOH 

Output High Level 

V DD = 5.0V 

4.95 

5.0 

— 

HMplMl 



V DD = 10.0V 

9.95 


— 

■ 



V DD = 15.0V 

14.95 


— 


V NL 

Noise Voltage 

Output Low 






VOUT 

> 3.5V 

V DD = 5.0V 

1.5 

2.25 

— 

V 

VOUT 

> 7.0V 

Vdd = io.ov 

3.9 


— 

V 

VouT 

> 10.5V 

V DD = 15.0V 

4.5 

6.75 

— 

V 

Vnh 

Noise Voltage 

Output High 






v OUT 

< 1.5V 

v D D = 5.ov 

1.5 

2.25 

— 

V 

VouT 

< 3.0V 

v D d = io.ov 

3.0 

4.50 

— 

V 

v OUT 

< 4.5V 

Vdd = i5.ov 

4.5 

6.75 

— 

V 


AC CHARACTERISTICS: T/\ 25°C 


SYMBOL 

PARAMETER 

CONDITIONS 

TYP 

UNITS 

tpd 

Average Propagation Delay 

Inverter with fan-out = 2 

V D D = 5.0 

21 

ns 



Vdd = 10.0 

11 

ns 



vdd = i5.o 

8 

ns 

ft 

Toggle Frequency 

v D d = 5.o 

2.5 

MHz 



Vdd = io.o 

5.0 

MHz 



v D d = i5.o 

8.0 

MHz 
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DESIGNING WITH CMOS MASTER-CHIPS 

Exar offers four CMOS Master-Chips™ the features of which are outlined in the table below. Since Exar fabricates 
its own wafers we can also offer full custom circuits. 

CMOS MASTER-CHIPS 


Master 

Chip 

Array Cells 

I/O Cells 

D-Type 

Flip-Flops 

Die Size 
(Mils) 

Maximum 

Pins 

Voltage 

XR-CMA 

112 

In 8 rows 
of 14 each 

29 

15 which can 
be connected 
as three 
state outputs 


112x124 

32 

3-15 

XR-CMB 

162 

in 9 rows 
of 18 each 

34 

16 which can 
be connected 
as three 
state outputs 


136X136 

38 

3-15 

XR-CMC 

216 

in 12 rows 
of 18 each 

40 

22 which can 
be connected 
as three 
state outputs 


136x174 

44 

3-15 

XR-CMD 

224 

in 8 rows 
of 24 each 
and 4 rows 
of 8 each 

46 

30 which can 
be connected 
as three 
state outputs 

32 

in 4 rows 
of 8 each 

175x175 

50 

3-15 
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EXAR CMOS MASTER-CHIPS™ 

The following section profiles the available Exar CMOS Master-Chips™. The brief description of each Master-Chip™ in- 
cludes a small layout sheet of the chip indicating component locations, a brief outline of the key features of the chip, 
and applications for which it is well suited. Also included is a tabulation of the type and number of components each 
chip contains. 
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XR-CMA CMOS Master-Chip 1 


Chip Size: 112 x 124 mils 
Array Cells: 112 
I/O Cells: 

29 (15 can be 
connected as three 
state outputs) 


Bonding Pads: 32 
Operating Voltage 
Range: 3-1 5V 


The XR-CMA metal gate CMOS Master-Chip™ is de- 
signed for applications that require medium complexity 
logic on a single chip. The XR-CMA outputs can be 
made compatible with 5V logic families as well as 15V 
CMOS logic families depending upon device power 
supply voltage. 
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XR-CMB CMOS Master-Chip™ 


Chip Size: 136 x 136 mils 
Array Cells: 162 
I/O Cells: 

34 (16 can be 
connected as three 
state outputs) 


Bonding Pads: 38 
Operating Voltage 
Range: 3-1 5V 


The XR-CMB metal gate CMOS Master-Chip™ is de- 
signed for applications requiring a slightly larger capac- 
ity than that of the XR-CMB. The XR-CMB outputs can 
be made compatible with 5 V or 15V logic families by 
choosing the appropriate power supply voltage. 



XR-CMB 
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XR-CMC CMOS Master-Chip™ 


Chip Size: 136 x 174 mils Bonding Pads: 44 
Array Cells: 216 Operating Voltage 

I/O Cells: Range: 3-1 5V 

40 (22 can be 
connected as three 
state outputs) 


The XR-CMA metal gate CMOS Master-Chip™ is de- 
signed for applications that require highly complex 
logic to be placed on a single chip. The large number of 
I/O cells and bonding pads make the XR-CMC ideal for 
applications with a large number of inputs and outpts. 
The XR-CMC outputs can be made compatible with 5V 
or 15V logic families by choosing the appropriate 
power supply voltage. 

















XR-CMD CMOS Master-Chip™ 


Chip Size: 175 x 175 mils 
Array Cells: 

224 and 32 “D” 
Flip-Flops 
I/O Cells: 

46 (30 can be 
connected as three 
state outputs) 


Bonding Pads: 50 
Operating Voltage 
Range: 3-1 5V 


The XR-CMD metal gate CMOS Master-Chip™ is de- 
signed for applications that require highly complex 
logic including numerous flip-flops. Circuits with large 
sequential counts or long divider chains for small data 
storage registers are ideal for the XR-CMD. The XR- 
CMD has a large number of bonding pads and I/O cells 
to accommodate many inputs and outputs. The XR- 
CMD outputs can be made compatible with 5V or 15V 
logic families by choosing the appropriate power sup- 
ply voltage. 
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Applications Guide 


Exar’s line of monolithic 1C products cover a wide range 
of applications. This Applications Guide is intended as 
a brief selection guide for the 1C user, to assist him in 
finding the Exar product most suited to his application. 

The application categories, or classes, are listed in al- 
phabetical order, dictionary style, to allow the user to lo- 
cate the product he needs at a glance. In certain appli- 
cations, two of Exar’s products used in combination 
may be necessary to perform the complete function. In 
such a case, these products are grouped together as a 
pair. For example, to make a complete FSK modem may 
require the XR-2206 Modulator and the XR-221 1 Decod- 
er. Thus, in the Applications Guide shown below, both of 
these products will be grouped under the Modem cate- 
gory as XR-2206/XR-221 1. 

In many of the applications, more than one product 
type is recommended. In such cases, the user can 
choose the device best suited to his specific applica- 
tion by either consulting with Exar’s Applications de- 
partment, or by reviewing the electrical specifications 
of the individual devices involved. 


* ADVANCED INFORMATION 


A 


Active Filters XR-084, XR-094, 

XR-096, XR-346, 
XR-3403, XR-4202 

Acoustical Couplers (See Modems) XR-2206, XR-2207, 

XR-221 1 


A/D Conversion (Pulse Counting Type) XR-2240 
Amplitude Detection 


Phase-Locked AM Detection 

Synchronous AM Detection 

Amplitude Level Detection 

Amplitude Modulated Oscillator 
Crystal Controlled AM Oscillator 
Amplitude Modulation 


XR-215/XR-2228, 
XR-221 2/XR-2228 
XR-S200, XR-2208, 
XR-2228 

XR-2276, XR-2277, 
XR-2278, XR-2279 
XR-205, XR-2206 
XR-S200, XR-205 
XR-2206, XR-2208, 
XR-2228, XR-13600 


Analog Computation 
Analog Multiplication/Division 


XR-2208, XR-2228 


Analog Square/Square-Root OperationXR-2208 


Analog-To-Frequency Conversion 
Analog Sample-Hold 
Analog Semi-Custom Design 
(Master Chips) 


Appliance Timing 


Audio Amplifier/Preamp 
Audio Level Detector 
Automatic Gain Control (AGC) 


XR-2209, XR-4151 
XR-1 3600/XR-082 
XR-A100, XR-B100, 
XR-C100, XR-D100, 
XR-F100, XR-G100, 
XR-X100 
XR-555, XR-556, 
XR-558, XR-559, 
XR-2240, XR-2242, 
XR-2243 

XR-5532, XR-5534 
XR-2276, XR-2279 
XR-2208, XR-221 6, 
XR-2228, XR-13600 


B 


Bar-Graph Display 

XR-2276, XR-2277, 
XR-2278, XR-2279 

Battery Charger Timing 

Battery Operated Instruments 
(Low-Power) 

XR-2242, XR-2243 

Timing 

XR-L555, XR-L556, 
XR-2243 

Tone Detection 

XR-L567 

Bit-Pattern Generation 

XR-2240 


c 

Carrier Detection (See AM and 


Tone Detection) 


High-Frequency (> 1 MHz) 

XR-215/XR-2228 

Low-Frequency (<1 MHz) 

XR-567A, XR-221 1, 


XR-L567 

Low-Power 

XR-L567 

Carrier-Tone Transceiver 

XR-2567 

Clock Generation (See Oscillators) 


Low-Frequency (<1 MHz) 

XR-555, XR-2209, 


XR-2242 

Low-Power 

XR-L555, XR-L556, 


XR-2243 

High-Frequency 

XR-205 

Phase Locked 

XR-215, XR-221 2, 


XR-221 3 

Clock Extraction 


Phase Locked 

XR-210, XR-215, 


XR-2212, XR-221 3 

PCM Signal Clock 

XR-C262, XR-C277 

Clock Pattern Generation 

XR-2240 

Clock Synchronization 


High-Frequency (>1 MHz) 

XR-210, XR-215 

Low-Frequency (<1 MHz) 

XR-2212, XR-2213 

Commandor (Speech/Data) 

XR-2216 

Current-to-Frequency Converter 

XR-2206, XR-2207, 


XR-2209 

Current Drive 

XR-2247, XR-2247A 

D 


Darlington Arrays 
(High-Current, High-Voltage) 


Data Synchronization 
High-Frequency (> 1 MHz) 
Low-Frequency (<1 MHz) 
DC/DC Converter (See 
Switching Regulators) 


XR-2200, XR-2201, 
XR-2202, XR-2203, 
XR-2204, XR-2001 , 
XR-2002, XR-2003, 
XR-2004, XR-2011, 
XR-2012, XR-2013, 
XR-2014 

XR-210, XR-215 
XR-221 2, XR-221 3 
XR-1 524, XR-2524, 
XR-3524, XR-1 525 A, 
XR-1527A, 
XR-2525A, 
XR-3525A, 
XR-2527A, 
XR-3527A 
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Detector 


High-Frequency (> 1 MHz) 

XR-215 

FM 

XR-215, XR-2122 

Low-Frequency (<1 MHz) 

XR-2212, XR-4151 , 

FSK 

XR-210, XR-2211, 


XR-2213 


XR-14412, XR-2122 

Frequency Division 

XR-320, XR-555, 

Tone 

XR-567, XR-L567, 


XR-2240, XR-2242, 


XR-2211, XR-2567, 


XR-2243 

PSK 

XR-2122, XR-2123 

Frequency Doubling 

XR-2208, XR-2228 

Amplitude Level 

XR-2276, XR-2279 

FM Detection 


Amplitude Modulation 

XR-2208 

High-Frequency (>1 MHz) 

XR-215 

Differential Multiplier 

XR-2228 

Low-Frequency (<1 MHz) 

XR-215, XR-2212, 

Digital Sample/Hold 

Digital Semi-Custom Design (l 2 L, 

XR-2240 

FM Generation 

XR-2213 

CMOS Gate Arrays) 


High-Frequency (>1 MHz) 

XR-S200, XR-205 

Complete Digital Design (l 2 L) 

XR-200, XR-300, 

Low-Frequency (<1 MHz) 

XR-2206, XR-2207, 


XR-500 


XR-2209, XR-8038 

Complete Digital Design (CMOS) 

CMA, CMB, CMC, 

Frequency Multiplication (Synthesis) 



CMD 

High-Frequency (>1 MHz) 

XR-S200, XR-215 

Combined Analog/Digital Design 

XR-400 

Low-Frequency (<1 MHz) 

XR-2212, XR-2213 

Display Driver 


Frequency Translation 


Fluorescent 

XR-2271 , XR-2272, 

High-Frequency (>1 MHz) 

XR-215/XR-2228 


XR-6118, XR-6128 

Low-Frequency (<1 MHz) 

XR-2212/XR-2228 

Bar-Graph 

XR-2276, XR-2277, 

Frequency/Voltage (F/V) Converter 


XR-2278, XR-2279 

Wideband 

XR-4151 

Plasma Displays 

XR-2284, XR-2288 

Narrow-Band 

XR-2212, XR-2213 

Division (Analog) 

XR-2208 

FSK Detection (Decoding) 


Division (Frequency) 

XR-2240 

High-Frequency (>1 MHz) 

XR-210 

Dual Operational Amplifiers 


Low-Frequency (<1 MHz) 

XR-2211, XR-14412, 

Dual-741 Type 

XR-1458, XR-4558, 

FSK Generation (Encoding) 



XR-4739 

High-Frequency (>1 MHz) 

XR-210 

Low-Noise 

XR-5532, XR-5533 

Low-Frequency (<1 MHz) 

XR-2206, XR-2207, 

Bipolar FET 

XR-082, XR-083 


XR-14412, XR-2121 

Transconductance 

XR-13600 

Sinusoidal Output 

XR-2206, XR-14412, 

Dual Oscillator 

XR-556, XR-2556, 


XR-2121 


XR-2567 

Multiple Frequency Levels 

XR-2207 

Low- Power 

XR-L556 

FSK Modem (Modulator/ 

XR-2211 /XR-2206 

Dual Tone Detector 

XR-2567 

Demodulator) 

XR-2211 /XR-2207, 
XR-14412, 

XR-2121 /XR-2122 

E 








Electronic Gain Control 

XR-2208, XR-2216, 

G 



XR-2228, XR-13600 



Expandor (Speech/Data) 

XR-2216 

Gate Arrays (See 

XR-200, XR-300, 



Digital Semi-Custom) 

XR-400, XR-500 

CMA, CMB, CMC, 

F 


Generator (See 

CMD 

XR-205, XR-2206, 



Filters 


Function Generators) 

XR-8038 

XR-084, XR-094, 

Ground-Sensing Op Amps 

XR-3403 

Active Filters 

Gyrator Design 

XR-094, XR-346, 

Tracking Filters (Phase Locked) 

Switched Capacitor 

Floppy Disk 

XR-346, XR-3403, 

XR-4202 

XR-S200, XR-215, 

XR-2212 

XR-2120, XR-2103 

XR-3403, XR-4202, 
XR-13600 


H 


Read Amplifier 

XR-3470A, XR-3470B 



Write Amplifier 

Fluorescent Display Driver 

XR-2247, XR-2247A 

Hammer Driver (See High- 

XR-2200, XR-2201 , 

Medium Voltage (<50V) 

XR-2271, XR-2272 

Current Drivers) 

XR-2202, XR-2203, 
XR-2204 

XR-6118, XR-6128, 
XR-2284, XR-2288 

High-Voltage (>50V) 

Bar-Graph Display 

XR-6118, XR-6128 

XR-2276, XR-2277, 

XR-2278, XR-2279 

High-Voltage Driver 

Frequency Detection (See 

Tone Detection) 




High-Frequency (>1 MHz) 

XR-215/XR-2228 

| 


Low-Frequency (<1 MHz) 

XR-567, XR-2211, 




Multiple Frequency 
Frequency Discriminator (See 
F/V Converter) 


XR-2213 

XR-2567 


Indicator, Amplitude (See 
AM Detector, Level Detector) 


XR-2208, XR-2228, 
XR-2276, XR-2279 
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Indicator, Frequency (See 
Frequency Detector) 
Intercom 

Interval Timing 


XR-215, XR-2212, 
XR-4151 

XR-2206/XR-221 1 , 
XR-2567 

XR-555, XR-L555, 
XR-556, XR-L556, 
XR-558, XR-559 


L 


LED Driver 

XR-2200, XR-2201 , 
XR-2202, XR-2203, 
XR-2204 

Linear-Ramp Generation 

XR-320, XR-2207 

Linear-Sweep Oscillator 

XR-2206, XR-2207, 
XR-2209 

Line Compandor 

XR-2216 

Line Driver (RS-232C Spec) 

XR-1488 

Line Receiver (RS-232C Spec) 

XR-1489A 

Long Delay Generation 

XR-2242, XR-2243 

Low-Power Oscillator 

XR-L555 

Low-Power PLL 

XR-L567 

Low-Power Timer 

XR-L555, XR-L556, 
XR-2243 

Low-Voltage Timer/Oscillator 

XR-L555, XR-L556, 
XR-2243 


M 


Micropower Circuits (See Low-Power) 
Micropower Oscillator 

XR-L555, XR-L556 

Micropower Tone Decoder (PLL) 

XR-L567 

Micropower Timer 

XR-L555, XR-L556, 

Missing Pulse Detection 

XR-2243 

XR-320, XR-555, 

Modem Filter Design 

XR-L555 

XR-346, XR-3403, 

Modem (Frequency-Shift Keyed) 

XR-4202, XR-2120, 
XR-2103 

XR-210, XR-2206, 

(Phase-Shift Keyed) 

XR-2207, XR-2211, 
XR-14412, 
XR-2121/XR-2122 
XR-2121/XR-2122 

Modulators (See Multipliers) 

Amplitude Modulator 

XR-2123 

XR-205, XR-2206 

FSK Modulator 

XR-2206, XR-2207, 

Frequency Modulator 

XR-2121 

XR-205, XR-2206, 

PSK Modulator 

XR-2209 

XR-2121*, XR-2123 

Phase Modulator 

XR-2212 

Motor-Speed Control 

XR-2208, XR-2212, 

Multi-Function PLL 

XR-2213 

XR-S200 

Multiplier, Analog 

XR-2208, XR-2228 

0 



Operational Amplifiers 
Single Op Amp 
Dual Op Amp 


Quad Op Amp 


XR-5534 
XR-082, XR-083, 
XR-1458, XR-4558, 
XR-4739 

XR-084, XR-3403, 


Programmable Quad Op Amp 


Ground Sensing Quad Op Amp 
Ultra Low-Noise Op Amp 

Bipolar FET Op Amps 
Dual Bipolar FET 
Quad Bipolar FET 
Programmable Bipolar FET 

Operational Transconductance 
Amplifier (OTA) 

Oscillators (See Function Generators) 
High-Frequency Oscillator 
(>1 MHz) 

Low-Frequency Oscillator 
(<1 MHz) 

High-Current Output Oscillator 
Low-Cost Oscillator 
Low-Power Oscillator (Single) 
Low-Power Oscillator 
Dual Oscillator 
Sinusoidal Output 

FSK Keyed Oscillator 
Oscillator with Quadrature Outputs 


XR-4136, XR-4212, 
XR-4741 

XR-094, XR-095, 
XR-096, XR-346, 
XR-4202 
XR-3403 

XR-5532, XR-5333, 
XR-5534 

XR-082, XR-083 
XR-084 

XR-094, XR-095, 
XR-096 

XR- 13600 

XR-205, XR-210, 
XR-215 

XR-2206, XR-2207, 
XR-2209, XR-8038, 
XR-8038A 
XR-567 

XR-555, XR-L555 
XR-L555, XR-L567 
XR-L556, XR-2243 
XR-558, XR-559 
XR-205, XR-2206, 
XR-8038 

XR-2206, XR-2207 
XR-2212 


P 


PCM Repeater (See Regenerator) 

Phase-Comparator (Phase-Detector) 
Phase- Locked Loop 
High-Frequency (>1 MHz) 

Low-Frequency (<1 MHz) 


Ultra-Stable 
FM Detector 
FSK Detector 
Tone Detector 

Low-Power 
AM Detector 

Stero Decoder 
Plasma Display Driver 
Power Supply Supervision 
Power-On-Reset 

Precision Oscillator 

Precision PLL 
Process Controller 

Programmable Op Amp (See 
Op Amps) 

Quad Bipolar 

Quad Bipolar FET 

Programmable Oscillator 
Programmable Timer 
PSK Generator (Bipolar-phase 
and Quad-phase 


XR-C240, XR-C262, 
XR-C277 

XR-2208, XR-2228 

XR-S200, XR-210, 
XR-215 

XR-567, XR-L567, 
XR-2567, XR-2211, 
XR-2212, XR-2213 
XR-2211, XR-2212 
XR-215, XR-2212 
XR-210, XR-2211 
XR-567A, XR-L567, 
XR-2567 
XR-L567 

XR-215/XR-2228, 

XR-2212/XR-2228 

XR-1310 

XR-2284, XR-2288 
XR-1543 
XR-320, XR-555, 
XR-L555 

XR-2206, XR-2209, 
XR-8038A 
XR-2212, XR-2213 
XR-2206/XR-221 1 , 
XR-2240, XR-4151 


XR-346, XR-346-2, 
XR-4202 
XR-094, XR-095, 
XR-096 

XR-2206, XR-2207 
XR-2240 

XR-205, XR-2206, 
XR-2228, XR-2121 , 
XR-2123 
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Pulse Blanking 

XR-556, XR-2556 

Low-Frequency (<1 MHz) 

XR-2212, XR-2213 

Pulse-Code Modulation (PCM) 

XR-C240, XR-C262, 

Simultaneous AM/FM Detection 

XR-215/XR-2228, 

Regenerator 

XR-C277 


XR-2212/XR-2228 

Pulse Counting 

XR-2240 

Simultaneous AM/FM Generation 

XR-205, XR-2206 

Pulse Generation 

XR-320, XR-555, 

Sine Wave Converter 

XR-2212/XR-2228 


XR-L555, XR-556 

Sine Wave Generator 

XR-205, XR-2206, 

Pulse-Position Modulation (PPM) 

XR-320 


XR-8038, XR-8038A 

Pulse-Proportioned Servo Controller 

XR-2264, XR-2265, 

Solenoid Driver (See 

XR-2200, XR-2201, 

XR-2266 

Relay Driver) 

XR-2202, XR-2203, 

Pulse Shaping 

XR-555, XR-556, 


XR-2204 


XR-558, XR-559 

Speech Compandor 

XR-2216 

Pulse Stretching 

XR-320, XR-555, 

Square-Root Extraction 

XR-2208 

XR-556 

Squaring (Analog) 

XR-2208, XR-2228 

Pulse-Width Modulation (PWM) 

XR-320, XR-555 

Stable PLL 

XR-2211, XR-2212 

Pulse-Width Modulating Regulator 

XR-1524, XR-2524, 

Stereo Demodulator (Decoder) 

XR-1310 


XR-3524, XR-1525A, 

Suppressed Carrier AM Generator 

XR-205, XR-2206, 


XR-2525A, 


XR-2208, XR-2228 


XR-3525A, 

Sweep Generation (See 

XR-320, XR-2207 


XR-1527A, 

Saw-Tooth Generation) 



XR-2527A, 

Switching Regulators 

XR-1524, XR-2524, 


XR-3527A 


XR-3524, XR-1525A, 
XR-2525A, XR-3525A, 
XR-1527A, XR-2527A, 

Q 



XR-3527A, XR-2230, 
XR-494, XR-495 
XR-215, XR-2212 



Synchronization (Clock Frequency) 

Quadrature AM Detector 

XR-2208, XR-2228 

Synchronous AM Detection 

XR-215/XR-2228, 

Quadrature-Output Oscillator 

XR-2212 

XR-2212/XR-2228 

R 


T 


Radio-Controlled Servo Driver 

XR-2264, XR-2265, 

Telecommunication Circuits 



XR-2266 

PCM Repeater (T 1 -type) 

XR-C240, XR-C262, 

Radio-FM I.F. Demodulation 

XR-215 


XR-C277 

-AM I.F. Detection 

XR-2228 

Speech Compandor 

XR-2216 

Relay Driver (See 

XR-2200, XR-2201 , 

Tone Decoder (PLL-type) 

XR-567, XR-L567, 

Hammer Driver) 

XR-2202, XR-2203, 


XR-2211, XR-2567 


XR-2204 

Tone Encoder 

XR-2206, XR-2207 

Remote-Control Timer/Sequencer 

XR-L555, XR-L556, 

Timing Circuits (Timers) 



XR-2240 

General Purpose Timers - Single 

XR-320, XR-555 

Remote-Control Transceiver 

XR-567A, XR-L567, 

General Purpose Timers - Dual 

XR-556, XR-2556 


XR-2567 

General Purpose Timers - Quad 

XR-558, XR-559 

Reset Controller (See 

XR-L555, XR-L556 

Low-Power Timers 

XR-L555, XR-L556, 

Power-On Reset) 


Long Delay Timer 

XR-2243 

XR-2242, XR-2243 



Programmable Timer 

XR-2240 

S 


Tone Decoder (PLL-type) 

General Purpose - Single 

XR-567A 





General Purpose - Dual 

XR-2567 

Sample/Hold (See Bipolar 

XR-082, XR-084 

Precision 

XR-2211, XR-2213 

FET Op Amps) 


Low- Power 

XR-L567 

Saw-Tooth Generator 

XR-320, XR-2207 

Tone Encoder 

XR-2206, XR-2207 

Semi-Custom Design 

XR-A100, XR-B100, 

Tracking Filter 

Linear Master-Chips 

XR-C100, XR-D100, 

High-Frequency (>1 MHz) 

XR-S200, XR-215 


XR-E100, XR-F100, 

Low-Frequency (<1 MHz) 

XR-2212, XR-2213 


XR-G100, XR-H100, 

Tracking Regulator 

XR-1468, XR-4194, 


XR-L100, XR-M100, 

XR-4195 


XR-U100, XR-V100, 

Transceiver (Wireless Intercom) 

XR-2567 

Digital (l 2 L) Master-Chips 

XR-W100, XR-X100 

Triangle-to-Sine Wave Converter 

XR-2208, XR-2228 

XR-200, XR-300, 

Triangle Wave Oscillator 

XR-2206, XR-2207, 

Digital (CMOS) Master-Chips 

XR-400, XR-500 

XR-2209, XR-8038 

CMA, CMB, CMC, 

CMD 

TV Sound Detection 

XR-215 

Sequential Timing 

XR-566, XR-L566, 



Sequential Tone Decoding 

XR-588, XR-559 

XR-567A, XR-L567 

u 


XR-2567 



Servo Controller/Driver 

XR-2264, XR-2266 

Ultra Low-Frequency Oscillator 

XR-2242, XR-2243 

Signal Conditioning 


Ultrasonic Remote Control 

XR-567, XR-2211, 

High-Frequency (> 1 MHz) 

XR-S200, XR-215, 


XR-2567 


XR-2212 

Universal Sine Wave Converter 

XR-2212/XR-2228 
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V 


Voltage-to-Frequency (V/F) 
Conversion 


XR-2209, XR-4151 


Voltage-Controlled Amplifier 

Voltage-Controlled Oscillator (VCO) 
High-Frequency (>1 MHz) 
Low-Frequency (<1 MHz) 

Ultra-Stable 

Sinusoidal Output 

Wide Linear Sweep 
Voltage-to-Current Conversion 


XR-2208, XR-2228, 
XR-13600 

XR-S200, XR-205 
XR-2206, XR-2207, 
XR-2209, XR-8038A 
XR-2206, XR-2207, 
XR-2209 

XR-2206, XR-8038, 
XR-8038A 
XR-2207, XR-2209 
XR-13600 


w 


Waveform Generator (See Oscillators) 
High-Frequency (>1 MHz) 
Low-Frequency (<1 MHz) 

Waveform Shaping/Modulation 
Wideband Discriminator (FM) 
High-Frequency (> 1 MHz) 
Low-Frequency (<1 MHz) 

Wireless Intercom 


XR-205 

XR-2206, XR-2209, 
XR-8038, XR-8038A 
XR-2208, XR-2228 

XR-S200, XR-215 
XR-2212, XR-4151 
XR-215, XR-567A, 
XR-2212 
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Stable FSK Modems featuring 
the XR-2207, XR-2206 and XR-2211 


INTRODUCTION 

Frequency-shift keying (FSK) is the most commonly 
used method for transmitting digital data over telecom- 
munications links. In order to use FSK, a modulator/ 
demodulator (modem) is needed to translate digital I’s 
and 0’s into their respective frequencies and back 
again. This application note describes the design of a 
modem using state-of-the-art Exar devices specifically 
intended for modem application. 


The circuit connection for the XR-2206 FSK Generator 
is shown in Figure 1 . The data input is applied to Pin 9. 
A high-level signal selects the frequency (I/R6C3) Hz; a 
low level signal selects the frequency (I/R7C3) Hz, (re- 
sistors in ohms and capacitors in farads). For optimum 
stability, R6 and R7 should be within the range of 10 kfi 
to 1 00 kQ. The voltage applied to Pin 9 should be select- 
ed to fall between ground and V + . 

Note: Over and under voltage may damage the device. 


The devices featured in this application note are the 
XR-2206 and XR-2207 FSK Modulators, and the 
XR-221 1 FSK demodulator with carrier detect capabili- 
ty. Because of the superior frequency stability of these 
devices (typically 20 ppm/°C), a properly designed mo- 
dem will be virtually free of the temperature and 
voltage-dependent drift problems associated with many 
other designs. In addition, the demodulator perform- 
ance is independent of incoming signal strength varia- 
tion over a 60 dB dynamic range. Because bias volt- 
ages are generated internally, the external parts count 
is much lower than in most other designs. The modem 
designs shown in this application note can be used with 
mark and space frequencies, anywhere from several 
Hz to 100 kHz. 

PRINCIPLES OF OPERATION 

THE XR-2206 FSK MODULATOR 

FEATURES 

Typically 20 ppm/°C Temperature Stability 
Choice of 0.5% THD Sine Wave, Triangle, 
or Square Wave Output 
Phase-Continuous FSK Output 
Inputs are TTL and CMOS Compatible 
Low-Power Supply Sensitivity (0.01 %) 

Low-Power Supply Sensitivity (0.01 %/V) 

Split or Single Supply Operation 
Low External Parts Count 


Potentiometers, Rs and Rg, should be adjusted for mini- 
mum total harmonic distortion. In applications where 
minimal distortion is unnecessary, Pins 15 and 16 may 
be left open-circuited and Bq may be replaced by a 
fixed 20012 resistor. 




Figure 1. The XR-2206 Sinusoidal FSK Generator. 


The XR-2206 is ideal for FSK applications requiring the 
spectral purity of a sinusoidal output waveform. It offers 
TTL and CMOS compatibility, excellent frequency stabil- 
ity, and ease of application. The XR-2206 can typically 
provide a 3-volt p-p sine wave output. Total harmonic 
distortion can be trimmed to 0.5%. If left untrimmed, it 
is approximately 2.5%. 


In applications where a triangular output waveform is 
satisfactory, Pins 13 through 16 may be left open- 
circuited. 

The output impedance at Pin 2 is about 600Q, with ac 
coupling normally being used. 
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THE XR-2207 FSK MODULATOR 
FEATURES 

Typically 20 ppm/°C Temperature Stability 

Phase-Continuous FSK Output 

Provides Both Triangle and Square Wave Outputs 

Operates Single-Channel or Two-Channel Multiplex 

Inputs are TTL and CMOS Compatible 

Split- or Single-Power Supply Operation 

Low-Power Supply Sensitivity (0.15%/V) 

Low External Parts Count 

The XR-2207 is a stable FSK generator which is de- 
signed for those applications where only a triangle or 
square wave output is required. It is capable of either 
single-channel or two-channel multiplex operation, and 
can be used easily with either split- or single-power 
supplies. 

Figure 2 shows the XR-2207 using a single-supply and 
Figure 3 shows split-supply operation. When used as an 
FSK modulator, Pin 8 and 9 provide the digital inputs. 
When the 2207 is used with a split-supply,’ the threshold 
at these pins is approximately +2 volts, which is a level 
that is compatible with both TTL and CMOS logic forms. 
When used with a single-supply, the threshold is near 
mid-supply and is CMOS compatible. Table 1 shows 
how to select the timing resistors, R-| through R4, to de- 
termine the output frequency based on the logic levels 
applied to Pin 8 and 9. For optimum stability, the values 
of R-j and R3 should be selected to fall between 10 kO 
and 100 kQ. 

With Pin 8 grounded, Pin 9 serves as the data input. A 
high-level signal applied to Pin 8 will disable the oscilla- 
tor. When used in this manner, Pin 8 of the XR-2207 
serves as the channel select input. For two-channel 
multiplex operation, Pin 4 and 5 should be connected 
as shown by the dotted lines. (For single channel opera- 
tion, Pin 4 and 5 should be left open-circuited.) 

The XR-2207 provides two outputs: a square wave at 
Pin 13 and a triangle wave at Pin 14. (For safe opera- 
tion, current into Pin 13 should be limited to 20 mA.) 
When used with a split-supply, the triangle wave peak- 
to-peak amplitude is equal to V~ and the dc level is 
near ground. Direct coupling is usually used. With a 
single-supply, the peak-to-peak amplitude is approxi- 
mately equal to one-halfA/ + , the dc level is approxi- 
mately at mid-supply, and ac coupling is usually neces- 
sary. In either case, the output impedance is typically 
1 0S2 and is internally protected against short circuits. 

The square wave output has an npn open-collector con- 
figuration. When connected as shown in Figure 2 and 3, 
this output voltage will swing between V + and the volt- 
age at Pin 12. 



Figure 2. The XR-2207 FSK Modulator Single-Supply 
Operation. 


+ 6V 



Table 1. 

XR-2207 FSK Input Control Logic 


Logic Level 

Active 

Timing 

Resistor 

Output 

Frequency 

Pin 8 

Pin 9 

L 

L 

Pin 6 

1 

C 0 Ri 

L 

H 

Pins 6 and 7 

1 + 1 

Co^l ^0^2 

H 

L 

Pin 5 

1 

c o r 3 

H 

H 

Pin 4 and 5 

1 + 1 
C 0 R 3 C0R4 


Units: Resistors — Ohms; Capacitors — Farads; 
Frequency — Hz 


3-8 


















AN-01 


The XR-2211 FSK DEMODULATOR 
FEATURES 

Typically 20 ppm/°C Temperature Stability 
Simultaneous FSK and Carrier-Detect Output 
Outputs are TTL and CMOS Compatible 
Wide Dynamic Range (2 mV to 3V rms) 

Split or Single Supply Operation 
Low-Power Supply Sensitivity (0.05%/V) 

Low External Parts Count 

The XR-221 1 is an FSK demodulator which operates on 
the phase-locked loop principle. Its performance is vir- 
tually independent of input signal strength variations, 
over the range of 2 mV to 3V rms. 

Figure 4 shows the circuit connection for the XR-2211. 
The center frequency is determined by f 0 = (I/C-1R4) 
Hz, where capacitance is in farads and resistance is in 
ohms. Calculation for f 0 should fall mid-way between 
the mark and space frequencies. 

The tracking range (±Af) is the range of frequencies 
over which the phase-locked loop can retain lock with a 
swept input signal. This range is determined by the for- 
mula: Af = ^fg/Rs) Hz. Af should be made equal to, 
or slightly less than, the difference between the mark 
and space frequencies. For optimum stability, choose 
an R4 between 10 kfi and 100 kfi. 

The capture range (±Af c ) is the range of frequencies 
over which the phase-locked loop can acquire lock. It is 
always less than the tracking range. The capture range 
is limited by C2, which, in conjunction with R5, forms 
the loop filter time constant. In most modem applica- 
tions, Af c = (80% — 99%) Af. 

The loop-damping factor (f) determines the amount of 
overshoot, undershoot, or ringing present in the phase- 
locked loop’s response to a step c hange in frequency, it 
is determined by { = 1/4 VC1/C2. For most modem ap- 
plications, choose f ~ 1/2. 

The FSK output filter time constant (rp) removes chat- 
ter from the FSK output. The formula is: rp = RpCp 
Normally calculate rp to be approximately equal to [0.3/ 
(baud rate)] seconds. 

The lock-detect filter capacitor (Cp) removes chatter 
from the lock-detect output. With Rp = 510 kQ, the 
minimum value of Cq can be determined by: Cq(^) « 
16/capture range in Hz. 

Note: Excessive values of Cq will unnecessarily slow 
the lock-detect response time. 


The XR-2211 has three npn open-collector outputs, 
each of which is capable of sinking up to 5 mA. Pin 7 is 
the FSK data output, Pin 5 is the Q lock-detect output 
which goes low when a carrier is detected, and Pin 6 is 
the Q lock-detect output which goes high when lock is 
detected. If Pin 6 and 7 are wired together, the output 
signal from these terminals will provide data when FSK 
is applied, and will be LOW when no carrier is present. 

If the lock-detect feature is not required, Pins 3, 5 and 6 
may be left open-circuited. 



Figure 4: The XR-2211 FSK Demodulator with Carrier 
Detect 



XR-2211 TRACKING CHARACTERISTICS 

As seen above, the XR-2211 produces at its phase de- 
tector output a voltage Vpp, which has a peak to peak 
value equal to about Vref for a frequency swing from 
fM (mark) to F$ (space). The DC level Vpp will be about 
VrEF(^--65). 
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CIRCUIT DESIGN 

Table 2 shows recommended component values for the 
three most commonly used FSK bands. In many in- 
stances, system constraints dictate the use of some 
non-standard FSK bands. The XR-2206/XR-2207/XR- 
2211 combination is suitable for any range of frequen- 
cies from several Hertz to 100 kiloHertz. 

Here are several guidelines to use when calculating 
non-standard frequencies: 

• For maximum baud rate, choose the highest upper 
frequency that is consistent with the system band- 
width. 

• The lower frequency must be at least 55% of the up- 
per frequency (less than a 2:1 ratio). 

• For minimum demodulated output pulse-width jitter, 
select an FSK band whose mark and space frequen- 
cies are both high, compared to the baud rate, (i.e., 
for a 300 baud channel, mark and space frequencies 
of 2025 Hz and 2225 Hz would result in significantly 
less pulse-width jitter than 300 Hz and 550 Hz). 

• For any given pair of mark and space frequencies, 
there is a limit to the baud rate that can be achieved. 
When maximum spacing between the mark and 
space frequencies is used (where the ratio is close to 
2:1) the relationship 

mark-space frequency difference (Hz) ^ 

^ 83 % 

maximum data rate (baud) 

should be observed. 

For narrower spacing, the minimum ratio should be 
about 67 % . 

The values shown in Table 2 may be scaled proportion- 
ately for mark and space frequencies, maximum baud 
rate, and (inversely) capacitor value. It is best to retain 
(approximately) the resistor values shown. 


I. Design a modem to handle a 10 kilobaud data rate, using 
the minimum necessary bandwidth. 


A. Frequency Calculation 

Because we want to use the minimum possible 
bandwidth (lowest possible upper frequency) we 
will use a 55:100 frequency ratio. The frequency 
difference, or 45% of the upper frequency, will 
be 83% of 10,000. We therefore chose an upper 
frequency: 


83x10,000 

45 


18.444 kHz « 18.5 kHz. 


and the lower frequency: 

0.55x18.5 kHz = 10.175 kHz. 

B. Component Selection 

1. For the XR-2207 FSK modulator, set R-| «30 
k 12. Now, select a value of C 0 to generate 
10.175 kHz with R-j: 

10.175 kHz = 1/(C 0 x 30,000); C 0 = 3300pF. 
To choose R2: 

18.500 khz — 10.175 kHz = 8.325 kHz = 
I/C0R2; R2 = 36 kO. 

A good choice would be to use 10 kfi potentiom- 
eters for R-| a and R2A. and to set R-| b = 24 kfi 
and R2B = 30 kfi. 

2. For the XR-2206, we can make R7 equal to 
R-|, and C3 equal to Cq above. To determine 

R 6 : 

18.5 kHz = I/R6C3; R6 = 16 kfl 


Use at 10 kO potentiometer for RgA and set 
R6B = 13 kO. 


Table 2. 

Recommended Component Values for Typical FSK Bands 


FSK Band 

XR-2207 

XR-2206 

XR-2211 

Baud 



Ria 

Rib 

«2A 

R2B 














Rate 

<L 

»H 

r 3A 

R3B 

r 4A 

r 4B 

Co 

Rba 

R6B 

r 7A 

R 7B 

C 3 

R 4A 

R 4B 

R 5 

Cl 

C 2 

C F 

C D 

300 

1070 

1270 

10 

20 

100 

100 

.039 

10 

18 

10 

20 

.039 

10 

18 

100 

.039 

.01 

.005 

.05 

300 

2025 

2225 

10 

18 

150 

160 

.022 

10 

16 

10 

18 

.022 

10 

18 

200 

.022 

.0047 

.005 

.05 

1200 

1200 

2200 

20 

30 

20 

36 

.022 

10 

16 

20 

30 

.022 

10 

18 

30 

.027 

.0033 

.0022 

.01 


Units: Frequency — Hz; Resistors — kfi; Capacitors — /xF 
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3. For the XR-2211 demodulator, we need to 
first determine R4 and C-j. First, f 0 = (fL + 
fH)/2 = (10.175 + 18.500)/2 = 14.338 kHz. 
If we make R4 = 25 kfi, then 1/(C-| x 25,000) 
= 14,338; C-| = 2790 pF *2700 pF. With 
that value of C-| , the precise value of R4 is 
now 25.8 kfi. Select R4B = 18 kfl and use a 
1 0 kfl for R4A. 


C. Frequency Component Selection 

1 . To calculate R5, we first need our Af, which is 
18,500 — 10.175, or 8.325 kHz: 

8325 = (25,800x1 4, 338)/R 5 
R 5 = 44.4 kfi *47 kfl. 

2. To determine C2 use f = 1/2 = 1/4 C1/C2. 
Then, C 2 = 1/4Cu C2 = 670 pF: 

3. To select Cp, we use rp = [0.3/(baud rate)] 
seconds: 

rp = 0.3/10,000 = 30 /isec. 

with 

Rp = 100 k 12, Cp = 300 pF 

D. Lock Range Selection 

To select Cp, let us start with the actual lock 
range: 

Af = R4VR5 Hz = 7870 Hz 
If we assume a capture range of 80%: 

Af C = 6296 Hz 

therefore, our total capture range of ±AfQ is 
12,592 Hz. Our minimum value for Cp is (16/ 
12,592) /if or 0.0013 /if. 


E. Completed Circuit Example 
See Figure 5. 


II. Design a 3 kilobaud modem to operate with low output jit- 
ter. The bandwidth available is 13 kHz. 

For this modem, we can take the values from two 
for the 300 baud modem operating at 1070 Hz and 
1270 Hz, multiply our baud rate and mark and 
space frequencies by ten, and divide all capacitor 
values on the table by ten. Resistor values should 
be left as they are. 


III. Design a 2 channel multiplex FSK modulator to operate at 
the following pairs of mark and space frequencies: 600 Hz 
and 900 Hz, and 1400 and 1700 Hz (each of these chan- 
nels could handle about 400 baud). 

For this task, we will use the XR-2207. The only real 
consideration here is that, if possible, we want to 
keep the following resistances all between 10 kft 
and 100 kfi: R-j , R-| / R 2* R 3 and R 3 /R 4- The ratio be ‘ 
tween the maximum and minimum frequencies is 
less than 3:1 , so we should have no trouble meeting 
this criterion. If we set our maximum frequency with 
an R of about 20 kfi, we have: 1700 = 1/ 
(C 0 x 20,000); C 0 = 0.029 /if which is approxi- 
mately equal to 0.033 /if. 

Calculating R-| using 600 Hz and 0.033 /if, we get 
Rl = 50,5 k!2. We can use R-j b = 47 kfi and R-| a = 
10 kfi. For R2, we get 101 kft. Use R213 = 91 kft and 
R2A = 20 kfi. To determine R3, use: 1400 Hz = 1/ 
R3C 0 , which gives us R3 = 21 .6 kfi. Use R3B = 18 
kfi and R3A = 5 k fi. R4 must generate a 300 Hz 
shift in frequency, the same as R2. Therefore, set 
R4 equal to R2. 



Figure 5: Full Duplex FSK Modem Using XR-2206 and 
XR-2211. (See Table 2 for Component Values.) 
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Adjustment Procedure 

The only adjustments that are required with any of the 
circuits in this application note are those for frequency 
fine tuning. Although these adjustments are fairly sim- 
ple and straightforward, there are a couple of recom- 
mendations that should be followed. 

The XR-2207: Always adjust the lower frequency first 
with R-| b or R3B and a low level on Pin 9. Then with 
a high level on Pin 9, adjust the high frequency us- 
ing R2B or R4B- The second adjustment affects on- 
ly the high-frequency, whereas the first adjustment 
affects both the low- and the high-frequencies. 

The XR-2206: The upper and lower frequency adjust- 
ments are independent, and the sequence is not 
important. 

The XR-2211: With the input open-circuited, the loop- 
phase detector output voltage is essentially unde- 
fined and VCO frequency may be anywhere within 


the lock range. There are several ways that f 0 can 
be monitored: 

1. Short Pin 2 to Pin 10 and measure f 0 at Pin 3 
with Cq disconnect; 

2. Open R5 and monitor Pin 13 or 14 with a high- 
impedance probe; or 

3. Remove the resistor between Pin 7 and 8, and 
find the input frequency at which the FSK out- 
put changes state. 

Note: Do NOT adjust the center frequency of the XR-2211 
by monitoring the timing capacitor frequency with every- 
thing connected and no input signal applied. 

For further information regarding the use of the XR- 
2207, XR-2206 and XR-221 1 refer to the individual prod- 
uct data sheets. 
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XR-C240 Monolithic PCM Repeater 


INTRODUCTION 

The XR-C240 is a monolithic repeater circuit for Pulse- 
Code Modulated (PCM) telephone systems. It is de- 
signed to operate as a regenerative repeater at 1.544 
Mega bits per second (Mbps) data rates on T-1 type 
PCM lines. The device is packaged in hermetic 16-pin 
DIP package and is designed to operate over a temper- 
ature range of -40°C to + 85°C. It contains all the ba- 
sic functional blocks of a regenerative repeater system 
including Automatic Line Build-out (ALBO) and equali- 
zation, and is insensitive to reflections caused by cable 
discontinuities. Compared to conventional repeater de- 
signs using discrete components, the XR-C240 mono- 
lithic repeater 1C offers greatly improved reliability and 
performance and provides significant savings in power 
consumption and system cost. 

THE T-1 REPEATER SYSTEM: 

The T-1 Repeater Line is designed to provide a trans- 
mission capability for 24 two-way voice frequency sig- 
nals which are transmitted digitally using a Pulse-Code 
Modulation (PCM) technique. The system operates at a 
data rate of 1 .544 Mbps, with bipolar data pulses. It can 
operate on either pulp- or polyethylene-insulated paired 
cable that is either pole mounted or buried. Operation is 
possible with a variety of wire gauges, provided that the 
total cable loss at 772 kHz is less than 36 dB. Thus, the 
system can operate satisfactorily on nearly all paired 
cables which are used for voice frequency trunk cir- 
cuits. 

The transmission system is designed to operate with 
both directions of transmission within the same cable 
sheath. The system performance is limited primarily by 
near-end crosstalk produced by other systems operat- 
ing within the same cable sheath. In order to insure that 
the probability of a bit error is less than 10 _6 , the max- 
imum allowable repeater spacing, when used with 22- 
gauge pulp cable, is approximately 6000 feet. 

The details of the T-1 type PCM systems are well cov- 
ered in the literature listed in References 1 through 5. 

Figure 1 shows the block diagram of a bi-directional 
PCM repeater system consisting of two identical digital 
regenerator or repeater sections, one for each direction 
of transmission. These repeaters share a common 
power supply. The dc power is simplexed over the 
paired cable and is extracted at each repeater by 
means of a series zener diode regulator. 


SIGNAL FLOW 



-a SIGNAL FLOW 

Figure 1. Block Diagram of a Bi-directional Digital 
Repeater System. 


The XR-C240 monolithic 1C replaces about 90% of the 
electronic components and circuitry within the “digital 
repeater” sections of Figure 1. Thus, a bi-directional re- 
peater system would require two XR-C240 ICs, one for 
each direction of information flow. 

Figure 2 shows the functional block diagram of one of 
the digital repeater sections, along with the external 
zener regulator. The basic system architecture shown 
in the figure is the same as that utilized in the design of 
the XR-C240 monolithic 1C. 




Figure 2. Functional Block Diagram of a Digital PCM 
Repeater Section. 
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In terms of the functional blocks shown in Figure 2, the 
basic operation of the repeater can be briefly explained 
as follows: 

The bipolar signal, after traversing through a dispersive, 
noisy medium is applied to a linear amplifier and auto- 
matic equalizer. It is the function of this circuit to pro- 
vide the necessary amount of gain and phase equaliza- 
tion and, in addition, to band limit the signal in order to 
optimize the performance of the repeater for near-end 
crosstalk produced by other systems operating within 
the same cable sheath. 

The output signals of the preamplifier which are bal- 
anced and of opposite phases are applied to the clock 
extraction circuit and also to the pulse regenerator. The 
signals applied to the clock extraction circuit are recti- 
fied and then applied to a high-Q resonant circuit. This 
resonant circuit extracts a 1.544 MHz frequency com- 
ponent from the applied signal. The extracted signal is 
first amplified and then used to control the time at 
which the output signals of the preamplifier are sam- 
pled and also to control the width of the regenerated 
pulse. 

It is the function of the pulse regenerator to perform the 
sampling and threshold operations and to regenerate 
the appropriate pulse. The regenerated pulse is in turn 
applied to a discrete switch which is used to drive the 
next section of the paired cable. 

REFERENCES ON PCM REPEATERS: 

1 . Mayo, J. S., “A Bipolar Repeater for Pulse Code Sig- 
nals,” B.S.T.J., Vol. 41, January, 1962, pp. 25-97. 

2. Aaron, M. R., ‘‘PCM Transmission in the Exchange 
Plant,” B.S.T.J., Vol. 41, January, 1962, pp. 99-143. 

3. Davis, C. G., ‘‘An Experimental Pulse Code Modula- 
tion System for Short-Haul Trunks,” B.S.T.J., Vol. 41, 
January, 1962, pp. 1-25. 

4. Fultz, K. E., and Penick, D. B., “The T-1 Carrier Sys- 
tem,” B.S.T.J., Vol. 44, September, 1965, pp. 1405- 
1452. 

5. Tarbox, R. A., “A Regenerative Repeater Utilizing Hy- 
brid 1C Technology,” Proceedings of International 
Communications Conference, 1969, pp. 46-5 — 
46-10. 


OPERATION OF THE XR-C240 

The XR-C240 combines all the functional blocks of a 
PCM repeater system in a single monolithic 1C chip. 
The pin connections for each of the functional circuits 
within the repeater chip are shown in Figure 3, for a 
16-pin dual-in-line (DIP) package. 

The circuit is designed to operate with two positive sup- 
ply voltages, V++ and V + which are nominally set to 
be 8.2V and 4.3V, respectively. Figure 4 gives a typical 
recommended power supply connection for the circuit. 


The supply currents l/\ and Ib drawn from the two sup- 
ply voltages applied to the chip are specified to be with- 
in the following limits: 

a. Current from 8.2 V supply voltage, Ia: 

1.1mA < Ia < 2.5mA 

b. Current from 4.3V supply voltage, Ib: 

6mA < Ib ^ 11mA 

The external components necessary for proper opera- 
tion of the circuit are shown in Figure 5, in terms of the 



Figure 3. Package Diagram of XR-C240 Monolithic 
PCM Repeater. 


v++ 



Figure 4. Recommended supply Voltage Connection 
for XR-C240 (Note: See Figure 6 for 
Recommended bypass capacitors). 
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system block diagram. Note that all the blocks shown in 
Figure 6 are a part of the monolithic 1C; and the num- 
bered circuit terminals correspond to the 1C package 
pins (see Figure 4). 

Figure 6 shows a practical circuit connection for the 
XR = C240 in an actual PCM repeater application for 
1.544 Mbps T-1 Repeater application. For simplification 
purposes, the lightening protection circuitry and the 
second repeater section are not shown in the figure. 



Figure 7. Circuit Diagram of Preamplifier Section. 


DESCRIPTION OF CIRCUIT OPERATION: 

This section gives a brief description of the internal cir- 
cuitry contained within the XR-C240 monolithic 1C. 

The circuit diagram of the preamplifier section is shown 
in Figure 7. This section is designed as a two-stage dif- 
ferential amplifier with a broadband voltage gain of 
52db. The differential outputs of the preamplifier (Pins 4 
and 5) are internally connected to the peak-detector, 


V + =4.3V 



INPUT 

PEAK FULL WAVE THRESHOLD FROM 



Figure 8. Circuit Diagram of Threshold-Detector, Full-Wave Rectifier and Peak-Detector Sections. 
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full-wave rectifier and the threshold detector sections 
of the XR-C240 as shown in Figure 8. 

The peak-detector output (terminal B of Figure 8) is in- 
ternally connected to the Automatic Line Build-out 
(ALBO) section of the circuit and controls the DC bias 
current through the ALBO diodes Q-jg through Qgo. as 
shown in Figure 9. 

The full-wave rectifier output (output D of Figure 8) is in- 
ternally connected to the clock-extractor section of the 
repeater and provides the excitation signal for the L-C 
tuned tank circuit (Pin 14) of the injection locked oscilla- 
tor. The threshold-detector outputs (G + and G- of 
Figure 8) provide the differential logic drive to the data 
latches of the logic section of XR-C240. 

The clock-extractor section of XR-C240 is designed as 
an injection locked oscillator as shown in the circuit 
schematic of Figure 10. The excitation is applied to the 
emitter of Q23, through terminal D which is internally 
connected to the output of the threshold comparator. 
This signal in turn controls the current in the resonant 
L-C tank circuit connected to Pin 14. The sinusoidal 
waveform across the tank is then amplified and 
squared through the cascaded differential gain stages 
made up of Q31 , Q32 and 035, Q36. The output swing 


of the second gain stage is “integrated” by the phase- 
shift capacitor, Ci , externally connected to Pins 1 1 and 
12. (See timing diagrams of Figure 13.) The nominal val- 
ue of this capacitor is in the 30 to 40pf range. The trian- 
gular waveform across Pins 1 1 and 12 is at quadrature 
phase with the sinusoidal voltage swing across the L-C 
tank circuit. This waveform is then used to generate the 
“strobe” signal, Cp, and the clock pulse C^, which is 
applied to the data latches of the logic section. 

The strobe and clock pulses out of the clock- 
regenerator section are applied to the output data 
latches shown in Figure 1 1 . The two parallel output R-S 
flip-flops are driven by the differential inputs (G+ and 
G-) from the data comparator of£igure 8. The two 
sets of differential data signals, F-|, F-j and F2, F2 are 
then applied to the output driver amplifier shown in Fig- 
ure 12. The high-current outputs of the driver stage 
(Pins 8 and 9) are connected to the center-tapped out- 
put transformer as shown in Figure 5. The voltage 
swing across the output is one diode drop (Vgg) less 
than the supply voltage spread, i.e.: 

Peak Output Swing = (V++) - (V + ) - (Vgg) = 3.2 V 

The output stage is designed to work into a nominal 
load impedance of 100 ohms, and can handle peak 
load currents of 30mA. 
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Figure 11. Data Output Latches (Logic Section). 


Figure 12. Output Driver Section. 
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ELECTRICAL CHARACTERISTICS 

(Measured at 25°C with V + + = 8.2V, V + =4.3 V, unless specified otherwise.) 



LIMITS 



PARAMETER 

MIN. 

MAX. 

UNITS 

CONDITIONS 

Supply Voltage: 





V+ + 

7.79 

8.61 

V 

Measured at Pin 10 

V + 

4.085 

4.515 

V 

Measured at Pins 7 and 15 

Supply Current: 




See Figure 4 

>A 

1.1 

2.5 

mA 

Supply = 8.2V 

'b 

6 

11 

mA 

Supply = 4.3V 

Total Current 

7.1 

13.5 

mA 


Preamplifier 





Input Offset Voltage, Vqs 


15 

mV 


Open Loop Differential Gain, A q 

50 

54 

db 


Input Bias Current, Ib 


4 



Input Offset Current, Iqs 


2 

mA 


Input Impedance, Rj n 

50 


kfi 


Comparator Thresholds 




See Figure 8 

Measured Differentially Across 

Pins 4 and 5 

Peak Detector (ALBO) 





Threshold 

±1.3 

±1.6 

V 


Full-Wave Rectifier Threshold 

±0.9 

±1.15 

V 


Data Threshold 

±0.28 

±0.48 

V 


Clock Extractor Section 




See Figure 10 

Tank Drive Impedance 

Tank Drive Current 

50 


kO 

At Pin 14 

“Zero” Signal Current 

12 

24 

/•A 


“One” Signal Current 

80 

220 



Recommended Tank Q 

100 




Phase Shifter Offset Voltage 

-18 

+ 18 

mV 

Voltage applied to Pins 7 and 14 
to reduce differential voltage 
across Pins 1 1 and 12 to zero. 

Output Drive Section 




See Figure 12 

Voltage levels referenced to Pin 7 

Output Voltage Swing 

3.0 


V 

RL = 100 Q 

Low Output Voltage 

0.65 

0.95 

V 

Referenced to Pin 7, l|_ = 30 mA 

Output Leakage Current 


50 

M 

Output Pulse 




See Figure 13 

Maximum Pulse Width Error 


±30 

ns 


Rise and Fall Times 


80 

ns 



- THRESHOLD 


1 A A A / 

SIGNAL 

J VVv 

,™u r r 

INTEGRATED 



k r r r 

IxrLTLTL 

Cp 

-•■j 32«n»tc 

ft • V 


1 u 

^S PU . T »h D „ 


Figure 13. Typical Timing Waveforms for a 1—0—1 
input Data Pattern 
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Active Filter Design with 1C OP Amps 


INTRODUCTION 

This application note will assist the designer in select- 
ing the optimum filter for his application. It begins with 
a table of transfer functions, and network defining 
equations, for the high-pass, low-pass, bandpass, and 
band-reject filters. A guide to the three types of filter re- 
sponses will be presented, along with illustrations of 
several filter realizations, with their respective merits 
and limitations. Finally, the entire contents are brought 
together, to provide the designer a complete working 
schematic of an active filter in a modem configuration, 
utilizing the XR-4202 Quad Programmable Operational 
Amplifier, along with the XR-2206 Waveform generator, 
and the XR-221 1 Precision Tone Decoder. 

PRINCIPLES OF OPERATION 

The XR-4202 Quad Programmable Operational Ampli- 
fier is a basic building block for active filters, and is 
ideally suited for most filter applications. The XR-4202 
provides the user the flexibility to externally program 
the gain-bandwidth product, the supply current, the in- 
put bias current, the input offset current, the input 
noise, and the slew rate. The user, therefore, can trade- 
off bandwidth for supply current or optimize the noise 
figure. Likewise, other amplifier characteristics can be 
programmed for a specific need. 


Since the operational amplifier plays such a key role in 
the active filter, its characteristics are of prime impor- 
tance. By using operational amplifiers as the basic gain 
stage of the active filter, problems previously encoun- 
tered due to low-input impedance, high-output imped- 
ance and low-gain are virtually eliminated. Operational 
amplifiers provide the required response for various fil- 
ter types. Some of the more popular filters are multiple 
feedback, state variable, bi-quad and Sallen Key, which 
can be used to obtain high-pass, bandpass and low- 
pass filter functions. They are capable of giving the de- 
signer all of the standard filter responses, i.e., But- 
terworth, Chebychev, and Bessel. 


There are many single, dual, and quad operational am- 
plifiers that can be used to implement the filters dis- 
cussed. Table 1 lists some standard operational am- 
plifiers and compares their important characteristics. 
Table 2 gives the designer a brief review of the basic 
transfer functions and network defining equations. Note 
that a family of curves exists for all filters except first or- 
der low-pass and high-pass. This is due to the presence 
of loop damping. This point will be expanded upon in 
the next section on filter responses. 


Table 1. 


DEVICE CHARACTERISTICS 

XR-4202 

XR-3403 

XR-4136 

XR-4558 

741 

UNITS 

Slew Rate 

1.5 

.6 

1.6 

1 

.5 

MlfiS 

Gain-Bandwidth Product 

3.5 

1 

3 

3 

1 

MHz 

Input Offset Current 

10 

30 

10 

5 

20 

nA 

Input Bias Current 

80 

200 

80 

40 

80 

nA 

Supply Current (max) 

6.0 

7.0 

4.0 

5.7 

2.8 

mA 


Note: All values typical unless otherwise specified. 
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Low Pass 


H(s) 


Hoojo 
S + 0)0 


r Ho 2 a»o "1 

[H(jco)] = — - 

\_U)^ + 0)0 4- J 

_ i 0) 

<b = Tan -1 — - 


Table 2. 

Transfer Functions and Equations 

High Pass 



Band Pass 


H(s) 


Ho a o>oS 
S 2 + cxoioS + o>o 2 


[~ Ho 2 a 2 o)o 2 o > 2 

[H(jw)| = a p 2 / 2 o\ i 2 

[_oj m + - 2) + o>o^ 

* -i -Tan-’ (^ + V45^) 

- Tan_1 - V4Q2 - l) 




Low Pass Second Order 


H(s) = 


Hoo>o 2 


S^ + aiooS + ok >*- 


High Pass Second Order 


H(s) = 


Hos 2 

S 2 + (tuoS + cuo 2 


Band Reject 


Lj / _ (s 2 + wo 2 )Ho 

H( s ) 9 9 

S 4 - + cxoioS + ok) 41 


T Ha 2 wo4 1 

(H(jot)] = 

r 

Ho 2 o)4 -| 


Ho 2 o) 4 + o»o 4 "j 

|H(HI = La,4 + W 2 W( ,2 (, t 2 _ 2 ) + om,A_ 

LO) 4 + 0) 2 0)0 2 (« 2 - 2) + 0)()Aj 

'H(jo))] = 

_o) 4 + o) 2 o»o(« 2 — 2) 4- o)o4J 

cA=-Tan -1 [~- 2 — + Va - « 2 1 

0)0 J 

</> = TT -Tan 1 i ( 

2 £ + “ " 2 )] 

</> = ^ -Tan-1 — +V4Q2-1 

2 ok) 

-Tan-l[~V 2 — + Va - or 2 

0)0 

-Tan-1 

"l 2 (— 

a \ o)o 

1 1 

i 

i 

-Tan _1 




Definition of terms: 

wo = Cutoff frequency 2 7rfo 
a = Loop damping 
s = a + jo> complex frequency 


o» c = Center frequency 
o»i = Lower cutoff frequency 
o)2 = Upper cutoff frequency 


$ = Phase 

[H(jo>)J = Magnitude response 
H(s) = Transfer function 
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Filter Responses 

Once the transfer function has been determined, the 
next step in filter design is to decide upon the desired 
response. As previously mentioned, the damping of the 
filter determines its characteristics near cutoff. There 
are three basic types of responses which are depicted 
in Table 3, along with their characteristics. In the case 
of Butterworth and Bessel, the response has been 
fixed. However, for the Chebychev the a is chosen for 
the particular response desired. This is done by using a 
nomograph such as the one shown in Figure 1 . To use a 
nomograph the information required is: A max (maxi- 
mum ripple in the passband), A m j n (minimum attenua- 
tion in the stop band), and Q s (ratio of the A m j n band- 
width to the A max bandwidth). These terms are illus- 
trated in Figure 2. Once these terms are known, the 
nomograph is used by locating A max , and drawing a 
straight line through A m j n to the left-hand side of the 
graph. From this point, a horizontal line is drawn to the 
intersection of Q s . The minimum order of the transfer 
function will be the number of the curve passing above 
this point. Once this is done, the a and wo for each 
stage is found by consulting the Chebychev network pa- 
rameter tables for the desired passband ripple, and the 
number of poles. Such tables can be found in standard 
filter handbooks. 



Figure 1. Nomograph to Select Desired Response. 


Filter Realizations 

There are numerous ways of realizing the transfer func- 
tions discussed. Each method has its own relative mer- 
it. The configuration selected depends primarily on the 
specific application and the desired sensitivity parame- 
ters. Sensitivity parameters are a means of relating the 
resultant change in a transfer function, due to an ele- 


ment change. Although these parameters are only di- 
rectly applicable to an infinitesimal change, they are 
easily used to evaluate performance for 1 % changes, 
and many times are used for element changes up to 
10%. Examples will be given later in this section that 
will help clarify this parameter. 


Table 3. 


FILTER 

TYPE 

a 

BASIC FEATURES 

AMP. 

RESPONSE 

Bessel 

vS 

Best time delay 
Smoothest phase 
response 

"\ 

Butterworth 

sfr 

Maximally flat 
amplitude response 


Chebychev 

Can 

Vary 

Passband ripple 

Fast cutoff slope 



Amax 



Figure 2. Ratio of A m ; n Bandwidth to A max Bandwidth. 

The filter realizations presented here are to be used as 
a basic guide to help the designer become more adept 
at designing filters. State-variable and multiple feed- 
back filters will be discussed, and the relative merits of 
each will be given. It will also be shown that many of 
the commonly used filters are actually specific cases 
for the filters mentioned. 

Figure 3 illustrates a typical multiple feedback connec- 
tion with the non-inverting input grounded. To minimize 
offset, this point should be returned to ground via a re- 
sistor whose value is equal to the impedance at the in- 
verting input. The transfer function for this circuit is 
given by Eq. 1. Each element represents a single resis- 
tor or capacitor. To realize the transfer function, each 
admittance parameter is replaced by 1/R for a resistor 
and SC for a capacitor. An example will help to clarify 
this point. If the desired response is a high pass, the 
form of the characteristic equation is given in Table 2. 
To transform Eq. 1 into the high-pass characteristic, 
then Y-j , Y3, and Y4 become capacitors and Y2 and Y5 
resistors. (It should be obvious that a low-pass function 
could have been fabricated by letting Y2 and Y5 be ca- 
pacitors, and similarly, a bandpass function could have 
been realized by making Y3 and Y4 capacitors.) The 
terms of the network function, for the high-pass filter 
shown in Figure 4, are given in Table 4 along with their 
sensitivity parameters. The transfer function for Figure 4 
is given by Eq. 2. 
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Figure 3. Multiple Feedback Connection with Noninverting 
Input Grounded. 


Eq -1 Eo -Y1Y3 

Ei Y 5 (Y -| + Y 2 + Y 3 + Y 4 ) + Y3Y4 


Eq. 2 

Eo = -(C-|/C 4 )s2 

E-| s 2 + s( 1 /R 5 )(C-| /C3C4 + 1/C 4 + 1/C 3 ) + I/R2R5C3C4 


As can be seen from the sensitivity parameters, there is 
a high degree of circuit sensitivity due to the compo- 
nent tolerances. Due to the interaction of components, 
the tuning of this circuit may be rather involved. How- 
ever, with tight component tolerances, these circuits 
give the designer very predictable results. Due to the 
high input impedance and low-output impedance, sev- 
eral of these stages may easily be cascaded to achieve 
a higher order function. What is desired is to have a 



Figure 4. Network Function for the High-Pass Filter. 

lower sensitivity to component tolerances. The most 
commonly used filter for this purpose is the state- 
variable. 

The state-variable synthesis approach is used in most 
present day Universal Active Filters (UAF). With this 
method, the actual n*h order polynominal of the trans- 
fer function is simulated as it would be with an analog 
computer. When using the state-variable approach, all 
three outputs (high-pass, low-pass, and bandpass) are 
available simultaneously. The sensitivities, with respect 
to component tolerances, are typically less than or 
equal to one, and the sensitivity of Q, with respect to 
amplifier gain, can equal zero with high amplifier gain. 
Because of the high amplifier gain requirement, these 
filters tend to be limited to the audio range. The cost of 
reducing the circuit element sensitivities is the need to 
use n + 2 operational amplifiers to synthesize an n^ or- 
der transfer function. For this reason, this type of con- 
figuration may not be cost effective in the synthesis of 
low-Q, high-pass, and low-pass filters. 


Table 4. 


Parameter 


H 0 



Sensitivity 


S Cl H 0 = -Sc 4 H 0 = 


= 1 


1 — (- + A 

R 5 C 3 \C3 ) 


Sc 0 a = — 

3 2 CXW0R5C3 

S C „ = 1 L_ (Si + ! 

4 2 awQR5'C4 \C3 

o 1 C 1 

Sc.O! = 

1 CYW0R5 C3C4 


Sr 2 « = -Sr 5 « = - 


Sr 2 “0 = Sr 5 “0 = Sc 3 “0 = Sc 4 “0 = 


Note: The sen- 
sitivity of Hq 
with this im- 
plies that if Ci 
changes by 
1 % H 0 will al- 
so change by 
1%. The de- 
fining equa- 
tion for a sen- 
sitivity param- 
eter is: 


S X Y = 


xdY 

Ydx 


1_ 

2 


3-23 
















AN-03 


Table 5. 
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Figure 5 shows a typical state-variable configuration 
whose characteristic equations are given by Eq. 3, 
Eq. 4, and Eq. 5. These equations all have the same de- 
nominator, and the numerator is determined by the 
point at which the output is taken. This form may also 
be used to simulate a band-reject function by summing 
the high-pass and low-pass outputs. The defining equa- 
tions and sensitivity parameters are given in Table 5. It is 
noted here that the bi-quad is actually a slight variation 
of a second order state-variable. 



Figure 6. FSK System. 



Figure 5. Typical State-Variable Configuration. 


Eq. 3 


e lp 

E i 


/ 1 \ /l + r 4 /r 3 \ 

\ r 5 r 6 c 1 c 2 / V + r 1 /r 2 / 

s 2 + s f_L_V2^_ R 4 /g3\ R4/_ 1 _ \ 

\ r 5 c 1 / V 1 + R 2 ' R l/ r 3 \ r 5 r 6 CiC 2 / 


e hp 

E i 


s 2 f 1 + R 4 /R 3\ 

V + R l/ R 2/ 

1 V 1 + r 4 /r 3 \ + / 1 \ 

r 5 C 1 A 1 + R 2/ R 1/ r 3 \ r 5 r 6 c 1 c 2/ 


Eq. 5 


- s (_LVliW) 

e BP \ r 5 c 1/ V 1 + r 1 /r 2/ 



Modem Filter 

A typical application for an active filter is the input 
stage of a frequency demodulator. Any noise or spuri- 
ous signals at this point would affect the overall quality 
of the output. A more specific example can be cited by 
considering the FSK system shown in Figure 6. 
(Frequency-shift keying is a means of transmitting digi- 
tal information, primarily through telecommunications 
links.) This type of system is thoroughly covered in Ex- 
ar’s Application Note, AN-01 , and will only be briefly dis- 
cussed here. 


In this system, the digital data to be transmitted is used 
to key the XR-2206. The frequency-shift keyed output of 
the XR-2206 is then sent through the hybrid and out on- 
to the line. (The hybrid is used to obtain isolation be- 
tween data transmitted and data received, and may al- 
so be used to amplify the received signal.) In full duplex 
operation, this system must be able to receive and 
transmit, simultaneously. Due to line losses, the re- 
ceived signal may range from -12 dBm to -48 dBm. 
The output level of the transmitter is typically -6 dBm 
(allowing for a 6 dB loss in the hybrid). Due to line mis- 
match, the hybrid may only provide 10 dB of isolation to 
the filter. Therefore, the levels at the input of the filter, 
assuming a gain of 6 dB from the line through the hy- 
brid, is -6 and -42 dBm for the desired signal, and 
- 16 dBm from the local oscillator. This means that in a 
worst case situation, the input level of the received sig- 
nal is -42 dBm, with the level of the local oscillator 
26 dB above this. For the XR-2211 to operate with a 
low-bit error rate, the input should be 6 dB higher than 
the interfering signal. This implies that the stopband, 
A m j n , from Figure 2 is 32 dB. The XR-221 1 has an inter- 
nal preamplifier with a dynamic range of greater than 
60 dB, and requires a minimum input level of -38 dBm 
to cause limiting. If we choose a filter to have a pass- 
band ripple of 1 dB, and an overall gain of 5 dB, the in- 
put conditions of the XR-221 1 will be satisfied. The fil- 
ters introduce a phase shift that is only linear for ap- 
proximately 1/2 and 1/3 of the passband; therefore, a 
bandwidth of 400 Hz is used for the filter. The general 
shape of the filter is shown in Figure 7. 



Figure 7. General Filter Shape. 


Note: The values used in this filter are based on a mo- 
dem using an XR-2206 as the modulator, and 
XR-2211 as the demodulator. If digital techniques 
are used, the filter parameters may be different, 
due to the harmonics generated by digital syn- 
thesis of a sine wave, and higher signal-to-noise 
requirements of the demodulator. 
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To find the minimum number of poles required for this 
response, the nomograph in Figure 1 is used. The point 
falls between a 2- and 3-pole filter. The values of w 0 + a 
are determined from the tables, for a 3rd order Cheby- 
chev response with 1 dB ripple. 

From the tables: 


wo = .997098 
a = .495609 
w 0 = .494171 


complex pole 
- real pole. 


The geometric center is wq = or ^3*2 = *0 


The filter Q 0 = f ° = ^( 1925 X 2325 1 = 5.28892 
f 3 - f 2 2325 - 1925 


The Q of each section of the filter is determined by- 
Equation 6. 



Qo 


Ql = 21 .49 = Q 2 . Section two is a reflection of section 
one, about f 0 . The center frequencies are found by 
Eq. 7. 


Eq- 7 



Where 


_ wq _ U 

03Q 032 *0 


fn M = 1.0955 
fi = 2317.6 
*2 f 2 = 1931.1 


for Section 3 the real pole is transformed into a com- 
plex pole pair. 





and f 3 = f 0 . 

The 3 filter stages are now defined: 

f 1 = 2317.6 Q-| = 21.49 

f 2 = 1931.1 Q 2 = 21.49 

f 3 = 2115.56 Q 3 = 10.7 

In this example, the multiple feedback approach is used 
since 3-pole pairs can be generated with 3 op amps, 6 
capacitors, and 9 resistors; an equivalent filter could 
have been designed with the state-variable, but this 
would have required 9 op amps to realize. The actual 
filter is shown in Figure 8. All capacitor values are cho- 
sen to be .01 fx F (5%), and all resistors are 1%. The 

values for this filter and a low-band filter are shown in 

Table 6. 


Figure 9 shows a complete Originate or Answer mo- 
dem. The values for the XR-2206 and XR-221 1 are given 



Figure 8. Modem Filter. 


Table 6. 




*0 

w o 

o 

o 

R i 

r 2 

«2 

Cl 

CM 

o 

Ho 


A 

1931.1 

12.1335K 

21.49 

88.6K 

192 

354K 

.01 

.01 

2 

Originate 

B 

2317.6 

14.562K 

21.49 

74K 

160 1 

295K 

.01 

.01 

2 


C 

2115.6 

13.293K 

10.7 

40K 

355 

161 K 

.01 

.01 

2 


A 

1362.26 

10.115K 

11.827 

58.5K 

421 

234K 

.01 

Eg 

2 

Answer 

B 

975.51 

6129.3 

11.827 

96.5K 

421 

386K 

.01 

■ 

2 


C 

1152.78 

7.243K 

5.832 

40.3K 

1219.5 

1 61 K 

.01 

.01 
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in Table 7. For an originate modem, the transmitting 
frequencies are 1070 and 1270, and the receiving 
frequencies are 2025 and 2225, for a space and mark, 
respectively. 
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The first op-amp is connected as an active hybrid which 
should supply a minimum of 10 dB isolation, from trans- 
mit to receive, while adding 6 dB from the line to the 
receiver. 



Figure 9. Originate or Answer Modem. 


Table 7. Recommended Component Values for Typical FSK Bands 


FSK Band 

Component Values 

XR-2206 

XR-2211 

Baud 

Rate 

■ 

*H 

R 6A 

R 6B 

r 7A 

R 7B 

C 3 

X 
c e 

a 

CC 

H 

H 

c F 


Originate 

1070 

1270 

10 

18 

10 

20 

.039 

m 

18 

100 

.039 

.01 

.005 

.05 

Answer 

2025 

2225 

10 

16 

10 

18 

.022 

LL 

18 

200 

.022 

.0047 

.005 

ESI 


Units: Frequency — Hz; Resistors — kft; Capacitors — ^F. 
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XR-C277 Low-Voltage PCM Repeater 1C 


INTRODUCTION 

The XR-C277 is a monolithic repeater circuit for Pulse- 
Code Modulated (PCM) telephone systems. It is de- 
signed to operate as a regenerative repeater at 1.544 
Mega bits per second (Mbps) data rates on T-1 type 
PCM lines. It is packaged in a hermetic 16-pin CERDIP 
package and is designed to operate over a temperature 
range of -40°C to +85°C. It contains all the basic 
functional blocks of a regenerative repeater system in- 
cluding Automatic Line Build-Out (ALBO) and equaliza- 
tion, and is insensitive to reflections caused by cable 
discontinuities. 

The key feature of the XR-C277 is its ability to operate 
with low supply voltages (6.3 volts and 4.4 volts) with a 
supply current of less than 13 mA. Compared to con- 
ventional repeater designs using discrete components, 
the XR-C277 monolithic repeater 1C offers greatly im- 
proved reliability and performance and provides signifi- 
cant savings in power consumption and system cost. 

FUNDAMENTALS OF PCM REPEATERS 

Figure 1 shows the block diagram of a bi-directional 
PCM repeater system consisting of two identical digital 
regenerator or repeater sections, one for each direction 
of transmission. These repeaters share a common 
power supply. The DC power is simplexed over the 
paired cable and is extracted at each repeater by 
means of a series zener diode regulator. The XR-C277 
monolithic 1C replaces about 90% of the electronic 
components and circuitry within the digital repeater 
sections of Figure 1 . Thus, a bi-directional repeater sys- 


SIGNAL FLOW 



tern would require two XR-C277 IC’s, one for each di- 
rection of information flow. 

Figure 2 shows the functional block diagram of one of 
the digital repeater sections, along with the external 
zener regulator. The basic system architecture shown 
in the figure is the same as that utilized in the design of 
the XR-C277 monolithic 1C. 

In terms of the functional blocks shown in Figure 2, the 
basic operation of the repeater can be briefly explained 
as follows: 

The bipolar signal, after traversing through a dispersive, 
noisy medium, is applied to a linear amplifier and auto- 
matic equalizer. It is the function of this circuit to pro- 
vide the necessary amount of gain and phase equaliza- 
tion and, in addition, to band limit the signal in order to 
optimize the performance of the repeater for near-end 
crosstalk produced by other systems operating within 
the same cable sheath. 

The output signals of the preamplifier which are bal- 
anced and of opposite phases are applied to the clock 
extraction circuit and also to the pulse regenerator. The 
signals applied to the clock extraction circuit are recti- 
fied and then applied to a high-Q resonant circuit. This 
resonant circuit extracts a 1.544 MHz frequency com- 
ponent from the applied signal. The extracted signal is 
first amplified and then used to control the time at 
which the output signals of the preamplifier are sam- 
pled and also to control the width of the regenerated 
pulse. 



Figure 1. Block Diagram of a Bi-Directional Digital Re- 
peater System 


3-28 


Figure 2. Functional Block Diagram of a Digital PCM Re- 
peater System 
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It is the function of the pulse regenerator to perform the 
sampling and threshold operations and to regenerate 
the appropriate pulse. The regenerated pulse in turn ap- 
plied to a discrete output transformer which is used to 
drive the next section of the paired cable. 

Additional References on PCM Repeaters: 

1 . Mayo, J. S., “A Bipolar Repeater for Pulse Code Sig- 
nals,” B.S.T.J., Vol. 41, January, 1962, pp. 25-97. 

2. Aaron, M. R., ‘‘PCM Transmission in the Exchange 
Plant,” B.S.T.J., Vol. 41, January, 1962, pp. 99-143. 

3. Davis, C. G., ‘‘An Experimental Pulse Code Modula- 
tion System for Short-Haul Trunks,” B.S.T.J., Vol. 41, 
January, 1962, pp. 1-25. 

4. Fultz, K. E. and Penick, D. B., ‘‘The T-1 Carrier Sys- 
tem,” B.S.T.J., Vol. 44, September, 1965, pp. 1405- 
1452. 

5. Tarbox, R. A., “A Regenerative Repeater Utilizing Hy- 
brid 1C Technology,” Proceedings of International 
Communications Conference, 1969, pp. 46-5 — 46- 
10. 


V+ + 



Figure 4. Recommended Supply Voltage Connection for 
XR-C277 (Note: See Figure 6 for Recom- 
mended Bypass Capacitors) 


The circuit is designed to operate with two positive sup- 
ply voltages, V + * and V + which are nominally set to 
be 6.3V and 4.4V, respectively. Figure 4 gives the rec- 
ommended power supply connection for the circuit. 


OPERATION OF THE XR-C277 

The XR-C 277 combines all the functional blocks of a 
PCM repeater system in a single monolithic 1C chip. 
The pin connections for each of the functional circuits 
within the repeater chip are shown in Figure 3, for a 16- 
pin dual-in-line package. 


ALBO 

OUTPUT 


PRE AMP 
INPUTS 


PRE AMP 
OUTPUTS 


ANALOG 

GROUND 

DIGITAL 

GROUND 

( + ) DRIVER 
OUTPUT 



Figure 3. Package Diagram of XR-C277 Monolithic PCM 
Repeater 


The supply currents 1 a and 1 b drawn from the two sup- 
ply voltages applied to the chip are specified to be with- 
in the following limits: 

a. Current from 6.3V supply voltage, Ia'- 

2.5 mA < Ia ^ 4.0 mA 

b. Current from 4.4V supply voltage Ib: 

7 mA < Iq < 9 mA 


The external components necessary for proper opera- 
tion of the circuit are shown in Figure 5, in terms of the 
system 'block diagram. Note that all the blocks shown in 
Figure 5 are a part of the monolithic 1C; and the num- 
bered circuit terminals correspond to the 1C package 
pins (see Figure 3). 

Figure 6 shows a practical circuit connection for the 
XR-C277 in an actual PCM repeater application for 
1.544 Mbps T-1 Repeater application. For simplification 
purposes, the lightning protection circuitry and the sec- 
ond repeater section are not shown in the figure. 
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Figure 5. External Components Necessary for Circuit Operation in 1.544 MHz T-1 Repeater 
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Figure 6. Typical Circuit Connection of XR-C277 in 1 .544 MHz T-1 Repeater System. (Note: Set L and C to Form a High 
Q Tank Resonant at 1.544 MHz. It is Recommended that QdlOO, and C*pF for most applications). 









DESCRIPTION OF CIRCUIT OPERATION 
Preamplifier Section (Fig. 7): 
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The circuit diagram of the preamplifier section is shown 
in Figure 7. This section is designed as a two-stage dif- 
ferential amplifier with a broadband differential voltage 
gain of 52 dB. The differential outputs of the preamplifi- 
er, Pins 4 and 5, are internally connected to the peak- 
detector, full-wave rectifier and the data threshold de- 
tector sections of the XR-C277. 


V+ = 4.4V 



Figure 7. Circuit Diagram of Preamplifier Section 


Automatic Line Build-Out (ALBO) Section (Fig. 8): 

The ALBO function is achieved by controlling the dy- 
namic impedance of ALBO diodes (Q 21 and 022 )- The 
current which sets this dynamic impedance is supplied 
through Q 21 and is controlled by the peak-detector out- 
put level applied to base of Q 23 . 
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Data-Threshold Detector; Full-Wave Rectifier and Peak 
Detector Sections (Figure 9): 

The level detector and peak rectifier sections of the XR- 
C277 are made up of two sets of gain stages which are 
driven differentially with the (A + ) and (A020-) outputs 
of the preamplifier section. The outputs of the data 
threshold comparators, D + and D“ activate the data 
latches shown in Figure 11. 

The peak-detector output, terminal B of Figure 9, is in- 
ternally connected to the Automatic Line Build-Out (AL- 
BO) section of the circuit and controls the dc bias cur- 


rent through the ALBO diodes Q21 through Q22. as 
shown in Figure 8. 

The full-wave rectifier output is internally connected to 
the clock-extractor section of the repeater and provides 
the excitation signal for the L-C tuned tank circuit (Pin 
14) of the injection locked oscillator. The detection 
thresholds of the comparators are set by the resistor 
chains (R45, R47, R51, R55) and (R46, R48. R 52. R 56)- 
The resistor ratios are chosen such that the data 
threshold is 50% of the ALBO threshold; and the clock 
extractor threshold is 73% of the ALBO threshold. 



Figure 9. Data-Threshold Detector, Full-Wave Rectifier and The Peak Detector Sections of XR-C277 
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Clock Extractor Section (Figure 10): 


The clock-extractor section of XR-C277 is designed as 
an injection locked oscillator as shown in the circuit 
schematic of Figure 10. The excitation is applied to the 
emitter of Q-| b, from the output of the full-wave rectifier. 
This signal in turn controls the current in the resonant L- 
C tank circuit connected to Pin 14. The sinusoidal 
waveform across the tank is then amplified and 
squared through two cascaded differential gain stages 
made up transistors Q3 through Qg. The output swing 


of the second gain stage is integrated by the phase- 
shift capacitor, C-|, externally connected to Pins 11 and 
12. See timing diagrams of Figure 13. The nominal val- 
ue of this capacitor is in the 30 to 40 pF range. The tri- 
angular waveform across Pins 11 and 12 is at quadra- 
ture phase with the sinusoidal voltage swing across the 
L-C tank circuit. This waveform is then used to generate 
the strobe signal, C p , and the clock pulse C^, which are 
applied to the data latches of the logic section. 


LC 

V+ = 4.4V TANK V++=6.3V 30-40 pF 



Data-Latch and Output Driver Sections 
(Figures 11 and 12): 

The data-latch section consists of two parallel flip-flops, 
driven by the D + and D~ inputs from the data- 
threshold detector. When the D + input is at a low state, 
the sampling or strobe pulse, C p , is steered through 
Q47Aand sets Flip-Flop 1 , on the leading edge of C p . 
Conversely, when D~ input is at a low state, the sam- 
pling pulse is steered through Q47B to set Flip-Flop 2. 
Each flip-flop section is then reset at the trailing edge of 
the clock pulse input, C^. The flip-flop outputs, (F-|, F-|) 
and F2, F2) are then used to drive the output drivers. 
This logic arrangement results in an output pulse width 


which is the same as the extracted clock pulse width 
(See timing diagram of Figure 13.) 

The outputs of the two data latches drive the two output 
driver stages shown in Figure 12. The high-current out- 
puts of the driver stage, Pins 8 and 9, are connected to 
the center-tapped output transformer as shown in Fig- 
ure 5. The voltage swing across the output is one diode 
drop (Vbe) less than the supply voltage at Pin 10. The 
output stages are designed to work into a nominal load 
impedance of 100 ohms, and can handle peak load cur- 
rents of 30 mA. 
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Three-State FSK Modem Design 
using XR-2207 and XR-2211 


INTRODUCTION 

This application note describes the design principle, 
and the operation of three-state frequency-shift keyed 
(FSK) modems for industrial process control systems. 
Compared to conventional bi-state modems, which uti- 
lize only the mark and space frequencies, the three- 
state modems utilize a third frequency, the carrier sig- 
nal, for additional command and control functions. This 
carrier-control feature allows each modem system con- 
nected to a central processor (CPU) to be interrogated 
or activated, one at a time, without interference from 
the other modem transmitters or receivers within the 
same system. 

The design and operation of conventional bi-state FSK 
modems using the XR-2206 modulator, and the XR- 
2211 demodulator, are covered in Exar’s Application 
Note, AN-01. This application note extends these basic 
concepts to the design of FSK modulators or demodu- 
lators with three-state operation capability. 

PRINCIPLES OF OPERATION 

In a wide variety of industrial process control applica- 
tions, it is necessary to have a number of separate sen- 
sors and controllers activated by a centralized com- 
puter or processing unit (CPU). This can be achieved by 


operating a number of separate FSK modulator/ 
demodulator (modem) stations over a common set of 
telephone lines, and address them one at a time from 
the CPU. The simplified block diagram of such a pro- 
cess controlled system is shown in Figure 1. In many 
such cases, such a process control system also makes 
use of the distributed-intelligence concept by employ- 
ing a separate data acquisition system at each control 
station. Such an intelligent data acquisition system is 
normally made up of a microprocessor, along with its A/ 
D and D/A converter circuitry, which will interface with 
the sensors and the control machinery. An FSK modem 
will interface with the telephone wires going back to the 
central command unit, the CPU. 

In the conventional operation of FSK modems, they op- 
erate in their bi-state mode, i.e., the information to be 
transmitted or received is available in two states, corre- 
sponding to either a mark or a space frequency. In a 
complex process control system, such as the one 
shown in Figure 1 , the versatility of the system can be 
greatly enhanced by operating the FSK modulator/ 
demodulator in three-state mode, where the information 
to be transmitted or received is available in three 
states, i.e., a mark or space frequency, or a carrier sig- 
nal, which is normally a tone having a frequency half- 
way between the mark and space frequencies. 



Figure 1. Simplified Block Diagram of a Complex Process Control System with Multiple FSK Modems. 
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Figure 2 shows a detailed block diagram of a complete 
three-state FSK modem system. The system is made 
up of five blocks: 

(a) FSK transmitter or encoder which converts the 
input data or logic signals into transmitted 
mark, space, and carrier tones. 

(b) FSK receiver or decoder which converts the 
frequency signals sent over the telephone 
lines into binary logic signals. 

(c) Transmitter bandpass filter which band-limits 
the frequency output of the transmitter to the 
allocated transmitter bandwidth. 


dem system (Figure 2) is concentrated in three discrete 
frequencies in each of the transmit- and receive-bands. 
These are: 

Transmit-Band (transmitter output): 
fjl = Transmitter mark frequency 
fT2 = Transmitter space frequency 
fjO = Transmitter carrier or center frequency 
Receive-Band (receiver input): 
fpi = Receiver mark frequency 


(d) Receiver bandpass filter which limits the in- 
coming signals to those frequencies which fall 
within the allocated receiver bandwidth. 

(e) A line hybrid, or a 4-wire to 2-wire transformer, 
which isolates or decouples the transmitter 
output from the receiver input. 


fR2 = Receiver space frequency 

fRO = Receiver carrier or center frequency 

Normally, the mark and space frequencies are chosen 
to be near the opposite edges of the receive- or 
transmit-band, and the carrier frequency is chosen to 
be at the center of the corresponding band. 



The first 2 blocks, the FSK transmitter and the receiver, 
are the essential part of the modem system. The re- 
maining three blocks, namely the active filters and the 
line-hybrid, are support circuits, depending on the 
frequency-band requirements or the necessary tele- 
phone line interconnections. Detailed descriptions and 
design examples for these active filters are given in Ex- 
ar’s Application Note, AN-03. 


The three-state modem is designed to operate in two 
separate frequency bands: A transmit-band for the 
transmitted data, and a receive-band for the incoming 
frequencies. In certain operating modes, such as the 
half-duplex operation, these frequency bands may be 
one and the same. In its most general case, the fre- 
quency information associated with the three-state mo- 


When activated by the enable/disable control, the 
three-state transmitter generates either the FSK mark/ 
space frequencies, fji and fj2> or the carrier frequen- 
cy, fyo- The carrier frequency is activated by the carrier 
control input, and can override the input data. 

The three-state receiver provides two outputs: A binary 
data output, when activated by the input mark/space 
frequencies, fRi and fR 2 , and a logic signal, to control 
or enable the transmitter when the receiver-carrier fre- 
quency, fRQ, is present. As an option, it may have a 
dual-mode operation capability which can provide seri- 
al data outputs for half-bandwidth deviations of the in- 
put signal, i.e., for FSK signals comprised of center-to- 
mark or center-to-space frequency shifts. The data out- 
puts corresponding to this mode of operation are 
shown as outputs, D-] and D 2 of Figure 2. 

CIRCUIT OPERATION 

The generalized three-state modem system of Figure 2 
can operate in a multiplicity of modes. Some of these 
are outlined below: 

Answerback Under CPU Control 

The modem will be in a standby mode with the transmit- 
ter disabled, and the receiver in a standby condition 
with its data output disabled. It will be activated only 
when an interrogate tone at the receiver center fre- 
quency, fRo, is transmitted by the control modem unit 
associated with the CPU (see Figure 1). This tone is de- 
tected by the receiver; it activates the transmitter via its 
enable/disable control, and instructs the local micro- 
processor to transmit its status information via the local 
transmitter. This data is transmitted as an FSK signal 
made up of the transmit mark and space frequencies 
fjl and f J 2 - When the information transmission is com- 
plete, or when the interrogate tone is discontinued, the 
entire modem system again reverts back to its standby 
mode. 
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Receive Under CPU Control 

In this mode of operation, the transmitter remains dis- 
abled, the receiver is at its standby mode with its data 
output disabled. When the FSK data is sent by the CPU 
modem transmitter, at the mark/space frequencies, fpi 
and fp2> the data output is enabled, and the decoded 
binary data is fed into the local microprocessor. Since 
the center receive-frequency, fpo. is not transmitted, 
the transmitter remains disabled. 

Priority-Transmit Request 

In an emergency situation, the local transmitter can be 
activated by its carrier-control input, which causes it to 
transmit a tone, fjg. at its center frequency. When this 
tone is received by the CPU, it will be treated as a priori- 
ty request to transmit information; the CPU will immedi- 
ately interrogate the corresponding local modem by 
sending out its address tone at frequency, fRo 

Dual-Channel Receive 

As an option, the receiver can provide serial data out- 
puts, through separate terminals, D-| and D2 of Figure 
2, for half-bandwidth deviations of the input FSK sig- 
nals. In this mode, the input data will be in the form of 
center-to-mark frequency shifts for one channel, and 
center-to-space shifts for the other. This mode of opera- 
tion allows two separate sets of data or control instruc- 
tions to be transmitted within the same channel band- 
width, provided that only one of these channels is used 
at any one time. 

Dual-Channel Transmit 

As an option, the transmitter can also transmit two sep- 
arate channels, using half-bandwidth deviations of the 
transmit signal. In this case, the outgoing data will be 
encoded with center-to-mark transitions of the transmit- 
ter frequency in one of the channels, and center-to- 
space transitions in the other. However, similar to the 
case of the receiver, only one or the other, and not both, 
of these half-bandwidth channels can be on at a given 
time. 

XR-2207 As A Three-State FSK Transmitter 

The XR-2207 is a monolithic voltage-controlled oscilla- 
tor (VCO) circuit with excellent temperature stability. It 
provides simultaneous triangle and square wave out- 
puts, and can be keyed to any one of four prepro- 
grammed frequencies by means of external logic sig- 
nals. These four discrete frequencies are prepro- 
grammed by the choice of four external timing 
resistors. 

Figure 3 shows a functional block diagram of the XR- 
2207 monolithic FSK generator chip. The circuit is com- 
prised of four functional blocks: A variable-frequency 
oscillator which generates the basic periodic wave- 
forms; four current switches actuated by binary keying 
inputs, and buffer amplifiers for both the triangle and 
square wave outputs. The internal current switches 
transfer the oscillator current to any of four external tim- 
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ing resistors, to produce four discrete frequencies 
which are selected according to the binary logic levels 
at the keying terminals. 

+ Vcc bias 



Figure 3. Functional Diagram of XR-2207 Monolithic 
FSK Generator. 


The frequency of oscillation is set by an external timing 
capacitor, and by the combination of one or more of the 
external timing resistors, R-| through R4. The keying ter- 
minals switch these external resistors in and out of the 
circuit and thus control the operating frequency. Table 1 
shows the four discrete frequencies which can be ob- 
tained as a function of four logic states at Pin 8 and 9. It 
should be noted that the frequency is inversely propor- 
tional to the timing resistor connected to the activated 
timing pin. For example, if only one of the timing pins, 
say Pin 5, is activated and its associated resistor, R3, is 
left open-circuited (i.e. , R3 = 00) the oscillator will be 
keyed OFF since this corresponds to a zero-frequency 
state. 


Table 1. 

Output Frequency of the XR-2207 
as a Function of the Keying Logic. 


Logic Level 

Active 

Timing 

Resistor 

Output 

Frequency 

Pin 8 

Pin 9 

L 

L 

Pin 6 

1 

C 0 Ri 

L 

H 

Pin 6 and 7 

1 + 1 
Co^l ^o^2 

H 

L 

! 

Pin 5 

1 

C 0 R 3 

H 

H 

Pin 4 and 5 

1 + 1 
^0^3 


(* Frequency in Hz, R in Ohms and C in Farads.) 
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Figure 4 shows the recommended circuit connection of 
the XR-2207, for its operation as a three-state FSK 
transmitter. The three resistors, R*|, R2 and R4, are 
used to set the three discrete frequencies to be trans- 
mitted in accordance with the frequency expressions 
given in Table 1, where: 


*T1 



1 

C 0 Ri 


CqR2 


f T0 = 


1 

C0R4 


It should be noted that Pin 5 is left open circuited (i.e., 
R 3 = 00). This allows the circuit to be keyed OFF, or dis- 
abled, by applying a high-logic state to Pin 8, and a low- 
logic state to Pin 9 (see Table 1). 


The functions of the three control terminals can be de- 
scribed as follows: 

a. FSK Data Input: The serial binary data is applied to 
this terminal. With the carrier control at low- and 
enable/disable control at high-state, the binary da- 
ta causes the transmitter to generate the mark 
and space frequencies, fji and fj2- 

b. Enable/Disable Control: When this input is at low- 
state, the transmitter is disabled. 

c. Carrier-Control: When this terminal is at high-state, 
the transmitter generates a continuous tone at fre- 
quency, fjQ. 


Table 2. 

Three-State Transmitter Operating Modes 
as a Function of Control Inputs 


Control 

Input 

States 

Level 

at 

Pin 9 

Level 

at 

Pin 9 

Transmitter 

Output 

Frequency 

Transmitter 

Operating 

Mode 

A 

B 

C 

L 

L 

L 

L 

H 

OFF 

Transmitter 

H 

L 

L 

L 

H 

OFF 

Off 

L 

H 

L 

L 

L 

fTI 

Transmit 

H 

H 

L 

H 

L 

*T2 

Data 

L 

L 

H 

H 

H 

f T0 

Transmit 

L 

H 

H 

H 

H 

*T0 

Carrier 

H 

H 

H 

H 

H 
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XR-2211 As A Three-State Receiver 

The XR-2211 is a monolithic FSK demodulator which 
operates on the phase-locked loop principle. In addition 
to the basic PLL system, the monolithic chip also con- 
tains a quadrature-detector circuit which produces a 
logic signal when a carrier signal, or tone, is present 
within the capture range of the PLL. A simplified func- 
tional block diagram of the circuit is shown in Figure 5. 


With the external logic circuitry shown in Figure 4, 
carrier-control can override both the enable/disable or 
the FSK data inputs. A detailed truth-table of the circuit 
outputs is given in Table 2, for various states of the 
three control inputs. 


Basic Bi-State Operation 

The basic operation of the XR-221 1 , in conventional bi- 
state modems, is described in detail in Exar’s Applica- 
tion Note, AN-01. It will be briefly reviewed below. 
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Figure 5. Functional Block Diagram of XR-2211 FSK and 
Tone Detector. 

The basic circuit connection for the XR-221 1 for bi-state 
FSK detection is shown in Figure 6. The center frequen- 
cy is determined by f 0 = (I/C1R4) Hz, where capaci- 
tance is in farads and resistance is in ohms. Calcula- 
tions for f 0 should fall midway between the mark and 
space frequencies. 

The tracking range (±Af) is the range of frequencies 
over which the phase-locked loop can retain a lock with 
a swept input signal. This range is determined by the 
formula: 

Af = (R 4 f 0 /R 5 ) Hz. 

Af should be made equal to, or slightly less than, the 
difference between the mark and space frequencies. 
For optimum stability, the recommended range of val- 
ues for R4 is between 10 kfi and 100 k!2. 

The capture range (±Af c ) is the range of frequencies 
over which the phase-locked loop can acquire lock. It is 


+ 12V 



Figure 6. XR-2211 as a Bi-State Receiver with Tone- 
Detection Capability. 

always less than the tracking range. The capture range 
is limited by C2, which, in conjunction with R5, forms 
the loop-filter time constant. In most modern applica- 
tions, Af c is chosen to be «80% to 95% of the track- 
ing range, Af. 

The bi-state FSK data filter, made up of Rp and Cp, re- 
moves the jitter from the demodulated FSK signal. Simi- 
larly, the lock-detect filter capacitor (Cq) removes chat- 
ter from the lock-detect output. With Rp = 510 kli, the 
minimum value of Cp can be determined by: CpOxf) 
* 16/capture range in Hz. The XR-2211 has three npn 
open-collector outputs, each of which is capable of 
sinking up to 5 mA. Pin 7 is the FSK data output, Pin 5 is 
the Q lock-detect output which toes low when a carrier 
is detected, and Pin 6 is the Q lock-detect output which 
goes high when lock is detected. If Pin 6 and 7 are 
wired together, the output signal from these terminals 
will provide data when FSK is applied, and will be low 
when no carrier is present. 


+ 12V 



Figure 7. Circuit Connection for Operating XR-2211 as a Three-State FSK Receiver. 
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Three-State Operation 


The XR-2211 FSK demodulator circuit can be made to 
operate as a three-state receiver (see Block B of Figure 
2), using the circuit configuration shown in Figure 7. 
With reference to the Figure, the basic operation of the 
circuit can be described as follows: The basic FSK de- 
coding function, converting the incoming mark and 
space signals at frequencies fRi and fR2» is performed 
in the same manner as in the bi-state case, and the re- 
sulting output is available at Pin 7 of XR-2211. Pin 7 is 
connected to the tone-detect output, and then gated by 
the complement of the carrier-detect output. Thus, the 
data output terminal will be enabled only when the mark 
and space frequencies are present, but not when the 
receive-carrier, fRQ, is present. 

The external voltage comparators shown in Figure 7 are 
added to the circuit to distinguish PLL output voltage 
levels corresponding to various input frequencies. The 
function of the XR-2211 frequency-to-voltage transfer 
characteristics can be understood by referring to Pin 1 1 
in Figure 8. The voltage levels and polarities shown are 
relative to the XR-221 1 internal reference voltage, V-jg. 
at Pin 10. The mark and space frequencies, fRi and 
fR2« generate the maximum dc level shifts. Vri and 
Vr 2 , sensed by the internal FSK comparator (see Fig- 
ure 5) which is internally biased from the reference volt- 
age, Vio- 

The external comparators, Comp. A and Comp. B of Fig- 
ure 7, are biased at voltage levels, V/\ and Vr, approxi- 
mately halfway between Vri and Vr 2 , to trip at fre- 
quencies fA and fR, which are halfway between mark- 
to-center and space-to-center frequency shifts. This 
biasing is achieved with the external resistive dividers, 
Ra> r B> Rx. and Ry of Figure 7, which generate the ref- 
erence voltage levels, Va and Vr, with respect to the 
XR-221 1 internal reference at Pin 10. It should be noted 
that the value of the resistors (Ra + Rb) and ( R X + r y) 
must be as large as possible (typically in excess of 100 
kfl) to avoid disturbing the voltage level at Pin 10. 


The output of Pin 1 1 is filtered by Rf< and Ck, and is 
used to drive the external voltage comparators. The 
outputs of these comparators are then connected 
through the external logic gates, to produce the carrier- 
detect or the enable/disable signal. The resulting logic 
output will be noramlly at a low state, and will go high 
only when the carrier signal, fRQ, is present. This logic 
signal is normally used for transmitter enable/disable 
control, as shown in Figure 2. 

The logic level changes, at the external comparator out- 
puts, correspond to mark-to-carrier or space-to-carrier 
frequency shifts (see Figure 8); thus, these outputs can 
be utilized as optional dual-mode monitor outputs, Di 
and D 2 of Figure 2. 



► INPUT SIGNAL FREQUENCY 

Figure 8. XR-2211 Frequency-to-Voltage Transfer 
Characteristics. (Note: Vn and V-|q are 
the dc voltage levels at Pins 11 and 10, 
respectively.) 
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Precision PLL System using 

the XR-2207 and the XR-2208 


INTRODUCTION 

The phase-locked loop (PLL) is a versatile system block, 
suitable for a wide range of applications in data com- 
munications and signal conditioning. In most of these 
applications, the PLL is required to have a highly stable 
and predictable center frequency and a well-controlled 
bandwidth. Presently available monolithic PLL circuits 
often lack the frequency stability and the versatility re- 
quired in these applications. 

This application note describes the design and the ap- 
plication of two-chip PLL system using the XR-2207 and 
the XR-2208 monolithic circuits. The XR-2207 is a preci- 
sion voltage controlled oscillator (VCO) circuit with ex- 
cellent temperature stability (±20 ppm/°C, typical) and 
linear sweep capability. The XR-2208 is an operational 
multiplier which combines a four quadrant multiplier 
and a high gain operational amplifier in the same pack- 
age. Both circuits are designed to interface directly 
with each other with a minimum number of external 
components. Their combination functions as a high per- 
formance PLL, with the XR-2207 forming the VCO sec- 
tion of the loop, and the XR-2208 serving as the phase- 
detector and loop amplifier. 

As compared with the presently available single-chip 
PLL circuits such as the XR-210 or the Harris HI-2820, 
the two-chip PLL system described in this paper offers 
approximately a factor of 10 improvement in tempera- 
ture stability and center frequency accuracy. The sys- 
tem can operate from 0.01 Hz to 100 kHz, and its per- 
formance characteristics can be tailored to given de- 
sign requirements with the choice of only four external 
components. 

DEFINITIONS OF PLL PARAMETERS 

The phase-locked loop (PLL) is a unique and versatile 
feedback system that provides frequency selective tun- 
ing and filtering without the need for coils or inductors. 
It consists of three basic functional blocks; phase com- 
parator, low-pass filter, and voltage-controlled oscillator, 
interconnected as shown in Figure 1. With no input sig- 
nal applied to the system, the error voltage, Vq, is equal 
to zero. The VCO operates at a set “free-running” fre- 
quency, f 0 . If an input signal is applied to the system, 
the phase comparator compares the phase and fre- 
quency of the input signal with the VCO frequency and 
generates an error voltage, V e (t), that is related to the 
phase and frequency difference between the two sig- 
nals. This error voltage is then filtered and applied to 
the control terminal of the VCO. If the input signal fre- 
quency, f$, is sufficiently close to f 0 , feedback causes 



Figure 1. Block Diagram of a Phase-Locked Loop. 


the VCO to synchronize or “lock” with the incoming sig- 
nal. Once in lock, the VCO frequency is identical to the 
input signal, except for a finite phase difference. 

Two key parameters of a phase-locked loop system are 
its “lock” and “capture” ranges. These can be defined 
as follows: 

Lock Range = The band of frequencies in the vicinity 
of f 0 over which the PLL can maintain lock with an input 
signal. It is also known as the “tracking” or “holding” 
range. Lock range increases as the overall loop gain of 
the PLL is increased. 

Capture Range = The band of frequencies in the vicini- 
ty of f 0 where the PLL can establish or acquire lock with 
an input signal. It is also known as the “acquisition” 
range. The capture is always smaller than the lock 
range. It is related to the low pass filter bandwidth and 
decreases as the low pass filter time constant in- 
creased. 

The PLL responds to only those input signals sufficient- 
ly close to the VCO frequency, fg, to fall within the 
“lock” or “’capture” ranges of the system. Its perform- 
ance characteristics, therefore, offer a high degree of 
frequency selectivity, with the selectivity characteris- 
tics centered about fg. Figure 2 shows the typical 
frequency-to-voltage transfer characteristics of the 
PLL. The input is assumed to be a sine wave whose fre- 
quency is swept slowly, over a broad frequency range 
covering both the “lock” and the' “capture” ranges of 
the PLL. The vertical scale corresponds to the filtered 
loop error voltage, Vq, appearing at the VCO control ter- 
minal. 

As the input frequency, f$, is swept up (Figure 2(a)) the 
system does not respond to the input signal until the in- 
put frequency reaches the lower end of capture range, 
fQL. Then, the loop suddenly locks on the input signal, 
causing a positive jump in the error voltage Vq. Next, 
Vq varies at a slope equal to the reciprocal of VCO 
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Figure 2. Frequency to Voltage Transfer Characteristics of a 
PLL System; (a) Increasing Input Frequency; (b) 
Decreasing Input Frequency. 



voltage-to-frequency conversion gain, (K v ), and goes 
through zero at f s = fg. The loop tracks the input fre- 
quency until f s reaches the upper edge of the lock 
range, f|_H- Then the PLL loses lock, and the error volt- 
age drops to zero. If the input frequency is swept back 
slowly, from high towards low frequencies the cycle re- 
peats itself, with the characteristics shown in Figure 
2(b). The loop captures the signal at the upper edge of 
the capture range, ton, and tracks it down the lower 
edge of the lock range, f|_[_. With reference to the fig- 
ure, the “lock” and the “capture” ranges can be de- 
fined as: 

Lock Range = Afi_ = f|_H ~ *LL 
Capture Range = Afc = fcH - f CL 

The gain parameters associated with the PLL are de- 
fined as follows: 

Phase Detector Gain, K </>: Phase detector output per unit of 
phase difference between the two signals appearing at 
the phase detector inputs. It is normally measured in 
volts per radian. 

VCO Conversion Gain, K v : VCO frequency change per unit 
of input voltage. It is normally measured in radians/ 
sec./volt. 

Loop Gain, K|_: Total d c gain around the feedback loop. It 
is equal to the product of K </> and K v . 

Loop Damping Factor, T- Defines the response of the loop 
error voltage V^, to a step change in frequency. If $*< 1 , 
the loop is underdamped; and the error voltage Vd will 
exhibit an underdamped response for a step change of 
signal frequency. 

The lock range of the phase-locked loop is controlled by 
the loop gain, K|_. The capture range and the damping 
factor are controlled by both the loop gain and the low 
pass filter. 


PRECISION PLL USING XR-2207 AND XR-2208 

The XR-2207 VCO and the XR-2208 operational multipli- 
er can be inter-connected as shown in Figure 3, to form 
a highly stable PLL system. The circuit of Figure 3 oper- 
ates with supply voltages in the range of + 12V to 
+ 26V; and over a frequency range of 0.01 Hz to 100 
kHz. In the PLL system of Figure 3, all the basic per- 
formance characteristics of the PLL can be controlled 
and adjusted by the choice external 4 components 
identified as resistors Ro and R-| , and the capacitors Co 
and C-j, Co and Ro control the VCO center frequency; 
R-l and C-| determine the tracking range and the low 
pass filter characteristics. The two-chip PLL system 
can be readily converted to split supply operation by 
inter-connecting the circuit as shown in Figure 4. The 
PLL circuit of Figure 4 operates over a supply voltage 
range of ±6 volts to ± 13 volts. 

For best results, the timing resistor Rq should be in the 
range of 5k to 100k, and R-| > Ro-. Linder these condi- 
tions, the basic parameters of the PLL can be easily 
calculated from the design equations listed in Table 1 . 

Design Example 

As an example, consider the design of a PLL system us- 
ing the circuit of Figure 3, to meet the following nominal 
performance specifications: 

a) Center Frequency = 10 kHz 

b) Tracking Range = 20% (9 kHz to 11 kHz) 

c) Capture Range = 10% (9.5 kHz to 10.5 kHz) 

Solution: 

a) Set Center Frequency: 

Choose Ro = 10k (Arbitrary choice for 
5k < Rq< 1 00k) 

Then, from equation 1 of Table 1: 

C 0 = (1/f 0 R 0 ) = 0.01 M F 

b) Set Lock Range: 

From equation 2 of Table 1: 

R-l = (0.45) R 0 = 45k 

c) Set Capture Range: 

Since capture range is significantly smaller than 
Lock range, equation 8(a) applies. 

Solving equation 8(a) for C-| , one obtains: 

C-j = 0.032 juF 

PRECISION SINE WAVE OUTPUT PLL USING XR-2208 
AND XR-2206 

The interconnection of the XR-2208 and XR-2206 as 
shown in Figure 5 forms a precision phase-locked loop 
system with a sine wave output. The phase-locked loop 
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characteristics are adjusted with the same four exter- 
nal components as previously described. Equation 2 in 
Table 1 is modified to: 

(2) Lock Range (Af L /f 0 ) = (0.5) (R 0 /R 1 ) 

This change is because the reference of the XR-2206 is 
internally set. The clamp network with Q-| has been 
added to adjust the swing to the VCO to compensate for 
this reference. The sine wave characteristics are ad- 
justed by R4 and R5, which adjust sine-shaping and 
symmetry respectively. Sine wave distortion levels are 


typically 2.5% unadjusted with R4 = 20012 and R5 
open, and 0.5% adjusted using R4 and R5. Sine wave 
amplitude is adjusted by R3 with the conversion gain 
equalling typically: 

60mVp.p 
K12 of R3 

The phase-locked loop input characteristics allow lock- 
ing to input signal levels of 50 mV RMS to 2 V RMS. 


Table 1 

Phase-Locked Loop Design Equations 


(1) Center Frequency: fn - 1 Hz 

R0C0 

(7) Loop Damping: = 1 = /2Co 

2VtK[_ \ Ci 

(2) Lock Range: (Af L /f 0 ) = (0.9)(R 0 /R-|) 

(8) Capture Range: 

(3) Phase Detector Gain: K </> = 0.5 Vqc volts/radian 

a) Underdamped Loop (f<1/2): 

Where Vqq = V+ for split supply; Vqq = V + /2 
for single supply. 

... „ . 0.8 r 0 Co 

(Af c /f 0 ) = — — — 

(4) VCO Conversion Gain: 

K v - 1 rad/sec/volt 

2 V C cC 0 Rl 

R 1 C 1 

b) Overdamped Loop (f>1): 

(Af c /f 0 ) = 0.8(R 0 /Ri) 

(5) Loop Gain: K L - K0K v - 0 25 sec" 1 

C 0 R 1 

*See Figures 3 and 4 for component designation. 

(6) Low Pass Filter Time Constant: r = sec. 

2 
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Figure 4. Circuit Interconnections for the Precision PLL System using the XR-2207 and the XR-2208 Monolithic Circuits. 
(Split-Supply operation, ± 6V to ±13V. 
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Single-Chip Frequency Synthesizer 
Employing the XR-2240 


INTRODUCTION 

The XR-2240 monolithic timer/counter contains an 8-bit 
programmable binary counter and a stable time-base 
oscillator in a single 16-pin 1C package. Although the 
circuit was originally designed as a long-delay timer ca- 
pable of generating time delays from microseconds to 
weeks, it also offers a wide range of other applications 
beyond simple time-delay generation. One such unique 
application is its use as a single-chip, frequency syn- 
thesizer, where it can generate over 2,500 discrete fre- 
quencies from a single reference frequency input. 

The operation of the XR-2240 as a frequency synthesiz- 
er is possible because of the ability of the circuit to both 
multiply and divide the input frequency reference. It 
can, simultaneously, multiply the input frequency by a 
factor, “M,” and divide it by a factor “N + 1,” where 
both M and N are adjustable integer values. Therefore, 
the circuit can produce an output frequency, f 0 , related 
to the input reference frequency fR as: 


Figure 1 shows the circuit connection for operating the 
XR-2240 timer/counter as a self-contained frequency 
synthesizer. The integer values M and N can be exter- 
nally adjusted over a broad range: 

1 <M<10 1 <N<225 

The multiplication factor M is obtained by locking on the 
harmonics of the input frequency. The division factor N 
is determined by the pre-programmed count in the bina- 
ry counter section. The principle of operation of the cir- 
cuit can be best understood by briefly examining its ca- 
pabilities for frequency division and multiplication sepa- 
rately. 

Frequency Division by (1 + N): 

When there is no external reference input, fR, the time- 
base oscillator section of the XR-2240 free-runs at its 


set frquency, f$ (fs = 1/RC), where R and C are the ex- 
ternal components at pin 13. The 8-bit binary counter 
can be programmed to divide the time-base frequency 
by an integer count, N, and generate an output pulse 
train whose frequency is: 


f o 


fs 


1 

1 + N 


Frequency Multiplication by “M”: 

Frequency multiplication is achieved by synchronizing 
the time-base oscillator with the harmonics of the input 
sync or reference signal. Thus, if the time-base oscilla- 
tor is made to free-run at “M” times the input frequen- 
cy, it can be made to synchronize the “M”th harmonic 
of the input reference signal. Typical capital range of 
the circuit is better than ±3%, for values of 1 <M<10; 
and since the time-base is accurate to within ±0.5% of 
the external R-C setting, lock-up does not present a 
problem for a given harmonic lock setting. 


R 
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Circuit Operation: 

With reference to Figure 1, the operation of the synthe- 
sizer circuit can be briefly explained as follows: The ref- 
erence input frequency, fp, is applied to the time-base 
sync terminal (pin 12) through a 5.1 KQ series resist- 
ance and a coupling capacitor. The recommended 
waveform for the input frequency, fR, is a 3 Vpp pulse 
train with a pulse width in the range of 30% to 80% of 
the time-base period, T. The multiplication factor M is 
chosen by the potentiometer R-| which sets the time- 
base period T (T = RC). If no external reference is used, 
then M is automatically equal to 1 . 

The divider modulus, N, is chosen by shorting various 
counter outputs to a 3K common pull-up resistor. The 
output waveform is a pulse train with a fixed pulse 
width, T = RC, and a period Tq = (N + 1)RC. 

The external R-C network between the output and the 
trigger and reset terminals of the XR-2240 is a non- 
critical delay network which resets and re-triggers the 


circuit to maintain a periodic output waveform. For the 
component values shown in Figure 1, the circuit can 
operate with the timing components R and C in the 
range of: 

0.005 AtF<C<.1 /xF; 1 Kft<R< 1 m 

The XR-2240 is a low-frequency circuit. Therefore, the 
maximum output frequency is limited to «200 kHz, by 
the frequency capability of the internal time base oscil- 
lator. 

A particularly useful application of the simple synthesiz- 
er circuit of Figure 1 is to generate stable clock fre- 
quencies which are synchronized to an external refer- 
ence, such as the 60 Hz line frequency. For example, 
one can generate a 100 Hz reference synchronized to 
60 Hz line frequency simply by setting M = 5 and N = 
2 such that: 

1 0 = fR - M = (60) —— = 100 Hz 
1 + N 1+2 
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Dual Tone Decoding with 

XR-567 and XR-2567 


INTRODUCTION 

Two integrated tone decoders, XR-567 units, can be 
connected (as shown in Figure 1A) to permit decoding 
of simultaneous or sequential tones. Both units must be 
on before an output is given. R-jC-j and R'-jC'i are cho- 
sen, respectively, for Tones 1 and 2. If sequential tones 
(1 followed by 2) are to be decoded, then C3 is made 
very large to delay turn-off of Unit 1 until Unit 2 has 
turned on and the NOR gate is activated. Note that the 
wrong sequence (2 followed by 1) will not provide an 
output since Unit 2 will turn off before Unit 1 comes on. 
Figure IB shows a circuit variation which eliminates 
the NOR gate. The output is taken from Unit 2, but the 
Unit 2 output stage is biased off by R2 and CR-| until ac- 
tivated by Tone 1. A further variation is given in Figure 
1C. Here, Unit 2 is turned on by the Unit 1 output when 
Tone 1 appears, reducing the standby power to half. 
Thus, when Unit 2 is on, Tone 1 is or was present. If 
Tone 2 is now present, Unit 2 comes on also and an out- 
put is given. Since a transient output pulse may appear 
+v +v 



Figure IB 


+v +v 



Figure 1A. Detection of Two Simultaneous or 
Sequential Tones 


+v +v 
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Figure 2. Low-Cost Touch Tone® Decoder 


J L 








during Unit 1 turn-on, even if Tone 2 is not present, the 
load must be slow in response to avoid a false output 
due to Tone 1 alone. 


AN-08 

the R2 resistors of the two 567’s which are being acti- 
vated. Capacitor C4 (optional) decouples the ac cur- 
rents at the common point. 


The XR-2567 Dual Tone Decoder can replace two inte- 
grated tone decoders in this application. 


HIGH SPEED, NARROW BAND TONE DECODER 

The circuit of Figure 1 may be used to obtain a fast, nar- 
row band tone decoder. The detection bandwidth is 
achieved by overlapping the detection bands of the two 
tone decoders. Thus, only a tone within the overlap por- 
tion will result in an output. The input amplitude should 
be greater than 70 mV rms at all times to prevent detec- 
tion band shrinkage and C2 should be between 130/f o 
and 1 300/f o mfd where f 0 is the nominal detection fre- 
quency. The small value of C2 allows operation at the 
maximum speed so that worst-case output delay is only 
about 14 cycles. 

TOUCH-TONE DECODER 

Touch-Tone decoding is of great interest since all sorts 
of remote control applications are possible if you make 
use of the encoder (the push-button dial) that will ulti- 
mately be part of every tone. A low-cost decoder can be 
made as shown in Figure 2. Seven 567 tone decoders, 
their inputs connected in common to a phone line or 
acoustical coupler, drive three integrated NOR gate 
packages. Each tone decoder is tuned, by means of R-| 
and Ci , to one of the seven tones. The R2 resistor re- 
duces the bandwidth to about 8% of 100 mV and 5% at 
50 mV rms. Capacitor C4 decouples the seven units. If 
you are willing to settle for a somewhat slower re- 
sponse at low input voltages (50 to 10 mV rms), the 
bandwidth can be controlled in the normal manner by 
selecting C2, thereby eliminating the seven R2 resistors 
and C4. In this case, C2 would be 4.7 mfd for the three 
lower frequencies or 2.2 mfd for the four higher fre- 
quencies. 

The only unusual feature of this circuit is the means of 
bandwidth reduction using the R2 resistors. As shown 
in the 567 data sheet under Alternate Method of Band- 
width Reduction, the external resistor Ra can be used 
to reduce the loop gain and, therefore, the bandwidth. 
Resistor R2 serves the same function as Ra except that 
instead of going to a voltage divider for dc bias it goes 
to a common point with the six other R2 resistors. In ef- 
fect, the five 567’s which are not being activated during 
the decoding process serve bias voltage sources for 


LOW COST FREQUENCY INDICATOR 

Figure 3 shows how two tone decoders set up with 
overlapping detection bands can be used for a go/no/go 
frequency meter. Unit 1 is set 6% above the desired 
sensing frequency and Unit 2 is set 6% below the de- 
sired frequency. Now, if the incoming frequency is with- 
in 13% of the desired frequency, either Unit 1 or Unit 2 
will give an output. If both units are on, it means that the 
incoming frequency is within 1 % of the desired fre- 
quency. Three light bulbs and a transistor allow low 
cost read-out. 


+v + 



Figure 3. Frequency Meter with Low-Cost Lamp 
Readout 


3-49 




EX4R 


AN-09 


Sinusoidal Output from XR-215 
Monolithic PLL Circuit 


INTRODUCTION 

In a wide range of communication or signal condition- 
ing applications, it is necessary to obtain a sinusoidal 
output signal which is synchronized to a desired refer- 
ence or clock input. This can be achieved by using the 
XR-215 type monolithic PLL circuit and an additional 
sine-shaping network. 

When a periodic input signal is present within the cap- 
ture range of the XR-215 PLL, the system will lock on 
the input; and the VCO section of the PLL will synchro- 
nize with the input frequency. The output of the oscilla- 
tor section of the PLL can then be converted to a low 
distortion sine wave by a relatively simple sine-shaping 
circuit. 

GENERAL DESCRIPTION 

Figure 1 contains a functional block diagram of the XR- 
215 monolithic PLL system. The circuit consists of a 
balanced phase comparator, a highly stable voltage- 
controlled oscillator (VCO) and high speed operational 
amplifier. The phase comparator outputs are internally 
connected to the VCO inputs and to the non-inverting 
input of the operational amplifier. A self-contained PLL 
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Figure 1. Functional Block Diagram of XR-215 
Monolithic PLL Circuit 


system is formed by simply ac coupling the VCO output 
to either of the phase comparator inputs and adding a 
low-pass filter to the phase comparator output termi- 
nals. The XR-215 can operate over a large choice of 
power supply voltages ranging from 5 volts to 26 volts 
and a wide frequency band of 0.5 Hz to 35 MHz. It can 
accommodate analog signals between 300 microvolts 
and 3 volts and can interface with conventional DTL, 
TTL and ECL logic families. 

Figure 2 shows the simplified circuit schematic of the 
XR-215 phase-locked loop 1C. The VCO part of XR-215, 
shown in the center section of Figure 2, is an emitter- 
coupled multivibrator circuit, whose frequency is set by 
an external capacitor, Co, connected across the timing 
terminals (Pins 13 and 14). In this type of an oscillator, 
the differential voltage waveform across the timing ca- 
pacitor, Co, is a linear triangle, with a peak-to-peak am- 
plitude of 1.4 volts. This output amplitude across the 
timing capacitor is independent of supply voltage. 

This triangular waveform can be shaped into a low dis- 
tortion sine wave by passing it through a simple differ- 
ential gain stage, as shown in Figure 3. By adjusting the 
potentiometer Rq of Figure 3, the input transistors 
T-jand T2 of the differential stage can be brought to the 
verge of cutoff at the positive and the negative extremi- 
ties of the input triangle wave. This causes the peaks of 
the triangle waveform to be rounded, resulting in a 
nearly sinusoidal output waveform from the differential 
stage. If the transistor characteristics and the current 
levels in the differential gain stage are well matched, 
one can reduce the total harmonic distortion (THD) of 
the sinusoidal output waveform to less than 3%. 

The sine-shaper circuit of Figure 3 can be designed by 
using the XR-D101 NPN transistor array, which pro- 
vides five identical NPN transistors in a single 1C pack- 
age. Figure 4 shows the package diagram of XR-D101 
chip, in terms of its 16-pin DIP package. 

The five independent transistors contained in the XR- 
D101 transistor array can be interconnected, as shown 
in Figure 5, to form the differential sine wave-shaping 
circuit of Figure 3. The inputs of the sine-shaper can be 
directly connected to the timing capacitor terminals 
(Pins 13 and 14) of the XR-215 PLL. 
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Figure 4. Package Diagram for XR-D101 Matched NPN Transistor Array 


V + =12V WAVE FROM ADJ.* V + = 12 V 



•ADJUST R q FOR MINIMUM HARMONIC DISTORTION. 
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XR-C 262 High-Performance 

PCM Repeater 1C 

INTRODUCTION 


The XR-C262 is a monolithic repeater circuit for Pulse- 
Code Modulated (PCM) telephone systems, it is de- 
signed to operate as a regenerative repeater at 1 .544 
Megabits per second (Mbps) data rates on T-1 type PCM 
lines. It is packaged in a hermetic 16-pin CERDIP pack- 
age and is designed to operate over a temperature 
range of -40°C to + 85°C. It contains all the basic func- 
tional blocks of a regenerative repeater system includ- 
ing Automatic Line Built-Out (ALBO) and equalization, 
and is insensitive to reflections caused by cable discon- 
tinuities. 

The XR-C262 operates with a single 6.8-volt power sup- 
ply, and with a typical supply current of 13 mA. It pro- 
vides bipolar output drive with high-current handling ca- 
pability. The clock extractor section of XR-C262 uses 
the resonant-tank circuit principle, rather than the 
injection-locked oscillator technique used in earlier 
monolithic repeater designs. The bipolar output drivers 
are designed to go to “off” state automatically when 
there is no input signal present. Compared to conven- 
tional repeater designs using discrete components, the 
XR-C262 monolithic repeater 1C offers greatly improved 
reliability and performance and provides significant 
savings in power consumption and system cost. 

This application note outlines the basic design princi- 
ples and the electrical characteristics of the XR-C262 
monolithic repeater 1C. In addition, circuit connections 
and applications information are provided for its utiliza- 
tion in T-1 type 1.544 Megabit PCM repeater systems. 

FUNDAMENTALS OF PCM REPEATERS 

The Pulse-Code Modulation (PCM) telephone systems 
are designed to provide a transmission capability for 
multiple-channel two-way voice frequency signals 
which are transmitted in a digital PCM format. In order 
to minimize error rates, and provide transmission over 
long distances, this digital signal must be regenerated 
at periodic intervals, using a regenerative repeater sys- 
tem. Figure 1 shows the block diagram of a bi- 
directional PCM repeater system consisting of two 
identical digital regenerator or repeater sections, one 
for each direction of transmission. These repeaters 
share a common power supply. The DC power is sim- 
plexed over the paired cable and is extracted at each 
repeater by means of a series zener diode regulator. 

In the United States, the most widely used PCM tele- 
phone system is the T-1 type system which operates at 
a data rate of 1 .544 Mbps, with bipolar data pulses. It 
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Figure 1. Block Diagram of a Bi-Directional Digital 
Repeater System. 

can operate on either pulp- or polyethylene-insulated 
paired cable that is either pole-mounted or buried. Op- 
eration is possible with a variety of wire gauges, provid- 
ed that the total cable loss at 772 kHz is less than 36 
dB. Thus, the system can operate satisfactorily on near- 
ly all paired cables which are used for voice frequency 
trunk circuits. 

The T-1 type transmission system is designed to oper- 
ate with both directions of transmission within the same 
cable sheath. The system performance is limited pri- 
marily by near-end cross-talk produced by other sys- 
tems operating within the same cable sheath. In order 
to insure that the probability of a bit error is less than 
10 -6 , the maximum allowable repeater spacing, when 
used with 22-gauge pulp cable, is approximately 6000 
feet. 

The XR-C262 monolithic 1C replaces about 90% of the 
electronic components and circuitry within the digital 
repeater sections of Figure 1 . Thus, a bi-directional re- 
peater system should require two XR-C262 ICs, one for 
each direction of information flow. 

OPERATION OF THE XR-C262 

The XR-C262 monolithic repeater is packaged in a 16- 
pin dual-in-line hermetic package, and is fabricated us- 
ing bipolar process technology. The functions of the cir- 
cuit terminals are defined in Figure 2, in terms of the 
monolithic 1C package. 
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Figure 2. Package Diagram of XR-C262 Monolithic PCM 
Repeater. 

A more detailed system block diagram for the monolith- 
ic repeater system is given in Figure 3. The system 


blocks shown within the dotted area are included on the 
monolithic chip. The numbers on the circuit terminals 
correspond to the pin numbers of the 16-pin 1C package 
containing the repeater chip. In terms of the system 
block diagram of Figure 3, the overall repeater opera- 
tion can be briefly explained as follows. 

The bipolar PCM signals which are attenuated and dis- 
torted due to the preceding transmission medium are 
applied to the input of a preamplifier (Block 1) through 
an Automatic Line Build-Out (ALBO) circuit. The imped- 
ance, Z-|, corresponds to the passive section of the AL- 
BO network. The preamplifier section, along with the 
passive equalizer networks Z2 and Z3 connected in 
feedback around it, provides gain to compensate for 
line losses and band-limiting to reject unwanted noise 
as well as gain and phase equalization to shape re- 
ceived pulses. 

The ALBO circuitry provides attenuation and shaping to 
automatically adjust for varying cable characteristics. 
The output of the preamplifier is controlled to swing be- 
tween two established peak levels. This is accom- 
plished by feedback circuitry, and is similar in concept 
to automatic gain control. When the preamplifier output 
passes through the peak thresholds it is detected by 
the peak detector (Block 2) and produces a signal 
which is used to control a feedback loop establishing 
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the attenuation and shaping of the ALBO network. The 
actual circuit design associated with this function is de- 
scribed in more detail in the discussion of peak detec- 
tion and ALBO circuitry. 

The output of the preamplifier drives a set of data com- 
parators which are internally biased from a voltage ref- 
erence (Block 4) and the precision voltage divider net- 
work (Block 5). Thus, the preamplifier output is “sliced” 
at various voltage levels to eliminate the effects of the 
baseline noise. This output is full-wave rectified and 
amplified through Block 6 of Figure 3. The resulting sig- 
nal has a strong Fourier component at the clock fre- 
quency and is used to drive a high Q (« 100) resonant 
circuit tuned to that frequency. The output of the reso- 
nant circuit is transformer-coupled to a zero-crossing 
detector and clock limiter (Block 10). The resultant out- 
put is the desired recovered timing. This resonant cir- 
cuit is driven by a low impedance amplifier, and the re- 
sulting clock edges are in phase with the peak of the re- 
ceived pulses. 

The regeneration of the data is achieved through the 
two data comparators (Blocks 7 and 8) and the ECL 
latches (BLock 9) which function as tracking flip-flops. 
The positive and negative data paths are separate; and, 
with the exception of the data limiter and slicer levels, 
identical in design. The preamplifier output is sliced at 
about 45 percent of the peak voltage and its amplitude 
is limited to provide digital data pulses. The data is ap- 
plied to one of the inputs to the tracking flip-flop, whose 
state is latched and unlatched by the clock. During ac- 
quisition, the flip-flop acquires data; during hold, further 
data transitions are ignored and the state of the flip-flop 
output determines whether an output pulse is transmit- 
ted. The implication of using the clock to perform data 
sampling is that path delays of the data and clock must 
be controlled to be equal. The monolithic integrated cir- 
cuit technology affords this control. The advantage of 
this technique is that the need for clock shifting or 
strobe pulse generating circuitry for accurate sampling 
alignment is eliminated. Actual circuit implementation 
resulted in a 40-nsec misalignment of clock and data. 
This 40-nsec error in sampling time amounts to less 
than 0.4 dB degradation in SNR performance. Figure 4 
shows the idealized timing and signal waveforms within 
the circuit. 

The output drivers use latched data and clock to pro- 
duce an output pulse-width which is accurately con- 
trolled by the duration of the clock. Non-saturating out- 
put drivers (Blocks 12 and 13) insure that output pulse 
rise and fall times are less than 100 nsec. The zero in- 
put shut-down circuitry (Block 11) guarantees that in 
the event incoming data disappears, the output switch- 
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Figure 4. Timing Diagrams of Voltage Waveforms within 
the Clock Regeneration Section. 


es will not latch in the “on” state. When no input signal 
is present, the absence of clock is sensed and the out- 
put drivers are held in the “off” state. 

Figure 5 shows a practical circuit connection for the 
XR-C262 in an actual PCM repeater application for 
1.544 Mbps T-1 repeater system. For simplification pur- 
poses, the lightening protection circuitry and the sec- 
ond repeater section for the reverse channel are not 
shown in the figure. 
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Figure 5. A Recommended Circuit Connection Diagram for T-1 Type Repeater Application. 


DESCRIPTION OF CIRCUIT OPERATION 
Preamplifier Section (Figure 6): 

The circuit diagram of the preamplifier section is shown 
in Figure 6. This section is designed as a single-stage 
high-gain amplifier with differential inputs and a single- 
ended output. The amplifuer output is internally con- 
nected to the peak-detector, full-wave rectifier and the 

ANALOG 



data-comparator sections. The circuit exhibits a high 
differential input resistance ( * 1 0 6 ohms) and a low out- 
put impedance («80 ohms). It has a nominal voltage 
gain of 69 dB at DC and >50 dB at 1 MHz. The frequen- 
cy response of the circuit exhibits a single-pole roll-off 
characteristic. 


ANALOG 



Figure 7. Circuit Diagram of the Peak-Detector and the 
ALBO Sections. 
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Peak-Detector and ALBO Section (Figure 7): 

The peak-detector circuit is designed to detect the 
peaks of the preamplifier output, provided that these 
peaks exceed the internal detection threshold levels. 
This peak information is then low-pass filtered and is 
used to control the current in a diode string which acts 
as a variable-loss or “variolosser’ element in a feed- 
back path. In the circuit, the comparators conduct 
whenever the preamp output exceeds the ( + ) threshold 
in a positive direction or the (-) threshold in a negative 
direction. Transistor Q5 then injects a pulse of current 
into the ALBO filter. In the steady state, DC level across 
the ALBO filter controls the current through the diode 
string; and the dynamic resistance of the diodes acts 
as the variolosser element. The usable linear resist- 
ance range in this application is almost three orders of 
magnitude ranging from 1 1 fl to « 6 KQ. 

Data Latches (Figure 8): 

The data latches are required to be impervious to data 
transitions in the latch mode, and to be “transparent,” 
(i.e., tracking the input data) during the tracking mode. 
Figure 8 shows the basic circuit configuration used in 
the XR-C262, which meets the above-mentioned per- 
formance requirements. During the time when the 
clock pulse is high, the acquisition transistors Qi and 
Q2 are differentially switched with data transitions, and 
the data is coupled to the respective bases of Q3 and 
Q4. When the clock pulse goes low at the sample time 
(see Figure 4), the information is regeneratively latched 
into Q3 and Q4. While the clock is low, further data tran- 
sitions have no effect upon the state of the flip-flop. A 
more detailed description of the timing waveforms is 
given in Figure 13. 


DIGITAL Vcc 



Figure 8. Circuit Configuration for Tracking Data 
Latches. 


Threshold Circuitry (Figure 9): 

Threshold circuitry is a low impedance voltage-divider 
circuit corresponding to Block 5 of Figure 3, and it es- 
tablishes the fixed levels required for data, clock and 
peak detection. It is important that the thresholds are 
insensitive to temperature variations, and that they are 
of sufficiently low impedance to guarantee that there is 
no threshold variation due to changing signal condi- 
tions. The reference voltages of the peak-detector, da- 
ta, and clock thresholds are set by a resistor chain 
which divides down the voltage of the on-chip zener di- 
ode. The ratios of data threshold to peak-detector 
threshold and that of clock threshold to peak-detector 
threshold are both set at 45 percent. In the actual cir- 
cuit implementation, as shown in Figure 10, a com- 
pound connection of PNP’s and NPN’s are used to re- 
duce the output impedance of the reference levels. The 
currents through the NPN and PNP transistor strings 
are set so as to insure that the base emitter voltage 
drops of the NPN’s and PNP's are nominally the same. 
The output impedance of the resulting reference volt- 
age taps are about 300 ohms. The center tap of the buf- 
fered divider is brought to a separate package terminal 
(Pin 14 of Figure 3) for biasing the preamplifier input. 


+Vcc 



Figure 9. Internal Voltage-Divider Network for 
Comparator Threshold Setting. 
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Clock Recovery Section (Figure 10): 

Clock recovery circuity consists of a full-wave rectifier, 
an external L-C resonant circuit, a zero crossing detec- 
tor, and limiting amplifier, as shown in Figure 10. The 
full-wave rectifier circuit, comprising of cross-coupled 
transistor pairs Q-| through Q4 has a net voltage gain of 
2, which is obtained by setting R-) = R2 = (1/2)R3. The 
rectified output is then buffered by the Darlington 
emitter-follower stage made up of Q5 and Qg, and ap- 
plied to the external L-C resonant circuit. Qg is operated 
at a high bias current level to provide an output imped- 
ance of less than 15fi. This low impedance is required 
to insure that the L-C tank-drive circuitry looks like a 
voltage source. 

The inductor of the resonant tank circuit is also a trans- 
former which couples the sine wave signal to the zero 
crossing detector and limiting amplifier. The zero cross- 
ing detector is a differential amplifier with a nominal 
voltage gain of 20 and input impedance of 4 MO. The 
sine wave from the resonant circuit is sliced to produce 
a square wave with sharp transitions at the zero cross- 
ings. This eliminates timing variations that may be 
caused by amplitude changes of the sine wave signal. 
The output of the zero crossing detector is further en- 
hanced by the limiter which is another differential pair 
with a nominal voltage gain of 30. The output of this am- 
plifier is a 1.5 V peak-to-peak square wave clock which 
drives the data latches and the output drivers. 

Zero-Input Protection Circuit (Figure 11): 

The zero input protection circuitry accomplishes the 
dual task of preventing the output switches from latch- 
ing in an “on” state, as well as reducing the likelihood 
of output pulses with no input signal. The data, clock, 
and regenerator circuitry are all balanced DC coupled 
circuits. Controlling the steady state, no-signal condi- 
tion of these circuits without building an unacceptable 
offset into the path is not practical. Instead, a retrigera- 
ble one-shot that uses the saturation characteristics of 


PNP transistors is used to control the level of the clock 
into the output switches. This technique uses the band- 
pass characteristics of the timing recovery resonant 
circuit to reject out of band signals, thus minimizing the 
chance of producing output pulses with no input signal 
and the presence of noise. Figure 1 1 shows the basic 
implementation of the zero-input protection circuit. 
Qiand Q2 function as a simple retriggerable one-shot. 
The transistor Q2 is a lateral PNP device with a limited 
frequency capability and long storage-time delay. The 
existence of the 1.544 MHz clock causes Q2 to satu- 
rate and remain in saturation while clock pulses are 
present. The comparatively long time constant associ- 
ated with Q2 coming out of saturation (»5 ^sec) in- 
sures that, when data is present, the zero input protec- 
tion has no effect upon operation. When data disap- 
pears there is no clock to retrigger the one-shot, thus 
Q2 comes out of saturation, causing Q3 to saturate 
which pulls the respective clock lines high, and dis- 
ables both output drivers in their “off” state. 



Figure 11. Zero-Input Shutdown Circuit for Output 
Protection. 
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Output Drive Circuitry (Figure 12): 


The output drive circuitry is made up of two identical 
channels as indicated in the block diagram of Figure 2. 
The circuit configuration for each of these driver sec- 
tions is shown in Figure 12. The output would follow the 
data input from the latches only when the clock input is 
at a “high” state, i.e., with Q2 off and Q3 on. In this 
manner, the output pulse-width is controlled by the 
clock. To provide the fast turn-on and turn-off of the out- 
put drivers, all the transistors operate in a nonsaturat- 
ing state. Q4 forms an active clamp to reduce voltage 
swing at the base of Qq, and the clamp diode D5 pre- 
vents the saturation of the output driver Qj. Because of 
the biasing scheme mentioned above, the amplitude of 
the clock and the latched data are insensitive to supply 
voltage and temperature changes. Thus, the variations 
of the regenerated pulse-width over temperature and 
supply are minimized. 



Timing Waveforms (Figure 13): 

Figure 13 illustrates the relative time and phase rela- 
tionships between the signal levels at various points 
within the circuit. For the purpose of illustration an input 
data pattern comprised of a string of “ONE”s is as- 
sumed, which looks like a nearly sinusoidal input after 
having traveled through a dispersive transmission me- 
dium such as a long cable. Waveform (1) is the output 
of the preamplifier; Waveforms (2) through (5) are the 
outputs of the two data comparators driven by the pre- 
amplifier output (see Figure 3). Waveform (6) is the low- 
level clock signal obtained from the resonant tank cir- 
cuit, at Pin 16 which is then amplified and sliced by the 
clock-recovery circuit (see Figure 11) and appears as 


AN-10 

the internal clock signals shown as Waveforms (7) and 
(8). Waveform (9) shows the output of one of the data 
latches (Figure 8) as a function of the clock and data in- 
puts. The output of the latch tracks + DATA when the 
clock is low, and stays latched in that condition when 
the block goes high. The output drive at Pin 9, which is 
shown as Waveform (10) will then go low only when the 
Waveforms (8) and (9) are low. Waveform (1 1) shows the 
second output available at Pin 11. These two outputs 
are then differentially combined by the output trans- 
former (see Figure 3) to provide the regenerated bipolar 
output pulses shown in Waveform (12) of Figure 13. 
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Figure 13. Timing Diagram of Circuit Waveforms for a 
1-1-1 Input Data Pattern. 
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ELECTRICAL CHARACTERISTICS +Vqc = 6.8 Volts, Ta = -40°Cto +85°C. 



LIMITS 



CHARACTERISTICS 

MIN. 

TYP. 

MAX. 

UNITS 

CONDITIONS 

Supply Current 






Digital Current 

7 

10 

13 

mA 

Measured at Pin 12 

Analog Current 

2 

3.5 

5 

mA 

Measured at Pin 8 

Total Current 


13 

17 

mA 


Preamplifier 






Input Offset Voltage 

-15 


+ 15 

mV 

Measured between Pins 3 and 5 

DC Gain 

60 

69 

74 

dB 


Output High Level 

4.3 



V 

Measured at Pin 1 

Output Low Level 



0.5 

V 

Measured at Pin 1 

Clock Recovery Section 






Clock Drive Swing (High) 

5.1 



V 

Measured at Pin 13 

Clock Drive Swing (Low) 



3.8 

V 

Measured at Pin 13 

Clock Bias 

3.8 

4 

4.2 

V 

Measured at Pin 15 

Clock Source Input Current 


0.5 

4 


Measured at Pin 16 

Comparator Thresholds 





Measured at Pin 1 relative to Pin 14 

ALBO Threshold 

0.75 

0.9 

1.1 

V 


Clock Threshold 

0.323 

0.4 

0.517 

V 


Internal Reference Voltages 






Reference Voltage 

5.2 

5.45 

5.55 

V 

Measured at Pin 2 

Divider Center Tap 

2.6 

2.78 

2.85 

V 

Measured at Pin 14 

ALBO Section 






Off Voltage 


10 

75 

mV 

Measured at Pin 7 

On Voltage 

1.2 


1.7 

V 

Measured at Pin 7 

On Impedance 



15 

0 

Measured at Pin 7 

Filter Drive Current 

0.7 

1 

1.5 

mA 

Drive current available at Pin 6 

Output Driver Section 





Measured at Pins 9 and 11 

Output High Swing 

5.9 

6.8 


V 

R|_ = 400 Q 

Output Low Swing 

0.6 

0.7 

0.9 

V 

l L = 15 mA 

Leakage Current 



100 

0A 

Measured with output in off state 

Output Pulse Width 

294 

324 

354 

nsec 


Output Rise Time 



100 

nsec 


Output Fall Time 



100 

nsec 


Pulse Width Unbalance 



15 

nsec 



ABSOLUTE MAXIMUM RATINGS 


ORDERING INFORMATION 


Supply Voltage 

+ 10 V 

Part Number Package 

Operating Temperature 

Power Dissipation 

750 mW 

XR-C262 CERDIP 

-40°C to +85°C 

Derate above +25°C 

6 mW/°C 

Storage Temperature Range 

-65°C to + 150°C 
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A Umaversal Sinn© Wave Converter using the 
XR-2208 and the XR-221 1 


INTRODUCTION 

A universal sine wave converter is a system block 
which can convert any periodic input signal waveform 
to a low-distortion sine wave, whose frequency is identi- 
cal to the repetition rate of the periodic input signal. 
Such universal sine wave converters find applications 
in communications and telemetry systems. They are 
particularly useful for converting transducer output 
waveforms, or pulses, into clean sine wave signals over 
a band of frequencies. This conversion to sine wave is 
often necessary to reduce the required system band- 
width for signal transmission by eliminating the harmon- 
ic frequencies of the signal. 

In the cases where the input frequency is known, and 
does not change, the universal sine wave converter 
can be replaced by a simple high-Q filter, tuned to the 
input frequency. However, in many cases the input 
frquency, or the repetition rate, is not constant, but var- 
ies as a function of time or input data. In such cases a 
fixed-frequency filter is not feasible, and one is forced 
to use a universal sine wave converter which is essen- 
tially a " tracking regenerative filter". 

In this application note, the design principle and the 
performance characteristics of a regenerative sine 
wave converter circuit is described. The circuit oper- 
ates on the phase-locked loop (PLL) principle and can 
be implemented using the XR-221 1 monolithic PLL tone 
decoder and the XR-2208 multiplier 1C. 

PRINCIPLES OF OPERATION 

Figure 1 shows the functional block diagram of a regen- 
erative sine wave converter system, comprised of four 
functional blocks: (1) a phase-locked loop (PLL), (2) a 
sine-shaper, (3) a keyed amplifier, and (4) a lock-detect 
circuit. With reference to the figure, the principle of op- 
eration ot the entire system can be briefly explained as 
follows: 

When a periodic input signal is present at the input, 
within the tracking range of the PLL, the circuit would 
“lock” to the input signal; and the output of the voltage- 
controlled oscillator (VCO) section of the PLL will dupli- 
cate the frequency of the input signal. However, the 
VCO output waveform will have a fixed wave shape 
(normally a triangle wave) independent of the input 
waveform or amplitude. The output of the oscillator sec- 


tion then can be connected to a triangle-to-sine wave 
converter which converts it to a low-distortion sine 
wave. The output of the triangle-to-sine converter is 
then applied to a variable-gain amplifier which sets the 
desired output amplitude. Since the oscillator section of 
the PLL is always running, the circuit also contains a 
“lock-detect” section which enables the output amplifi- 
er only when there is an input signal. Thus, with no in- 
put signal present within the bandwidth of the PLL, the 
lock-detect section will keep the output amplifier in the 
“off” state, and the circuit will not produce an output 
signal. 


REGENERATED 
INPUT SIGNAL 


ARBITRARY 

PERIODIC 

INPUT 


jm 



/w 
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OUTPUT 


Figure 1 . Basic Concept of a Regenerative Sinewave Converter. 


CIRCUIT DESIGN 

The basic regenerative sine wave converter system of 
Figure 1 can be easily implemented using the XR-221 1 
monolithic tone decoder and the XR-2208 monolithic 
multiplier IC’s, with only a minimum number of external 
components. 

The XR-221 1 is a monolithic PLL circuit especially de- 
signed for FSK and tone detection. Thus, it contains the 
complete PLL and lock-detect sections (Blocks 1 and 4 
of Figure 1) on the same chip. Its overall block diagram 
is shown in Figure 2. The circuit is packaged in a 14-pin 
dual-in-line package; and the functions of the circuit ter- 
minals are given in Figure 3 in terms of the monolithic 
1C package. In the sine wave converter application, the 
FSK detector portion of the circuit is not used; only the 
basic phase-locked loop and the lock-detector sections 
are utilized. Figure 4 illustrates the necessary external 
components for its application in the sine wave con- 
verter system. The oscillator section of the XR-221 1 is 
an emitter-coupled multivibrator which oscillates by 
charging and discharging the external timing capacitor, 



3-61 







AN-11 


LOOP DATA 



Figure 2. Block Diagram of XR-2211 Phase-Locked Loop FSK 
and Tone Decoder 1C. 


C 0 , (connected across pins 13 and 14) through internal 
constant-current stages. Thus, the output waveform, 
taken differentially across the timing capacitor, is a lin- 
ear triangle wave. This waveform can then be convert- 
ed to a low-distortion sine wave by the XR-2208 multipli- 
er. 

The XR-2208 is a monolithic multiplier circuit which 
contains a four-quadrant analog multiplier, an op amp, 
and a unity-gain buffer amplifier in a 16-pin dual-in-line 
package. Its functional block diagram and equivalent 
circuit schematic are given in Figures 5 and 6, respec- 
tively. 



Figure 5. Diagram of XR-2208 Operational Multiplier. 
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Figure 3. Package Diagram of XR-2211 PLL Circuit. 



Figure 4. External Circuit Connections for XR-2211 for Sine- 
wave Converter Application. 



Figure 6. Simplified Circuit Schematic of the XR-2208 
Operational Multiplier. 
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Figure 7 shows the recommended circuit connection of 
the XR-2211 and the XR-2208 to form a universal sine 
wave converter circuit. In the figure, a non-crital zener 
diode (V z « 6V to 7V) is used to reduce the supply volt- 
age applied to XR-2211, to facilitate DC coupling be- 
tween the two chips. The frequency of the VCO section 
of the XR-221 1 is set by the timing components R 0 and 
C 0 . In this application, a fixed value of R 0 = lOKfi is 
recommended, giving a center frequency, f 0 value of: 


C 0 (nF) 

The triangle wave oscillator output of the XR-221 1 PLL 
is attenuated through a resistive divider made up of two 
10KG resistors, and a variable 10KQ potentiometer, R x . 
The attenuated triangle wave across R x is then applied 
differentially to the X-input (pins 4 and 5) of the XR- 
2208. The 1000 external resistor across Y-gain setting 
terminals (pins 6 and 7) causes the Y-input of the multi- 
plier to be slightly overdriven, and thus causes the 
peaks of the triangle input rounded into a low-distortion 
sine wave. 

The distortion of the sine wave is minimized by adjust- 
ing R x , which sets the traingle wave amplitude. The out- 
put is available at the unity-gain buffer terminal (pin 15) 
of the XR-2208. This output is then level-shifted toward 
ground, through two 10KO resistors, and is AC coupled 
to the inverting input of the op amp section of XR-2208. 
The gain of the op amp is externally adjusted by means 


of the 500 potentiometer, Rp The DC voltage level of 
the op amp output is set at the reduced supply voltage 
(i.e.,V cc -V z ). 

The lock-detect output of the XR-221 1 (pin 6) is shorted 
to the mid-point of the resistive divider at pin 15 of the 
XR-2208. With no input signal present at the input with- 
in the lock range of the XR-2211, pin 6 is at a “low” 
state. Thus it acts as a shorting switch to ground and 
disables the op amp section of the XR-2208. When a 
periodic input signal appears at the circuit input and the 
XR-2211 establishes lock with the signal; the lock- 
detect output at pin 6 goes to a “high” or nonconduct- 
ing state and enables the output op amp of the XR- 
2208; and a low-distortion sine wave output is obtained 
at the output (pin 1 1 of XR-2208). 

The circuit of Figure 7 can operate as a sine wave con- 
verter, over a frequency band between two frequencies 
fH and fi_ corresponding to the upper and lower lock 
ranges of the PLL. With the components shown in the 
figure, this corresponds to approximately ±30% band- 
width around the center frequency, f 0 , for inputs with 
close to 50% duty cycle. For periodic inputs with less 
than 50% duty cycle, this lock range is reduced further. 
For example, for inputs with 20% duty cycle, this band- 
width drops to about ±10% of center frequency. The 
operation of the circuit with input signals having less 
than 10% (or more than 90%) duty cycle is not practi- 
cal. The minimum input level required for circuit opera- 
tion is 10 mV rms. The circuit can generate a nearly 
sinusoidal output with input signals from very low 


v z 



R x = Distortion Adj. Potentiometer 
Rp = Output Amplitude Adj. Pot. 


Cq = Coupling Capacitor 
00.1 /iF) 


Figure 7. Recommended Circuit Connection for the Regenerative Sinewave Converter. 
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frequencies up to 100 kHz. Typical distortion char- typical example of input and output waveforms for sine 

acteristics of the output are shown in Figure 8, as a converter circuit of Figure 7, operating at 1 kHz input 

function of frequency of operation. Figure 9 shows a repetition rate, with a noisy input signal. 



Figure 8. Output Distortion vs Frequency. 



Figure 9. Typical Input-Output Waveforms. 

(Top: Noisy Input Signal; Bottom: Sinusoidal Output.) 
Scale: Vertical: 1 Volt/Div. 

Horizontal: 1 m Sec./Div. 
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EXAR 


Designing High-Frequency Phase-Locked 

Loop Carrier-Detector Circuits 


INTRODUCTION 

The phase-locked loop (PLL) system can be converted 
to a frequency-selective tone- or carrier-detection sys- 
tem by the addition of a quadrature detector section to 
the basic PLL. Such a carrier-detect system serves as a 
lock indicator for the PLL and produces a logic signal at 
its output when there is a tone or a carrier signal 
present within the lock range of the phase-locked loop. 

A number of monolithic tone-decoder ICs have been de- 
veloped which implement the quadrature-detection 
technique for detection of low frequency tones, such as 
those used for telephone dialing or ultrasonic remote 
control. However, because of the particular PLL de- 
signs used in these monolithic detectors, their applica- 
tions are limited to frequencies below 100 kHz. This ap- 
plication note describes a circuit approach, using the 
XR-210 or the XR-215 high frequency PLLs, along with 
the XR-2228 monolithic multiplier/detector, which ex- 
tends phase-locked loop tone detection capabilities to 
frequencies up to 20 MHz. 

PRINCIPLES OF OPERATION 

The basic block diagram of a phase-locked loop tone 
detector system is shown in Figure 1 . Such a detector 
system produces a logic-level signal at its output, when 
the PLL is locked on an input signal. It is made up of 
two main sections: 

1 . A PLL section which synchronizes or locks on the in- 
put signal. 

2. A quadrature detector section made up of a phase- 
detector, a low-pass filter and a voltage-comparator. 

The principle of operation can be briefly described as 
follows: When the PLL is locked on an input signal, its 
voltage-controlled oscillator (VCO) section produces a 
set of input signals, and 3>-|, which are 90° apart in 
phase, but have the same frequency as the input signal 
to be detected. One of these signals, $-|, is used to 
drive the PLL phase detector; the other output, which is 
called the “quadrature output” is used to drive a quad- 
rature phase-detector, as shown in Figure 1. If the PLL 
is locked on the input signal, then the input signal and 
the VCO signal applied to the quadrature phase- 
detector are coherent in phase and frequency. This 
causes a DC level shift at the low-pass filtered output of 
the quadrature phase-detector and makes the voltage 
comparator output change its output logic state. Thus, 
an output logic signal is produced indicating the lock 
condition of the PLL. 


This type of tone detection technique is a special case 
of the synchronous AM detection principle, discussed 
in detail in Exar’s Application Note AN-13. The key dif- 
ference between the tone detection and the synchro- 
nous AM detection application is that, in the case of the 
tone detection, a binary logic output is produced, corre- 
sponding to the presence or the absence of the desired 
input tone, rather than an analog demodulated signal. 

XR-210 and XR-215 HIGH FREQUENCY PLL CIRCUITS 

The XR-210 and the XR-215 are high frequency phase- 
locked loop detector and demodulator circuits. Their 
functional block diagrams are shown in Figures 2 and 

3. Both circuits are packaged in 16-pin dual-in-line 
packages and contain high frequency VCO and phase- 
detector sections. The XR-21 5 chip also contains an op- 
erational amplifier. In the case of the XR-210, this op 
amp section is replaced by a high-gain voltage compar- 
ator which drives an open-collector type logic output. 
The XR-210 is particularly intended for FSK demodula- 
tion and can operate up to 20 MHz. The XR-215 is de- 
signed for linear FM detection and is suitable for fre- 
quencies up to 35 MHz. Except for the frequency capa- 
bility of the VCO, the oscillator and the 
phase-comparator sections of both circuits are quite 
similar. 

The VCO section of the XR-210 or the XR-215 does not 
provide a separate quadrature output, which is 90° 
phase-shifted with respect to the basic VCO output (Pin 
15). However, the triangular output available across the 
VCO timing capacitor terminals (Pins 13 and 14) can 


PHASE-LOCKED LOOP 


I 1 



QUADRATURE DETECTOR OUTPUT 


Figure 1. Functional Block Diagram of a PLL Tone- or 
Carrier-Detector System. 
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Figure 2. Functional Block Diagram of XR-210 

High-Frequency FSK Modulator/Demodulator. 
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Figure 4. Timing Diagram of VCO Output Waveforms 

Available from XR-210 or XR-215 High-Frequency 
PLL Circuits. 
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Figure 3. Functional Block Diagram of XR-215 
High-Frequency Phase-Locked Loop. 


Figure 5. Functional Block Diagram of XR-2228 
Multiplier/Detector. 


serve as such a quadrature output if it is amplified and 
“sliced” externally, as shown in the timing diagram of 
Figure 4. 

XR-2228 MULTIPLIER/DETECTOR CIRCUIT 

The XR-2228 is comprised of a four-quadrant multiplier 
and a high-gain op amp on a single monolithic chip. It is 
packaged in a 16-pin dual-in-line package and has the 
functional block diagram shown in Figure 5. It contains 
independent and fully differential X- and Y-inputs which 
makes it easy to interface with the XR-210 or the XR- 
215 type PLL circuit for carrier-detection applications. 
In the tone- or carrier-detect application, the multiplier 
section of the XR-2228 is used as the quadrature 
phase-detector section of the block diagram of Figure 
1. The op amp is used as a high-gain voltage compara- 
tor which converts the differential voltage level 
changes at the multiplier outputs into logic level output 
signals. 

CIRCUIT OPERATION 

Figure 6 shows the generalized circuit connection of 
the XR-2228, along with either the XR-210 or the XR- 
215 high frequency PLL 1C, for tone- or carrier- 
detection application. Since the external connections 
for the XR-210 or the XR-215 are the same as those 


given in their respective data sheets, only the external 
circuitry associated with the XR-2228 is shown in the 
figure. The circuit, as shown, can operate with a single 
power supply, from 10 V to 20 V, or with split supplies in 
the range of ±5 V to ± 10 V. In the case of split power 
supplies, the resistor string biasing the input terminals 
of the XR-2228 is not necessary and can be eliminated 
by connecting node A of Figure 6 to ground. 

The input signal is AC coupled, with separate coupling 
capacitors, both to the input of the particular PLL cir- 
cuit to be used, and to the X-input terminal (Pin 2) of the 
XR-2228. 

The Y-inputs (Pins 4 and 5) are driven differentially from 
the VCO timing capacitor signal (available at Pins 13 
and 1 4 of the PLL 1C) which is AC coupled to Pins 4 and 
5 of the XR-2228 multiplier input. The multiplier input 
stage “slices” this signal to produce the quadrature fre- 
quency waveform shown in Figure 4(c). 

The differential DC voltage level at the multiplier output 
terminals (Pins 1 and 6) is offset by means of an exter- 
nal resistor, R/\, as shown in Figure 6. This initial offset 
causes the op amp output of the XR-2228 to settle to a 
known state when there is no carrier or tone signal to 
be detected. With the op amp input connections as 
shown in Figure 6, the op amp output (Pin 11) would be 
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Figure 6. Recommended Circuit Connection of the XR-2228 with the XR-210 or the XR-215 High-Frequency Phase-Locked Loops 
for Tone- or Carrier-Detector Application. 


at a “low” state when the PLL is not locked on a tone, 
and goes to a “high” state (near +Vqq) when the PLL 
circuit is locked on to an input tone. The output logic 
polarity can be reversed simply by reversing the op 
amp inputs. 

The filter capacitor, Ca, connected across Pins 1 and 
16 of the multiplier outputs, serves as the post- 
detection low-pass filter (Block 5 of Figure 1). The time 
constant of this filter is equal to (Ca Rb where Rb (*8 
Kfl is the internal resistance of the 1C at Pins 1 and 16. 
The value of C/\ is chosen to provide a compromise be- 
tween the response time and the spurious noise rejec- 
tion characteristics of the circuit: increasing Ca im- 
proves the noise rejection characteristics of the circuit, 
but slows down the response time. 

The detection threshold (minimum detectable input sig- 
nal amplitude) varies inversely with the multiplier gain- 
setting resistor Rx- Figure 7 shows the typical detect- 
able signal level, as a function of Rx, with the output 
offset resistor, Ra, equal to 10 Kfi. Note that the mini- 
mum detectable input signal, with Rx = 0, is approxi- 
mately 100 mV, rms. 


1000 


800 
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200 



0 IK 2K 3K 4K 5K 

RX >N KU 

Figure 7. Minimum Detectable Input Carrier Level, as a 
Function of Multiplier Gain Setting Resistor, Rx. 
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Frequency-Selective AM Detection using 
Monolithic Phase-Locked Loops 


INTRODUCTION 

This application note describes the use of monolithic 
phase-locked loop (PLL) circuits in detection of 
amplitude-modulated (AM) signals. The detection capa- 
bilities of a PLL system, which is a frequency-selective 
FM demodulator, can be extended to cover AM signals 
simply by the addition of an analog multiplier (or mixer) 
and a low-pass filter to the basic phase-locked loop. 
This technique of AM demodulation, which is called 
synchronous AM detection, offers significant perform- 
ance advantages over conventional peak-detector type 
AM demodulators, in terms of its dynamic range and 
noise characteristics. 

This application note outlines some of the fundamental 
principles of synchronous AM detectors, and gives de- 
sign examples using the XR-2228 multiplier/detector 1C 
in conjunction with the XR-215 and the XR-2212 mono- 
lithic PLL circuits. 

PRINCIPLES OF OPERATION 

The phase-locked loop AM detector circuits operate on 
the so-called “coherent AM detection” principle, where 
the amplitude modulated input signal is mixed with an 
unmodulated “coherent” carrier signal, and then low- 
pass filtered to produce the desired demodulated out- 
put signal. Figure 1 gives a simplified block diagram of 
such a detector system. 

The amplitude-modulated input signal can be described 
by an expression of the form: 

Input Signal = V m (t) cos co 0 t 

where V m (t) is the modulated amplitude of the input sig- 
nal and o3 0 is the input signal frequency expressed in 
radians. If this signal is linearly multiplied with an un- 
modulated signal which has the same frequency and 
phase as the input signal, then the output of the multi- 
plier, Vo(t), is a composite signal of the form: 

V 0 (t) = K 0 V m (t) [1 + cos (2 a; 0 t)] 

where Kq is the gain of the multiplier circuit. If the 
above signal is then passed through a low-pass filter, to 
eliminate the double-frequency term, the resulting out- 
put signal is: 


The phase-locked loop AM detectors also operate on a 
similar principle: the PLL is made to “lock” on the carri- 
er frequency of the input AM signal; then the VCO out- 
put of the PLL will regenerate the unmodulated coher- 
ent carrier signal necessary for detection. When this 
signal is mixed with the input AM signal and the result- 
ing composite signal is passed through a low pass filter, 
one obtains the demodulated output. Figure 2 gives a 
block diagram of such an AM detector system. Com- 
pared to the basic synchronous AM detector system of 
Figure 1 , the phase-locked loop AM detector of Figure 2 
also has one added feature: the output of the PLL con- 
trol voltage (i.e., output of the PLL low-pass filter) can 
be used as an FM detector or a frequency discrimina- 
tor. Thus, such a system is capable of simultaneous AM 
and FM detection. In other words, the frequency and 
the amplitude modulation information present on the in- 
put signal can be separately and simultaneously de- 
modulated. The particular design and application exam- 
ples given in this application note fall into this category. 
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Figure 1 Block Diagram of a Synchronous AM Detector. 
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Figure 2. The Basic Phase-Locked Loop AM Detector. 








XR-2212 AND XR-2228 MONOLITHIC CIRCUITS 

The XR-2212 monolithic PLL is made up of an input pre- 
amplifier, a phase-detector, a high-gain differential am- 
plifier and a stable voltage-controlled oscillator (VCO) 
as shown in Figure 3. The key feature of the XR-2212 
PLL is the temperature stability and the frequency ac- 
curacy of its VCO section; it offers 20 ppm/°C typical 
temperature stability and a frequency accuracy of ± 

1 % for an external RC setting. The oscillator section of 
the XR-2212 contains a separate “quadrature output” 
terminal (Pin 15) which is particularly intended for inter- 
facing with a synchronous AM detector such as the XR- 
2228. 

The XR-2228 multiplier/detector 1C is specifically in- 
tended as a basic building block for synchronous AM 
detection. It contains a four-quadrant analog multiplier 
and a high-gain op amp on the same chip, as shown in 
the functional block diagram of Figure 4. 


AN-13 


MULT. OP AMP OP AMP 

-V CC OUTPUTS INPUTS COMP 



Figure 4. Functional Block Diagram of XR-2228 
Multiplier/Detector 1C. 


AM/FM DETECTION USING THE XR-2212 PLL 


PHASE DET PHASE DET OP AMP OP AMP 
♦ V CC INPUT OUTPUT INPUTS COMP 



QUADRATURE CAP INPUT 

OUTPUT (TIMING 

RESISTOR) 


Figure 3. Functional Block Diagram of XR-2212 Precision 
Phase-Locked Loop. 


XR-215 HIGH FREQUENCY PHASE-LOCKED LOOP 

The XR-215 is a high frequency phase-locked loop cir- 
cuit capable operating with input signal frequencies up 
to 35 MHz. It is comprised of a high frequency VCO, a 
phase-detector and an op amp section, as shown in the 
block diagram of Figure 5. 

Unlike the XR-2212 PLL, the VCO section of the XR-215 
does not have a separate quadrature output terminal. 
However, such a quadrature oscillator signal can be ob- 
tained by amplifying and “slicing” the triangle wave- 
form available across the timing capacitor (Pins 13 and 
14) of the XR-215 oscillator section. Figure 6 shows the 
relative phase relationship of these oscillator wave- 
forms available from the circuit. The desired quadrature 
output signal (curve C of Figure 6) can be obtained by 
directly connecting one pair of the differential inputs of 
the XR-2228 directly across the timing capacitor termi- 
nals of the XR-215. 


Figure 7 shows a generalized circuit connection dia- 
gram for a two-chip AM and FM detection system, utiliz- 
ing the XR-2212 PLL and the XR-2228 multiplier/ 
detector. The XR-2212 section serves as the basic FM 
detector. The quadrature output of its VCO (Pin 15) is 
AC coupled to the V input of the XR-2228. 

The Y input of the XR-2228 is operated in its switching 
mode, with the Y gain terminals (Pins 6 and 7) shorted 
together. The AM and/or FM signal is simultaneously 
applied to both circuits through coupling capacitors; 
and all the mutliplier inputs are DC biased from the in- 
ternal reference output of the XR-221 2 (Pin 1 1 ). The out- 
put of the multiplier, at Pin 16, is AC coupled to the op 
amp section of the XR-2228, which serves as the post- 
detection amplifier for the demodulated AM signal. 

The circuit configuration shown in Figure 7 can operate 
with a single power supply, over the supply voltage 
range, of 10V to 20V. Its operation or performance can 
be tailored for any particular AM and FM detection ap- 
plication by the choice external components shown in 
the figure, over a carrier frequency band of 1 kHz to 
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Figure 5. Functional Diagram of XR-215 High-Frequency 
Phase-Locked Loop. 
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Figure 6. Timing Diagrams of VCO Output Waveforms from 
XR-215 Monolithic Phase-Locked Loop. 

300 kHz. The functions of these external components 
are as follows: 

a) Rq and Co set the VCO center frequency for the XR- 
2212 PLL circuit. The center frequency, f 0 , is given 
as: 


RoCo 

The VCO frequency fo is chosen to be equal to the 
carrier frequency of the input signal. Ro is normally 
chosen to be in the range of 1 0 kQ to 100 kO. This 
choice is arbitrary. For most applications Ro « 20 
kQ is recommended. Once fo is given and Ro is cho- 
sen, the Co can be calculated from the above equa- 
tion. 

b) Ri determines the tracking bandwidth of the PLL. 
For a required tracking bandwidth, Af (see Figure 9 
of XR-2212 data sheet) and fo, Ri can be calculated 
as: 


r '- r 4 


This tracking bandwidth, Af, is the band of frequen- 
cies in the vicinity of fo, over which the PLL can 
maintain lock. 

c) Ci sets the loop-damping factor for the PLL. For 
most applications, C-| is chosen to be equal to one- 
half of Cq. 

d) R 2 and C 2 form a low-pass filter for the detected FM 
signal. The 3 dB frequencing, f 2 , of this low-pass fil- 
ter is: 


2XR2C2 

Normally, f 2 is chosen to be equal to the demodu- 
lated FM information bandwidth. 

e) Rq and Rpi set the gain of the op amp section of 
the XR-2212 as: 


= 1 + 


Rfi 

Rc 


This op amp section serves as the post-detection 
amplifier for the demodulated FM signals. 

f) Rx sets the multiplier gain for the X input and Rp2 
sets the gain of the op amp section of the XR-2228. 
Thus, the demodulated AM signal output swing, V ou t, 
for a given input signal of peak amplitude of Vm and 
modulation index of m (0 < m < 1) can be approxi- 
mated as: 


Vout 


(VM)m r F2 
4 R X 



Figure 7. A Two-Chip AM/FM Detector System Using the XR-2212 Phase-Locked Loop and the XR-2228 Multiplier/Detector. 
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Thus, for example, a 100 mV peak input signal with 
30% AM modulation (m = 0.3) will give a demodu- 
lated output of 150 mV peak, with Rp2 = 100 kQ and 
RX = 5 kO, at Pin 1 1 of the XR-2228. 

g) C3, in conjunction with the 5 kfl internal impedance 
of the multiplier output (Pin 16) serves as the low- 
pass post-detection filter for the demodulated AM 
signal. 

For further explanation and description for the system 
design equations, the reader is referred to the XR-2212 
and the XR-2228 data sheets. 

Design Example 

Design an AM demodulator for 100 kHz carrier frequen- 
cy with a detection (tracking) bandwidth of ±4%. The 
demodulated information bandwidth is 3 kHz and an 
output level of one volt peak is required for a one volt 
peak input with 30% modulation. 

Using the circuit of Figure 7, one proceeds as follows: 
Since FM detection is not required in this example, 
components R2, C2, Rc and Rpi are not essential to 
circuit operation. R2 and Rq can be short-circuited, C2 
and Rpi can be left open-circuited. The rest of the com- 
ponent values are calculated as follows: 

Step 1) Set fg = 100 kHz by choosing Ro = 20 kQ and 
calculating Co from paragraph (a) above. 

C 0 = — — = 500 pF 

Roto 

Step 2) Determine R-] to set tracking bandwidth to ± 
4%, from paragraph (b): R-| = 500 kfi. 

Step 3) Calculate C-pCi « CqI2 ~ 250 pF. 

Step 4) From paragraph (f), calculate the value of Rx 
and Rp2- For a typical choice of Rx = 5 kO, 
and m = 0.3 (30% modulation) with one volt 


input carrier level, the value of Rp2 to get one 
volt demodulated output is: Rp2 = 67 k!2. 

Step 5) Calculate C3 to get 3 kHz bandwidth for post- 
detection filter: C3 « 0.01 /xF. 

AM DETECTION USING THE XR-215 PLL 

Figure 8 shows the circuit connection diagram for a 
two-chip AM and FM detection system, using the XR- 
215 high-frequency PLL in conjunction with the XR- 
2228 multiplier/detector. Because of the high-frequency 
capability of the XR-215, the circuit of Figure 8 is useful 
as a phase-locked AM detector for carrier frequencies 
up to 20 MHz, and operates over a supply voltage range 
of 10V to 20V. 

The VCO section of XR-215 does not have a separate 
quadrature output. However, this problem can be over- 
come by driving the XR-2228 multiplier directly from the 
timing capacitor terminals (Pins 13 and 14) of XR-215. 
The Y input of the XR-2228 is operated with maximum 
gain, since the Y gain control terminals (Pins 6 and 7) 
are shorted together. This causes the triangular wave- 
form across Cq to be converted to an effective quadra- 
ture drive as indicated by the timing diagram of Figure 
6. The modulated input signal is simultaneously applied 
to both circuits through coupling capacitors. The 
phase-detector inputs of the XR-215, as well as the mul- 
tiplier X inputs of the XR-2228, are biased at approxi- 
mately one-half of Vqq, by means of an external resis- 
tive divider. 

In Figure 8 , Cq sets the VCO frequency of the XR-215. 
In the case of FM demodulation, R-| and Ci serve as 
the post-detection filter for the detected FM signal and 
Rpi sets the gain of the FM post-detection amplifier. 

The mode of operation of the XR-2228 is virtually the 
same as that described in connection with Figure 7: Rx 
sets the multiplier demodulation gain; C3 serves as the 
low-pass post-detection filter. The values of Rx, Rf 2 
and C3 are calculated as given in paragraphs (f) and (g). 



Figure 8. Circuit Connection for a High-Frequency AM and FM Detector Using the XR-215 and XR-2228. 
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High-Quality Function Generator System 
with the XR-2206 


INTRODUCTION 

Waveform or function generators capable of producing 
AM/FM modulated sine wave outputs find a wide range 
of applications in electrical measurement and labora- 
tory instrumentation. This application note describes 
the design, construction and the performance of such a 
complete function generator system suitable for labora- 
tory usage or hobbyist applications. The entire function 
generator is comprised of a single XR-2206 monolithic 
1C and a limited number of passive circuit components. 
It provides the engineer, student, or hobbyist with a 
highly versatile laboratory instrument for waveform gen- 
eration at a very small fraction of the cost of conven- 
tional function generators available today. 

GENERAL DESCRIPTION 

The basic circuit configuration and the external compo- 
nents necessary for the high-quality function generator 
system is shown in Figure 1. The circuit shown in the 
figure is designed to operate with either a 12 V single 
power supply, or with ±6 V split supplies. For most ap- 
plications, split-supply operation is preferred since it 
results in an output dc level which is nearly at ground 
potential. 

The circuit configuration of Figure 1 provides three ba- 
sic waveforms: since, triangle and square wave. There 
are four overlapping frequency ranges which give an 
overall frequency range of 1 Hz to 100 kHz. In each 
range, the frequency may be varied over a 100:1 tuning 
range. 

The sine or triangle output can be varied from 0 to over 
6 V (peak to peak) from a 600 ohm source at the output 
terminal. 

A squarewave output is available at the sync output ter- 
minal for oscilloscope synchronizing or driving logic cir- 
cuits. 

TYPICAL PERFORMANCE CHARACTERISTICS 

The performance characteristics listed below are not 
guaranteed or warranted by Exar. However, they repre- 
sent the typical performance characteristics measured 
by Exar’s application engineers during the laboratory 
evaluation of the function generator system shown in 
Figure 1. The typical performance specifications listed 
below apply only when all of the recommended assem- 
bly instructions and adjustment procedures are fol- 
lowed: 


(a) Frequency Ranges: The function generator system is 
designed to operate over four overlapping frequen- 
cy ranges: 

1 Hz to 100 Hz 
10 Hz to 1 kHz 
100 Hz to 10 kHz 
1 kHz to 100 kHz 

The range selection is made by switching in differ- 
ent timing capacitors. 

(b) Frequency Setting: At any range setting, frequency 
can be varied over a 100:1 tuning range with a po- 
tentiometer (see R-| 3 of Figure 1). 

(c) Frequency Accuracy: Frequency accuracy of the XR- 
2206 is set by the timing resistor R and the timing 
capacitor C, and is given as: 

f = 1/RC 

The above expression is accurate to within ±5% at 
any range setting. The timing resistor R is the series 
combination of resistors R4 and R13 of Figure 1. 
The timing capacitor C is any one of the capacitors 
C3 through C5, shown in the figure. 

(d) Sine and Triangle Output: The sine and triangle output 
amplitudes are variable from 0 V to 6 V p p. The am- 
plitude is set by an external potentiometer, R-| 2 of 
Figure 1. At any given amplitude setting, the trian- 
gle output amplitude is approximately twice as high 
as the sinewave output. The internal impedance of 
the output is 600 Q. 

(e) Sinewave Distortion: The total harmonic distortion of 
sinewave is less than 1 % from 10 Hz to 10 kHz and 
less than 3% over the entire frequency range. The 
selection of a waveform is made by the triangle/sine 
selector switch, S2. 

(f) Sync Output: The sync output provides a 50% duty 
cycle pulse output with either full swing or upper 
half swing of the supply voltage depending on the 
choice of sync output terminals on the printed cir- 
cuit board (see Figure 1). 

(g) Frequency Modulation (External Sweep): Frequency can 
be modulated or swept by applying an external con- 
trol voltage to sweep terminal (Terminal I of Figure 
1). When not used, this terminal s'hould be left open- 
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AMPLITUDE 



NOTE: 


1. For Single Supply Operation Lift GND Connection Keeping R12 Across Terminals R and 8 Intact, and Connect 
Terminal A to GND. 

2. For Maximum Output, Rx may be open. Rx = 68 KSl is Recommended for External Amplitude Modulation. 


Figure 1. Circuit Connection Diagram for Function Generator. (See Note 1 for Single Supply Operation.) 


circuited. The open circuit voltage at this terminal is 
approximately 3V above the negative supply voltage 
and its impedance is approximately 1000 ohms. 

(h) Amplitude Modulation: The output amplitude varies lin- 
early with modulation voltage applied to AM input 
(terminal Q of Figure 1). The output amplitude 
reaches its minimum as the AM control voltage ap- 
proaches the half of the total power supply voltage. 
The phase of the output signal reverses as the am- 
plitude goes through its minimum value. The total 
dynamic range is approximately 55 dB, with AM 
control voltage range of 4V referenced to the half of 
the total supply voltage. When not used, AM termi- 
nal should be left open-circuited. 

(i) Power Source: Split supplies: ±6 V, or single supply: + 
12 V. Supply Current 15 mA (see Figure 3). 

EXPLANATION OF CIRCUIT CONTROLS: 

Switches 

Range Select Switch, SI: Selects the frequency range 

of operation for the function generator. The frequency is 


inversely proportional to the timing capacitor connect- 
ed across Pins 5 and 6 of the XR-2206 circuit. Nominal 
capacitance values and frequency ranges correspond- 
ing to switch positions of SI are as follows: 


Position 

Nominal Range 

Timing Capacitance 

1 

1 Hz to 100 Hz 

1 m f 

2 

10 Hz to 1 kHz 

0.1 nF 

3 

100 Hz to 10 kHz 

0.01 iiF 

4 

1 Hz to 100 kHz 

0.001 fiF 


If additional frequency ranges are needed, they can be 
added by introducing additional switch positions. 

Triangle/Sine Waveform Switch, S2: Selects the triangle 
or sine output waveform. 

Trimmers and Potentiometers 

Dc Offset Adjustment, R9: The potentiometer used for 
adjusting the dc offset level of the triangle or sine out- 
put waveform. 

Sinewave Distortion Adjustment, RIO: Adjusted to mini- 
mize the harmonic content of sinewave output. 
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Sinewave Symmetry Adjustment, R1 1 : Adjusted to opti- 
mize the symmetry of the sinewave output. 

Amplitude Control, R12: Sets the amplitude of the trian- 
gle or sinewave output. 

Frequency Adjust, R13: Sets the oscillator frequency 
for any range setting of SI. Thus, R13 serves as a fre- 
quency dial on a conventional waveform generator and 
varies the frequency of the oscillator over an approxi- 
mate 100 to 1 range. 

Terminals 

A. Negative Supply -6V 

B. Ground 

C. Positive Supply + 6V 

D. Range 1, timing capacitor terminal 

E. Range 2, timing capacitor terminal 

F. Range 3, timing capacitor terminal 

G. Range 4, timing capacitor terminal 

H. Timing capacitor common terminal 

I. Sweep Input 

J. Frequency adjust potentiometer terminal 

K. Frequency adjust potentiometer negative 

supply terminal 

L. Sync output (1/2 swing) 

M. Sync output (full swing) 

N. Triangle/sine waveform switch terminals 

O. Triangle/sine waveform switch terminals 

P. Triangle or sinewave output 

Q. AM input 

R. Amplitude control terminal 

PARTS LIST 

The following is a list of external circuit components 
necessary to provide the circuit interconnections 
shown in Figure 1. 


Capacitors: 

Cl, C2, C7 Electrolytic, 10 /*F, 10V 
C3 Mylar, 1 /*F, nonpolar, 10% 

C4 Mylar, 0.1 /nF, 10% 

C5 Mylar, 0.01 jiF, 10% 

C6 Mylar, 1000 pF, 10% 

Resistors: 

R1 30 KO, 1/4 W, 10% 

R2 100 KO, 1/4 W, 10% 

R3, R7 1 KO, 1/4 W, 10% 

R4 9 K0, 1/4 W, 10% 

R5, R6 5 KO, 1/4 W, 10% 

R8 300 KO, 1/4 W, 10% 

RX 62 KO, 1/4 W, 10% (RX can be eliminated 

for maximum output) 

Potentiometers: 

R9 Trim, 1 MO, 1/4 W 

R10 Trim, 1 KO, 1/4 W 

R11 Trim, 25 KO, 1/4 W 

The following additional items are recommended to 
convert the circuit of Figure 1 to a complete laboratory 
instrument: 

Potentiometers: 

R12 Amplitude control, linear, 50 KO 

R13 Frequency control, audio taper, 1 MO 

Switches: 

51 Rotary switch, 1-pole, 4 positions 

52 Toggle or slide, SPST 




(a) Split Supply PC Board Layout (b) Single Supply PC Board Layout 

Figure 2. Recommended PC Board Layout for Function Generator Circuit of Figure 1. 
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Case: 


7" x 4" x 4" (approx.) Metal or Plastic 
(See Figures 4(a) and 4(b).) 

Power Supply: 


AN-14 

Any simple power supply having reasonable regulation 
may be used. Figure 3 gives some recommended 
power supply configurations. 

Precaution: Keep the lead lengths small for the range 
selector switch. 


Dual supplies ±6 V or single + 12 V 
Batteries or power supply unit 
(See Figures 3(a) and 3(b).) 

Miscellaneous: 

Knobs, solder, wires, terminals, etc. 

BOARD LAYOUT 

Figures 2(a) and 2(b) show the recommended printed- 
circuit board layout for the function generator circuit of 
Figure 1. 

RECOMMENDED ASSEMBLY PROCEDURE 

The following instructions and recommendations for 
the assembly of the function generator assume that the 
basic PC board layout of Figure 2(a) or 2(b) is used in 
the circuit assembly. 

All the parts of the generator, with the exception of fre- 
quency adjust potentiometer, amplitude control potenti- 
ometer, triangle/sine switch and frequency range select 
switch, are mounted on the circuit board. 

Install and solder all resistors, capacitors and trimmer 
resistors on the PC board first. Be sure to observe the 
polarity of capacitors Cl , C2, C7. The timing capacitors 
C3, C4, C5 and C6 must be non-polar type. Now install 
IC1 on the board. We recommend the use of an 1C sock- 
et to prevent possible damage to the 1C during solder- 
ing and to provide for easy replacement in case of a 
malfunction. 

The entire generator board along with power supply or 
batteries and several switches and potentiometers will 
fit into a case of the type readily available at electronic 
hobby shops. It will be necessary to obtain either output 
jacks or terminals for the outputs and am and frequen- 
cy sweep inputs. 

Install the frequency adjust pot, the frequency range 
select switch, the output amplitude control pot, the 
power switch, and the triangle/sine switch on the case. 
Next, install the PC board in the case, along with a 
power supply. 


ADJUSTMENT PROCEDURE 

When assembly is completed and you are ready to put 
the function generator into operation, make sure that 
the polarity of power supply and the orientation of the 
1C unit are correct. Then apply the dc power to the unit. 

To adjust for minimum distortion, connect the scope 
probe to the triangle/sine output. Close S2 and adjust 
the amplitude control to give non-clipping maximum 
swing. Then adjust RIO and R11 alternately for mini- 
mum distortion by observing the sinusoidal waveform. If 
a distortion meter is available, you may use it as a final 
check on the setting of sine-shaping trimmers. The min- 
imum distortion obtained in this manner is typically less 
than 1 % from 1 Hz to 10 kHz and less than 3% over 
the entire frequency range. 



(a) Zener Regulated Supply 



*— 1 — °- 6 v 


(b) Battery Power Supply 


T1: Filament Transformer 

Primary 115V/Secondary 12.6 VCT, 0.5A 
D1 — D4: IN4001 or Similar 
05, D6: IN4735 or similar 

R1, R2: 51J1, 1/2W, 10% 


Figure 3. Recommended Power Supply Configurations. 
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An Electronic Music Synthesizer using the 


XR-2207 and the XR-2240 


INTRODUCTION 

This application note describes a simple, low-cost “mu- 
sic synthesizer” system made up of two monolithic IC’s 
and a minimum number of external components. The 
electronic music synthesizer is comprised of the XR- 
2207 programmable tone generator 1C which is driven 
by the pseudo-random binary pulse pattern generated 
by the XR-2240 monolithic counter/timer circuit. 


PRINCIPLES OF OPERATION 

All the active components necessary for the electronic 
music synthesizer system is contained in the two low- 
cost monolithic IC’s, the XR-2207 variable frequency 
oscillator and the XR-2240 programmable counter/ 
timer. Figure 1 shows the functional block diagram of 
the XR-2207 oscillator. This monolithic 1C is comprised 
of four functional blocks: a variable-frequency oscillator 
which generates the basic periodic waveforms: four 
current switches actuated by binary keying inputs; and 
buffer amplifiers for both the triangle and squarewave 
outputs. The internal current switches transfer the os- 
cillator current to any of four external timing resistors to 
produce four discrete frequencies which are selected 
according to the binary logic levels at the keying termi- 
nals (pins 8 and 9). 


The XR-2240 programmable counter/timer is comprised 
of an internal time-base oscillator, a control flip-flop and 
a programmable 8-bit binary counter. Its functional 
block diagram is shown in Figure 2, in terms of the 16- 
pin 1C package. The eight separate output terminals of 
the XR-2240 are “open-collector” type outputs which 
can either be used individually, or can be connected in 
a “wired-or” configuration. 



I TRIANGl I WAVE 
OUT 


I SQUAREWAVE 


| BiNARY 
KEYING 
I INPUTS 


Figure 3 shows the circuit connection for the electronic 
music or time synthesizer system using the XR-2207 
and the XR-2240. The XR-2207 produces a sequence of 
tones by oscillating at a frequency set by the external 
capacitor C-| and the resistors R-| through Rq connect- 
ed to Pins 4 through 7. These resistors set the frequen- 
cy or the “pitch” of the output tone sequence. The 
counter/timer 1C generates the pseudo-random pulse 
patterns by selectively counting down the time-base 
frequency. The counter outputs of XR-2240 (Pins 1 
through 8) then activate the timing resistors R-j through 
R e of the oscillator 1C, which converts the binary pulse 
patterns to tones. The time-base oscillator frequency of 
the counter/timer sets the “beat” or the tempo of the 
music. This setting is done through C3 and Ro of Figure 
3. 

The pulse sequence coming out of the counter/timer 1C 
can be programmed by the choice of counter outputs 
(Pins 1 through 8 of XR-2240 connected to the program- 
ming pins (Pins 4 through 7) of the XR-2207 VCO. The 
connection of Figure 3 is recommended since it gives a 
particularly melodic tone sequence at the output. 

The pseudo-random pulse pattern out of the counter- 
timer repeats itself at 8-bit (or 256 count) intervals of 
the time-base period. Thus, the output tone sequence 
continues for about 1 to 2 minutes (depending on the 
“beat”) and then repeats itself. The counter/timer re- 
sets to zero when the device is.turned on; thus, the mu- 
sic, or the tone sequence, always starts from the same 
point when the synthesizer is turned on. 



Figure 1 . Functional Block Diagram of XR-2207 Oscillator 
Circuit. 


Figure 2. Functional Block Diagram of XR-2240 Counter/ 
Timer. 
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Figure 3. Circuit Connection Diagram for the Music Synthesizer. 
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Semi-Custom LSI Design with |2 l 
G ate Arrays 


INTRODUCTION 

In designing semi-custom monolithic LSI, one uses a 
partially fabricated silicon wafer which is “customized” 
by the application of one or more special mask pat- 
terns. This technique greatly reduces the design and 
tooling cost and the prototype fabrication cycle associ- 
ated with the conventional full-custom 1C development 
cycle; and thus makes custom IC’s economically feasi- 
ble even at low production volumes. 

Until recently, the application of semi-custom design 
technology to complex digital systems has been some- 
what limited due to one key factor: to be economically 
feasible, a complex digital LSI chip must achieve a high 
functional density on the chip (i.e., high gate count per 
unit chip area). Traditionally, this requirement is not 
compatible with the random interconnection concept 
which is key to the semi-custom or master-slice design 
approach. This paper describes a new approach to the 
master-slice concept which overcomes this age-old 
problem. It achieves packing densities approaching 
those of full-custom digital LSI layout while still main- 
taining the low-cost and the quick turn-around attrib- 
utes of semi-custom 1C design. This is achieved by 
making use of unique layout and interconnection prop- 
erties of l 2 L gates, and by extending the mask- 
programming to additional mask layers besides the 
metal interconnection. 

FEATURES OF fil TECHNOLOGY 

Integrated Injection Logic (l 2 L) is one of the most signif- 
icant recent advances in the area of monolithic LSI 
technology. Compared to other monolithic LSI technolo- 
gies, |2 l offers the following unique advantages: 

High Packing Density 

Bipolar Compatible Processing 

Low Power and Low Voltage Operation 

Low (Power x Delay) Product 

Figure 1 gives a comparison of the speed and power 
capabilities of various logic families, including l 2 L. 
Since l 2 L technology is a direct extension of the con- 
ventional bipolar 1C technology, it readily lends itself to 
combining high-density digital functions on the same 
chip along with conventional Schottky-bipolar circuitry. 
The availability of bipolar input-output interface on the 
same chip along with the high-density l 2 L logic makes it 
very convenient to retrofit custom l 2 L designs into 
many existing logic systems. 


The l 2 L logic technology is developed around the basic 
single-input, multiple-output inverter circuit shown in 
Figure 2. A recommended circuit symbol for this gate 
circuit is also defined in the figure. Most terminals of 
the l 2 L gate share the same semi-conductor region (for 
example, the collector of the PNP is the same as the 
base of the NPN; and the emitter of the NPN is the 
same as the base of the PNP). This leads to a very com- 
pact device structure, and results in very high packing 
density in monolithic device fabrication. Figure 3 illus- 
trates the basic device structure and the cross-section 
for a bipolar-compatible l 2 L gate. Since the individual 
l 2 L gates do not require separate P-type isolation diffu- 
sions, they can be placed in a common N-type tub. This 
feature greatly enhances the packing density on the 
chip since it eliminates the need for separate isolation 
pockets for individual gates. With conventional photo- 
masking and diffusion tolerances, gate densities of 
greater than 200 gates/mm 2 can be readily achieved in 
full-custom layout. Using the semi-custom approach 
which is outlined in this paper, one can maintain a pack- 
ing density of greater than 120 gates/mm 2 even with 
random metallization or interconnection requirements. 
This offers at least a factor of four improvement over 
conventional bipolar master-slice technology and ap- 
proximately a factor of two improvement over MOS 
master-slice approach in terms of gate-density and chip 
area utilization. 



1*iW 10/iW 100 1 mW 10 mW 100 mW 

POWER/GATE 


Figure 1. Comparison of Speed and Power Capabilities of 
Various Logic Families. 
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Figure 2. Equivalent Circuit (a), and a Recommended 
Symbol (b) for an KL Gate. 



Figure 3. Basic Device Structure for Bipolar Compatible l 2 L. 

DESIGNING WITH |2l GATE ARRAYS 

A number of l 2 L gate arrays have been developed at 
Exar utilizing bipolar-compatible integrated injection 
logic technology. The most recent additions to this fami- 
ly of products are the XR-300 and the XR-500 gate array 
chips which are specifically intended for semi-custom 
1C designs involving complex digital systems. These 
chips contain a large number of multiple-output l 2 L 
gates along with Schottky-bipolar input/output buffers. 
Table I gives a summary of the components available 
on each of these chips. 

Figure 4 shows the basic layout architecture of the XR- 
300 and the XR-500 gate array chips. As indicated in 
the figure, each chip is made up of two sections: (a) the 
|2l gate matrix; and (b) the Schottky-bipolar input/ 
output interface. In addition, the bipolar I/O section con- 
tains two identical sets of resistor arrays, located at op- 
posite ends of the chip, which are used for biasing the 
injectors of the l 2 L gates. The basic features of each of 
the sections of the gate array chips are outlined below: 


Table 1 

List of Components on XR-300 and XR-500 
Semi-Custom Chips 


Component Type 

Chip Type 

XR-300 XR-500 

Multiple Output |2 L Gates 
Input/Output Buffers 
' Schottky - NPN Transistors 
Resistors 

Bonding Pads 

Chip Size (mils) 

288 

28 

56 

168 

34 

104X140 

520 

40 

80 

240 

42 

122x185 



“□/tDljISn ft ftvafeflSiaE 

!- A ?. '(9 section.^ jjiJj ■ ' 

lilsf 

fiiisi' 

folstai 

m 

IS 3 
a a •• 

!Dr< 

i:: 

Isa” 

P:;‘ 

ipsi 

1 5 5 . . 
a a •• 

m 

1 

w nmT Tinrn’ nrrf r nnnn’ Tinnn 1 rn nrn’ m vm ] 

# pteJAS RESISTOR ARRAYS m 

HI Mf 'M. 'M iililit iiiu AliS A 

'rYjnrj/Wrr 'nnpn' 'orffT ' n nrn’ fr >n n n’ r pppn’ 'hnprNMn' 

, Jrn ^ # Mvs 

-UU ^ VULGATE MATRIX"-; » X 

spr m -:pt stpp dsjj btej 

li .1 ii 1 . .. ii it 1 f i. 1 .. i ,.IlI|][I ii Silt 1. jillll , 

’nprrV •nprfl’ 'nnrn >nnrn’ ’PPP"' 'nr|Pn' r Pnpn T r rinPn 1 'Pfipn 1 

Q 

"!□ U Prnj'Bi't-1 Li LhSjaiU Li P !■ 


Figure 4. Basic Architecture of XR-300 and XR-500 l 2 L Gate 
Arrays. 


a) The l 2 L Gate Matrix: 

This section of the l 2 L gate array is made up of 8- 
gate “cells.” These cells contain eight multiple- 
output l 2 L inverters which share a common set of 
four injectors. Figure 5 shows a basic 8-gate cell 
section within the l 2 L gate section, prior to customi- 
zation. The basic 8-gate cells forming the l 2 L gate 
matrix are made up of P-type injectors and gate- 
fingers which serve as the base regions of the l 2 L 
gates. The six dots on each gate area indicate the 
possible locations or sites for gate input or outputs. 
The particular use of these sites as an input or an 
output is determined by two custom masks: an N- 
type collector diffusion mask which defines the loca- 
tions of outputs, and a custom contact mask which 
opens the appropriate input and output contact. Fi- 
nally, a third custom mask is applied to form the met- 
al interconnections between the gates, and the gate 
cells. The custom N-type diffusion step, which deter- 
mines the locations of gate outputs, is also used for 
forming low-resistivity underpasses between the 
gate-cells. The area between each of the gate cells 
can accommodate two or three parallel under- 
passes in the horizontal and the vertical directions, 
respectively. Since the N-type diffusion which forms 
these underpasses is a part of the customizing step, 
the location and the length of each underpass can 
be chosen to fit a given interconnection require- 
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merit. This method provides the designer with virtu- 
ally all the advantages and capabilities of multi-layer 
interconnection paths on the surface of the chip; and 
allows approximately 80% of the gates on the chip 
to be utilized in a typical random-logic layout. 



INPUT/OUTPUT SITES 

Figure 5. Basic 8-Gate Cell Before Customization. 

The custom logic interconnections can be easily laid 
out in pencil on a layout sheet by simply intercon- 
necting the desired gate “sites” with a pencil line 
and appropriately defining the function of the site as 
an input, output, injector contact or an underpass. 
Figure 6 shows a typical example of such a logic lay- 
out. The corresponding symbols defining the func- 
tion of the sites on the layout are also identified in 
the figure. For convenience, an underpass is indi- 
cated with a resistor symbol, connecting two trian- 
gles corresponding to the terminal points of the un- 
derpass. 

Figure 7 shows the sample layout of the same 8-gate 
cell, after its customization with a selective N-type 
collector diffusion, contact-window cut and the met- 
al interconnection patterns. 

Typical electrical characteristics of the l 2 L gates 
within the gate matrix are listed in Table 2. Typical op- 
erating characteristics of the gates are given in Fig- 


Table 2 

Typical Characteristics of l 2 L Gates 



Typical Characteristics at Various Injector Currents | 

Parameter 

lj = 100 nA 

Ij = 1 mA 

l| = 10 aiA 

lj = 100 jiA 

Output Sink Current, Iq 

Output Sat. Voltage, V 0L 

Input Threshold 

Pwr.-Delay Product (V + = IV) 
Average Prop Delay 

Max. Toggle Freq (D F/F) 

Input OFF Current (V| N = 0) 
Output Breakdown Voltage 

300 nA 

3 mV 
0.48 mV 
0.6 pJ 

6 fisec 

6 kHz 
150 nA 

3V 

8 m A 

3 mV 
0.54 mV 
0.6 pJ 

0.6 jisec 
60 kHz 
1.5 m A 

3V 

80 n A 

4 mV 
0.60 mV 
1.0 pJ 
200 nsec 
400 kHz 
15 jtA 

3 V 

600 ix A 

10 mV 
0.66 mV 

3 pJ 

50 nsec 

3 MHz 
130 ix A 
3V 


ures 8, 9 and 10, as a function of the injector current 
per gate. As indicated in Figure 8, the average 
power-delay product for a four-output gate is approxi- 
mately 0.5 pJ at low currents; and the typical propa- 
gation delay, tp<j, at injector currents in excess of 
100/iA/gate is approximately 50 nsec for the output 
furthest from the injector. Figure 9 shows the two 
components of the total propagation delay, namely 
the turn-on and turn-off delay, as a functon of the in- 
jector bias. At low injector currents (i.e., Ij <10/zA), 
turn-on delay is the dominant factor. For high-speed 

SYMBOLS 

- — = Metal Interconnection 

P r Injector Contact 
O r Gate Output 
E3 = Gate Input 

= Underpass 



Figure 6. Sample Pencil Layout on a Logic Cell. 



Figure 7. Sample Layout of 8-Gate Cell After Customizing it 
with N+ Collector Diffusion, Contact Mask and 
Metal Interconnection Pattern. 
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MAXIMUM TOGGLE FREQUENCY 


operation with lj <50 /xA, turn-off delay becomes the 
dominant limitation in speed. Typical toggle rate of a 
D-type flip-flop as a function of injector current is 
shown in Figure 10. As indicated in the figure, toggle 
rates of 3 MHz are obtained at injector current levels 
of approximately 100 nA per gate. 



INJECTOR CURRENT PER GATE 


Figure 8. Propagation Delay Characteristics of I 2 L Gates as a 
Function of Injector Current. 



Figure 9. Average Turn-On and Turn-Off Delay vs. Injector Cur- 
rent. 



0.01 fi A 0.1 ^A 1 lO^A 1 00 |i A 1mA 

INJECTOR CURRENT PER GATE 

Figure 10. Maximum Toggle Rate of D-Type Flip-Flop as a 
Function of Injector Current. 

b) Schottky-Bipolar I/O Section: 

The Schottky-bipolar input/output interface sections 
are located along the periphery of the XR-300 and 
the XR-500 gate array chips. In addition, this bipolar 
section of the chip contains two sets of resistor ar- 
rays located at opposite ends of the chip (see Figure 
4) for programming or setting the injector current 
levels for the l 2 L gates. By proper tapping of these 
resistor arrays, the injector currents of the gates can 
be set to any value between 1 /jlA to 100 /xA per gate. 


AN-16 

For operating with current levels below 1 /xA/gate, an 
external current setting resistor can also be used. 


The component layout of a typical bipolar input/ 
output interface cell is shown in Figure 11. Such an 
I/O interface cell contains one bonding-pad, several 
diffused resistors of varying values, two Schottky- 
clamped NPN transistors and a clamp diode to the 
substrate. Each of the NPN bipolar transistors are 
capable of sinking 10mA of output current, with typi- 
cally a saturation voltage of 0.5V. The breakdown 
voltage of the bipolar output transistors is 6V; how- 
ever, modified versions of the XR-300 and XR-500 
|2 l gate arrays are also available with output break- 
down voltage in excess of 15V. Figure 12 shows 
some of the most commonly used input and output 



Cell. 




(b) Output Interface Circuit 

Figure 12. Tyipcal Bipolar I/O Interface Circuits. 
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interface circuit configurations available from the 
basic bipolar I/O cell. 

SEMI-CUSTOM DESIGN CYCLE 

The semi-custom LSI design program utilizing the XR- 
300 and XR-500, is devised for maximum versatility, to 
suit varying customer needs or capabilities. Figure 13 
gives an outline of the six basic steps associated with a 
typical l 2 L semi-custom program. The sequence of 
these steps are also outlined below: 



Figure 13. Sequence of Steps Associated with a Semi- 
Custom LSI Development Cycle. 


Step 1. Feasibility Review and Logic Conversion: 

Starting with the customer’s logic diagram (preferably 
reduced to flip-flops and gates) the first step is a de- 
tailed review of the system requirements with regards 
to the overall gate count, I/O requirements, operating 
speeds, etc., to assure feasibility of integration, and to 
choose the most economical gate array chip to be 
used. If the results of this review indicate feasibility, the 
next step is to convert the logic diagram into l 2 L gates. 
At this state, a computer simulation of the logic dia- 
gram may also be performed, if deemed necessary. 

Step 2. Pencil Layout on Gate Array Worksheets: 

Once the logic diagram is converted to l 2 L gates, the 
next step will be to make a pencil layout of the circuit on 


the appropriate array worksheet. This pencil layout is 
done on a blank worksheet where the gate input and 
output locations are shown as target dots (see Figure 
5). During the layout, an appropriate symbol is placed 
over the corresponding dot on the gate outline, and the 
interconnections and the underpasses between the 
gates are indicated by pencil lines and with the symbols 
defined in the layout example of Figure 6. In this layout, 
the bipolar I/O cells do not need to be internally inter- 
connected. Since these cells are standardized, it is only 
necessary for the designer to specify if a particular I/O 
cell is to be used as an input or an output. 

Step 3. Computerized Mask Artwork Generation: 

Using a specially developed computerized mask gener- 
ation technique, the three layers of necessary custom 
1C tooling (i.e., for custom N-type diffusion, contact win- 
dow cut; and the metal interconnections) can be auto- 
matically generated by a single “digitizing” step from 
the pencil layout. This simultaneous and automated 
generation of the three custom mask layers greatly re- 
duces the tooling cost and turnaround time, and avoids 
mask errors. 


Step 4. Mask fabrication: 

The photographic tooling plates, or “masks,” are fabri- 
cated by a pattern-generation technique from the digi- 
tized coordinate information stored in the computer. 

Step 5. Customizing Prefabricated Wafers: 

The prefabricated l 2 L wafers containing the P-type base 
diffusion and the gate “fingers” (see Figure 5) are cus- 
tomized into completed monolithic LSI chips using the 
custom 1C tooling generated in Steps 3 and 4. 

Step 6. Assembly/Test and Prototype Delivery: 

The completed monolithic chips are first evaluated on 
the finished 1C wafer, and later assembled, electrically 
tested and delivered as the completed prototypes. 

In many cases, the first two steps indicated in the flow 
chart of Figure 1 3, can be done by the customer, in con- 
sultation with Exar, using Exar’s l 2 L Design Kit and the 
design instruction manual. Whenever possible, such an 
approach is recommended, since it greatly reduces the 
development costs and the turnaround time. 

Typical development cycle containing all the steps out- 
lined in the flow chart of Figure 13, takes about 8 to 12 
weeks, depending on the circuit complexity, and wheth- 
er the customer or Exar does the logic conversion and 
pencil layout. 

Figure 14 shows the photo-micrograph of a typical 
semicustom LSI chip, fabricated using the technology 
outlined in this paper. As indicated in the figure, the use 
of 3-mask customization step results in an efficient lay- 
out and utilization of the available active devices within 
the |2l gate array. 
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Figure 14. Photo-Micrograph of a Typical Semi-Custom 
|2 l LSI Chip. 

ECONOMICS OF SEMI-CUSTOM DESIGN 

In developing custom LSI circuits, one is confronted by 
the following key question: for a given production re- 
quirement, is it cheaper to develop a full or semi- 
custom 1C? Since the performance and functional re- 
quirements of custom IC’s vary greatly, there is no gen- 
eral answer to the above question. However, based on 
the overall production requirements it is possible to es- 
tablish some economic guidelines for deciding which 
custom 1C technology to use, and when. 

One of the main advantages of semi-custom LSI design 
over conventional full custom 1C development is the 
greatly reduced development cost. This development 
cost generally amounts to 10% to 30% of that required 
for a complete custom 1C design. However, since the 
semi-custom design technique tends to waste some of 
the 1C chip area due to random interconnections, the 
unit price of a semi-custom LSI chip in volume produc- 
tion is slightly higher (approximately 10% to 30%) then 
a full or complete custom design. Therefore, to decide 
which is the most economical approach, it is best to 
compare the estimated amortized unit cost per device 
for various production quantities. Figure 15 gives such 
a comparison for a “typical” custom LSI chip, as a 
function of total production requirement. The total am- 
ortized cost per unit is defined as the total cost of the 
development plus the production purchase, divided by 
the total number or quantity of units purchased. The ex- 


tremely high development costs (typically in the range 
of $50,000 to $100,000) associated with full custom de- 
signs make the amortized unit cost of full custom IC’s 
far more expensive than semi-custom designs, at low 
production quantities. Similarly, for the lower chip cost 
of full custom IC’s make this approach more economi- 
cal for high production volumes. Typical cross-over 
point between the economics of the full or semi-custom 
technology comes about in the quantity range of 
50,000 pieces to 150,000 pieces, as implied by the illus- 
tration of Figure 15. However, it should be noted that 
Figure 15 is only a typical “case study,” and that the ac- 
tual cross-over point for a given program will depend on 
the circuit complexity, performance and test require- 
ments, and the type of 1C package used. 



Total Quantity of Units Purchased 

Figure 15. A Comparison of Relative Cost Advantages of Semi- 
Custom and Full Custom LSI Products. (NOTE: Am- 
ortized cost per unit includes the development 
cost.) 

CONVERTING SEMI-CUSTOM TO FULL CUSTOM 

It is often possible to start a development program us- 
ing the semi-custom technology, such as the l 2 L gate 
arrays described in this paper, and later change to a full 
custom design when the production quantities increase 
beyond the cost cross-over point illustrated in Figure 
15. Such two-phase approach often combines the best 
advantages of each of the semi- and full custom tech- 
nologies. For example, the initial development can be 
done in a semi-custom manner, using Exar’s l 2 L gate 
arrays, and thus take full advantage of the low tooling 
cost and the short development cycle. As a customer’s 
product matures and its market expands, resulting in 
higher volume production run rates, Exar can convert 
the multiple semi-custom chip approach into a single 
custom 1C, achieving a cost reduction and in many 
cases a performance improvement. The significant ad- 
vantage of this type of program is that the risk associ- 
ated with a custom development is greatly reduced; the 
1C design approach has been proven, and the design 
“bugs” are removed at the semi-custom stage thus 
eliminating the need for lengthy re-design cycles at the 
full custom level. Once the semi-custom chip is com- 
pletely characterized in the user’s system, and is used 
for the initial production runs, it can be gradually 
“phased-out” by a full custom design without interrupt- 
ing the user’s production line. 
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XR-C409 Monolithic I2L Test Circuit 


INTRODUCTION 

The XR-C409 monolithic 1C is a test circuit for evalua- 
tion of speed and performance capabilities of Exar’s In- 
tegrated Injection Logic (l 2 L) technology. It is intended 
to familiarize the l 2 L user and the digital system design- 
er with some of the performance features of l 2 L, such 
as its high-frequency capability and power-speed tra- 
deoffs. 

Figure 1 shows the package diagram of the XR-C409 
|2l test circuit. It is comprised of five separate evalua- 
tion blocks as shown in the figure. Blocks 1 and 2 are 
D-type flip-flops which are internally connected as fre- 
quency dividers. Each of these dividers provide buf- 
fered open-collector outputs. Blocks 3, 4, and 5 are 8- 
stage ring-oscillators with buffered outputs to be used 
for measuring gate propagation delays at different in- 
jector current levels. 


sections of XR-C409 is set by the external bias resistor, 

Rb> as: 


'T 


V+ ~ Vbe 

Rb 


(D 


where Vp e (« 0.7V) is the transistor base-emitter volt- 
age drop. 

The total injector current, Ij, is shared among 16 indi- 
vidual l 2 L gates forming the frequency-divider sections. 
Thus, the operating current of each gate, Ij, is equal to 
1/16 of the total injector bias, or: 

Ij = lT/16 (2) 


FREQUENCY DIVIDER SECTION 

The frequency divider sections of XR-C409 test circuits 
are made up of two D-type flip-flops internally connect- 
ed in the (-^2) mode. These frequency dividers are op- 
erated with serial clocking and parallel reset controls. 

The internal interconnections of these D-type flip-flop 
sections are shown in Figure 2. The corresponding 
package terminals are also identified in the figure. The 
flip-flops operate on the negative-transitions of the 
clock input, and reset with the reset at a “high” logic 
state. When the circuit is reset, all the outputs go to a 
“low” state. The logic polarities and the timing se- 
quence of the circuit waveforms are given in Figure 3. 

Evaluating the Frequency Divider Section 

Figure 4 shows the circuit connection for the frequency 
divider section of the XR-C409. The recommended 
clock input level is 0V and + 1V for the “low” and 
“high” levels. For optimizing high frequency perform- 
ance, a square wave clock input is recommended with 
a source impedance <100Q. 

Biasing of Injectors 

All of the 16 l 2 L gates forming the frequency divider 
sections are biased by the total injector current, \j, ap- 
plied to the injector terminal (Pin 1) as shown in Figure 
4. The total injector current, \j, applied to the flip-flop 
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Figure 1. Package Terminals for XR-C409 Test 1C. 
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Figure 2. Block Diagram of Frequency Divider Section. 
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Figure 3. Timing Diagram for Frequency Divider Section. 



Figure 4. Test Circuit for Frequency Divider Section. 


Measuring Output Waveforms 

Each of the output terminals of XR-C409 frequency- 
divider are open-collector type terminals which require 
a pull-up resistor to positive supply voltage. Thus, the 
output rise-time is limited by the external RC time con- 
stant due to the load resistance, R[_, and the parastic 
and/or load capacitance, C|_. 

Figure 5 shows a recommended circuit connection to 
test the output swing at high frequencies, using a low- 
capacitance clamp-diode, D-|, to clamp the output 
swing to * + 0.7V above ground. 


AN-17 

The value of the load resistor, R|_, is determined by the 
current sinking capability of the output transistor, T-j , in- 
ternal to the chip. Since T-) is the output of an l 2 L gate, 
its worst case sinking current is limited to the individual 
gate current, i.e.: 

'L ® 

This current-sinking capability in turn limits the mini- 
mum value of load resistance Rl to: 

R L > 16 R B (4) 

The peak output swing is limited to approximately 3 
volts due to the collector-base breakdown of the l 2 L 
gate output, i.e., transistor T-| of Figure 5. 

High Frequency Capability 

The maximum operating frequency of l 2 L frequency- 
divider circuits is a function of the total injector current. 
For low-current operation, the maximum toggle- 
frequency of the flip-flops forming the frequency-divider 
section increases linearly with increasing injector cur- 
rent. Typical maximum toggle frequency vs. injector 



TOTAL INJECTOR CURRENT. It. APPLIED TO PIN 1 (16 GATES) 


Figure 6. Typical Maximum Toggle Frequency vs. Injector 
Current Characteristics for XR-C409 Frequency 
Divider Section 



_ri_r 

Di = CLAMP DIODE 


Figure 5. Recommended External Connections to Measure 
Output Waveforms. 


(NOTE: Clock Input: 1 V p . p Square Wave) 

current characteristics are shown in Figure 6. Note that 
the maximum toggle-rate obtainable is in the range of 3 
to 5 MHz, at a total injector current level of 1 to 2 mA, 
which corresponds to individual injector currents of ap- 
proximately 60 fiA to 120 fiA per gate. 

RING-OSCILLATOR SECTIONS 

The ring-oscillator sections of XR-C409 test circuit are 
intended for measurement of propagation delays asso- 
ciated with I2L gates. Each of these oscillators are 
made up of a cascade of 8 four-output l 2 L gates. Figure 
7(a) shows the basic electrical equivalent circuit of a 
four-output |2 l gate. Its corresponding logic symbol is 
shown in Figure 7(b). The basic gate operates as an in- 
verter with single input and four outputs. 
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INJECTOR 

INPUTS 

(COMMON) °~ 

EQUIVALENT CIRCUIT 

Figure 7. Four-Output l 2 L Gate 


The propagation delay through an l 2 L gate depends on 
the following sets of parameters: 

1. Device design: (i.e., manufacturing methods and 
device layout used in fabrication process). 

2. Injector current level: (gate switching speed in- 
creases with increasing current, until a maximum 
is reached). 

3. Choice of outputs used: (the output closest to the 
injector has minimum propagation delay at high 
currents). 

4. Number of outputs used: (if fewer outputs are 
used and the unused outputs left open, the gate 
delay is Lower at low currents. However, at high 
currents, i.e., Ij >100/iA/gate, gates with fewer 
outputs left unused show lower delays. This is due 
to excess storage-time effects due to open- 
circuited gate outputs. See Figure 10.) 

Figure 8 shows the basic seven-stage ring-oscillator cir- 
cuits included on the XR-C409 chip to evaluate the 
propagation delay characteristics of l 2 L gates. Since 
the delay characteristics depend on the choice and the 
number of gate outputs used, the test 1C includes three 
separate ring oscillator sections. The ring oscillator of 
Figure 8(a) corresponds to section (3) in the package di- 
agram of XR-C409 shown in Figure 1 . This oscillator us- 
es only one gate-output per gate. The output used is the 
one closest to the injector, with the remaining outputs 
left open-circuited. 

The ring-oscillator of Figure 8(b) uses two gate outputs 
per stage. The outputs used are the two closest to the 
injector. The ring oscillator of Figure 8(c) has all four 
outputs shorted together. 

All three oscillator sections of XR-C409 have separate 
injectors, but share a common ground (pin 8). Each os- 
cillator also has a separate output buffer stage. 

Figure 9 shows a recommended test circuit for evaluat- 
ing gate delay vs. gate current characteristics using the 
ring oscillator sections of XR-C409. Since each ring- 
oscillator section is comprised of 8 gates, the actual in- 
jector current per gate, Ij, is 1/8 of the total injector cur- 
rent, Ij,: 

Ij = injector current/gate = — (5) 

8 





T 


JU - 


Ring Oscillator Using Single Gate Output per Stage 
(Section 3) 


(PIN 9) 

12 7 8 

I PIN 8 

| (b) 


(PIN 10) 

OSCILLATOR 
— O OUTPUT 


_n_TL 


Ring Oscillator Using Two Gate-Outputs per Stage 
(Section 5) 





(PIN 7) 

OSCILLATOR 
— -O OUTPUT 


TIT 


Ring Oscillator Using Four Gate-Outputs per Stage 
(Section 4) 


Figure 8. Equivalent Circuits of the 7-Stage Ring Oscillator 
Section. 



Figure 9. Recommended Test Circuit for Evaluating Power- 
Delay Characteristics of l 2 L Gates Using Ring 
Oscillator Sections of XR-C409. 
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The total injector current, Ij, is determined by the exter- 
nal bias resistor, Rem as given by equation (1). 

Measuring Output Waveforms 

The output terminals of XR-C409 ring counter sections 
are open-collector type terminals, similar to the outputs 
of the frequency divider sections. Thus, the outputs re- 
quire pull-up resistors to the positive supply voltage. 
The output rise-time is strongly affected by the external 
RC time constant due to the load resistance, R|_, and 
the parasitic load capacitance, C|_- In the test circuit of 
Figure 9, a low-capacitance clamp diode, is used to 
limit the output swing and thus minimize the slow rise- 
time effects. 

The minimum value of load resistance, R[_, is deter- 
mined by the current sinking capability of the output l 2 L 
gate. For proper operation of the ring-oscillator circuits, 
the load current, l|_, should be limited to: 

lL £ v (6) 

4 

which limits the output load resistance, Rj_, for ring- 
oscillator sections to: 

R[_ >4 Rb (7) 

Calculating Propagation Delays 

The average propagation delay per gate can be cal- 
culated from the ring oscillator frequency, f 0 as: 


AN-17 

where N is the number of stages in the ring oscillator. 

For the case of the 7-stage oscillator circuits in the XR- 
C409 test chip, rq can be calculated from equation (8) 
by setting N = 7. 

Figure 10 shows the typical gate-delay vs. injector cur- 
rent characteristics measured from the three ring- 
oscillator sections of XR-C409. In the figure, the gate 
delay is plotted as a function of the injector current per 
gate. The gate geometry layout of XR-C409 ring- 
oscillator sections is not optimized for high frequency 
operation. 



Figure 10. Typical Propagation Delay vs. Injector Current 
Characteristics as Measured from 7-Stage Ring 
Oscillator Section of XR-C409. 
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Designing Wide-Tracking 
Phase-Locked Loop Systems 

INTRODUCTION 


Phase locked-loops with their excellent frequency 
tracking characteristics have found their way into many 
applications where synchronizing or synthesizing of sig- 
nals is required. Although they do have the ability to 
track an incoming signal very well, the actual tracking 
range is quite limited by the nature of PLL’s to less than 
2:1 . This range of less than 2:1 must be observed if har- 
monic locking, a plague to the designer, is to be avoided. 

This application note describes the design of tracking 
PLL with a tracking range of greater than 100:1, with 
no harmonic locking problems. This design uses the 
XR-2212 Precision Phase-Locked Loop in conjunction 
with the XR-320 Monolithic Timer and an XR-084 Quad 
BiFet Operational Amplifier to form a wide range PLL 
with automatic tuning. 

PRINCIPLES OF OPERATION 

Figure 1 shows the block diagram of the tracking PLL. 
The circuit is comprised of three blocks: the PLL, the 
Frequency to Voltage Converter, and Precision Clamp- 
ing Circuit. The blocks operate as follows. The PLL 
locks onto the incoming frequency and produces an 
output frequency identical to that of the input, but 
phase shifted. The center of the lock range is controlled 
by Vi. Vi is derived from the F/V converter, which pro- 
duces a voltage proportional to the incoming frequency. 
This voltage, Vi , thus provides an automatic PLL center 
frequency tuning signal. The swing of the phase detec- 
tors filtered voltage, V 2 , controls the amount the VCO 
can be moved about its center frequency. The precision 
clamp fixes the swing on V 2 to a fixed percentage of Vi , 
keeping the tracking range of the PLL constant as its 
center frequency is varied. 



Figure 1. Tracking PLL Block Diagram. 


The actual driving voltage for the VCO is now a voltage 
proportional to fi which can be varied a fixed percent- 
age by the phase detector. 

CIRCUIT DESIGN 

The heart of the circuit is the XR-2212 Precision Phase- 
Locked Loop. Figure 2 shows the XR-2212’s internal 
blocks and necessary external components. The VCO 
in the XR-2212 is actually a current controlled oscillator. 

Pin 12 is fixed at the reference voltage, V r = , and 

the current drawn from this terminal controls the fre- 
quency of oscillation of the VCO, fo- With Rg grounded, 
as shown, the VCO’s free running or center frequency 

is: 


R(A) 

Rq and Cg are calculated using this relationship at fg 
maximum. With the PLL locked on its center frequency, 
the phase detector’s dc output, Pin 10, is also at V r and 
the current flowing in Rq is proportional to fg. If the bot- 
tom end of Rg is now raised above ground, the current 
in Rg will change linearily with the voltage, as will fg 
thus providing the voltage control input for the VCO. If 
Rg is left at zero volts and fi is moved, the dc voltage at 
Pin 10 will inversely follow fi, increasing fi decreases 
the voltage at Pin 10, modulating the current from Pin 
10 and thus fg. The maximum swing of Pin 10 is « ±Vr, 
giving the following relationship: 

±Vr 

+ — = Rl _ R 0 ± ( v r R 0) + 

fO R 1 V r Ri " Ri 

R 0 

Af being the PLL’s tracking range. 



Figure 2. XR-2212 Internal Blocks 
with External Components. 
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In our application a constant ^ is desired, so if the out- 
put of the phase detector, Pin 10, is clamped to - VRg, 
the voltage across Ro, a constant tracking range will be 
maintained. C-j serves as the loop, low pass filter, and is 
Cn 

made to equal for a damping of Vfe. 

The voltage driving Ro comes from the F/V converter 
which is formed by the XR-320 Monolithic Timer. The in- 
ternal blocks and external components of the XR-320 
are shown in Figure 3. The input to the F/V is brought to 
the trigger input, Pin 6, which, when driven above the 
threshold, triggers the F/F and opens the internal 
switch transistor, S-j. The voltage on Cj will linearily 
rise, at a rate set by Rj until V r is reached at which time 
the comparator resets the F/F and closes S-j, waiting 
now for the next rising edge on Pin 6. Once triggered 
the output, Pin 12, will go low for the timing period de- 
fined by the relationship: 


T|ow = 2R T c T 


Since Pin 12 will now have a constant low time and a 
repetition rate equal to that of the incoming signal, fi, it 
can be filtered to provide a voltage proportional to fi. 

Figure 4 shows the complete tracking PLL circuit. The 
precision clamp is formed by A1-A3 which samples the 
voltage across Rg and clamps the XR-2212’s phase de- 
tectors output to ±Vrq- With the given values, the 
tracking range of the circuit is one kHz to 100 kHz, with 
the XR-2212’s tracking range set at approximately ± 
0.33 fg. The input frequency voltage range is 10 mV 
RMS to 3 V RMS with the output producing a 10 V P-P 
square wave. Calibration is done by first applying 100 
kHz to the input and adjusting P-| for fg equal to fi in fre- 
quency but shifted in phase by approximately 90°, then 
with fi = 1 kHz P2 is adjusted again for equal frequen- 
cies with 90° of phase shift. 


WIDE RANGE SYNTHESIZER USING RR-2212 PLL 

This same technique of automatic tuning can be used 
to form a wide range synthesizer as shown in the block 
diagram of Figure 5. Here a programmable frequency 
divider has been put into the loop between the VCO out- 
put and the phase detector input. Since the PLL will 
drive the VCO until its two inputs are at the same fre- 
quency, the VCO will be at: 

fvco = Nf r where N in the binary number ap- 
plied to the programmable divider 
(N > 1) 

The F/V converter used in the previous application to 
drive Rg, or tune the PLL, is now replaced with a digital- 
to-analog converter, DAC. Its digital inputs come from 
the same lines which control N. The DAC’s output volt- 
age, which drives Rg, will now vary proportionally with 
N, or retuning the PLL with each new N. The same 
clamping network is used on the phase detectors out- 
put as discussed earlier. 



Figure 3. XR-320 Internal Blocks with 
External Components. 


xR-2212 
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Figure 6 shows the complete wide range synthesizer 
circuit. The two 4-bit binary counters, 74161, and mag- 
nitude comparator, 8130, form the programmable di- 
vider. The output of the divider is a variable duty cycle 
pulse so that the flip-flop, 7474, was added so that 
phase detector was always presented with a square 
wave. Since the flip-flop also divides by two, the mini- 
mum value for the divider will be 2 or the actual N of the 
overall divider will be the binary input times two, 2N. 
The DAC uses the reference voltage of the XR-2212 as 
its reference with amplifier A4 used to scale the voltage 
to Ro correctly. C-| provides loop compensation and its 
value will determine not only the response of the circuit 
but the short term frequency stability of fQ. A trade off 
must be made here as decreasing C-| will provide for a 
faster responding loop but decrease the short term sta- 
bility of fQ. It is probably most desirable to have a highly 
stable output frequency and slower responding loop, 
which the values in Figure 6 provide for. 

With the values shown, f 0 will be one kHz to 100 kHz 
with f re f = 500 Hz and N = 1 to 100. The reference in- 


put voltage range is 10 mV RMS to 3 V RMS with the 
output providing a T 2 L compatible square wave. 



DAC-08 


Figure 5. Wide Range Synthesizer Block Diagram. 



Figure 6. Wide Range Synthesizer. 
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Calibration is done by first adjusting P-| for a 100 kHz Typical input and output waveforms for r re f = 500 Hz, 

output with N = 100 and then adjusting P2 for a one top trace, and f 0 , bottom trace, with N switching from 

kHz output with N = 1. 40 to 8 are shown in Figure 7. 



Figure 7. Typical Input and Output Waveform. 
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Clock Recovery System 

INTRODUCTION 


Recovering encoded serial data from floppy disk sys- 
tems poses a major design problem as the synchro- 
nized clock used to encode data is embedded within 
the data stream. The clock cannot be readily extracted 
using common phase-locked loop techniques as the ac- 
tual clock may appear for only short periods of time in a 
common encoding format such as NRZI. This clock is 
necessary to decode the serial data and retrieve the 
original data. 

This application note describes the design of a PLL 
(phase-locked loop) system which can be used to re- 
cover the clock from a serial data stream using NRZI 
protocol with very excellent stability. The design utilizes 
the XR-2212 Precision Phase-Locked Loop in conjunc- 
tion with the XR-320 Monolithic Timer to form the heart 
of the system. The system also uses a 74123 Dual One- 
Shot and 398/13333 for timing and sample and hold 
purposes. 

PRINCIPLES OF OPERATION 


Figure 1 shows a data stream and clock using a typical 
NRZI protocol. In this protocol changes in levels repre- 
sents a binary zero, while no transitions a binary one. 
From the figure it can be seen that the data stream can 
have a maximum rate of change corresponding to a fre- 
quency equal to one half the clock frequency with the 
actual data being a string of zeros. This format guaran- 
tees that there will be no more than five ones in a row. 
The slowest rate of change will then be a frequency 
corresponding to one twelfth the clock. 
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Figure 1. System Timing Diagram. 


Figure 2 shows the block diagram of the clock recovery 
system. The XR-320 forms a bi-directional one-shot. It 
will produce a positive output pulse for both rising and 
falling edges on its input. The period of these output 
pulses is set equal to one half the total period of clock. 
This is used to provide a frequency component in the 
data stream equal to the clock even under worst case 
data conditions of five ones, zero, five ones, zero. (Seen 
in Figure 1.) This can also be seen to double the fre- 
quency of the data stream which is desirable as the 
PLL will now be able to lock to the original clock. The 
XR-2212 forms the PLL which, when the actual clock 
appears in the data stream, locks to and produces a 
frequency at its VCO output equal to and synchronized 
with the clock. The PLL’s phase detector output is con- 
nected to the input of a sample and hold (S/H) as well 
as the S/H’s output through a switch. This switch is held 
open by the 74123 as long as the clock appears in the 
data stream. Whenever a one is present the clock will 
not appear in the data stream and the 74123 places the 
sample and hold in the hold mode and closes the 
switch. This holds the voltage at the phase detector and 
keeps the proper driving voltage to the VCO, thus main- 
taining the frequency at the output of the VCO equal to 
and synchronized with the clock. 


DUAL ONE-SHOT 



Figure 2. Clock Regenerator Block Diagram. 

When the clock reappears in the data stream the 74121 
drives the switch open and S/H to the sample mode 
with the PLL once again tracking the clock in the data 
stream. The length of T-j is made equal to slightly less 
than the period of the clock so that the S/H is always 
ready in the event the clock is not in the data stream 
and any sample to hold glitches will not be transmitted 
to the phase detector’s output. The length of T 2 is made 
slightly longer than the clock period which will cause 
the switch to close immediately after one clock pulse is 
missed. With a clock period T, these times, T-j and T 2 , 
are set equal to 0.8 T and 1.2 T, respectively. 
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CIRCUIT DESIGN 

The heart of the circuit is the XR-2212 Precision Phase- 
Locked Loop. Figure 3 shows the XR-2212’s internal 
blocks and necessary external components. The phase 
detector output is a high impedance current source out- 
put so it can be forced or held at a particular voltage 
easily, as by the S/H. The PLL’s center frequency is 
equal to: 


RoCo 

Rq and Cg are calculated using the data stream’s clock 
frequency set equal to f 0 . The tracking range of PLL is 
given by the following relationship: 

R . 

Af = f 0 — Af => tracking range 



Figure 4. PLL In/Out Phase Relationships. 


The XR-320 Monolithic Timer used for the bi-directional 
one-shot is shown in block form with its external com- 
ponents in Figure 5. The control flip-flop can be trigger- 
ed by either positive or negative edges on its inputs, 
which are tied together for this application to provide bi- 
directional triggering. Once triggered, the output will 
provide a low level signal for a period defined by: 



Figure 3. XR-2212 Internal Blocks with External 
Components. 

The phase relationship between the incoming signal, fj, 
and the output signal, f 0 , will be 90° if fj is equal to f 0 
and will vary up 90° or down 90° from this nominal if fj 
is at either end of the tracking range. The voltage at the 
output of the phase detector will also vary linearly with 
these phase relationships. These relationships are 
shown in Figure 4. The tracking range is made very 
large since a constant phase relationship between the 
recovered clock is desirable. Therefore, any errors in 
the S/H or drops through the switch will not significantly 
alter this phase relationship. Af is made equal to ap- 
proximately 0.8 f 0 , and R-j is calculated accordingly. C-| 
is used to remove the double frequency component 
from the phase detectors output and also in conjunc- 
tion with Co controls the PLL transient response char- 
acteristics, according to the following relationship: 


£ = '/4VC^ 


T L OW = 2 RjC T 

These components are calculated with T|_ow set equal 
to one half the clock period. 



Figure 5. XR-320 Internal Blocks with External Components. 

Table 1 summarizes the previously described formulas 
as well as those for the 74121 Dual One-Shot. 

Table 1 

FOR XR-320 FOR 74123 

(4) R T C T = — ~ — (5) Rex 1 c EX 1 = 

2f CLK 1 1 

1 

0.8 f CL K In 2 


FOR XR-2212 


(i) R 0 c 0 = r 1 - 

f CLK 


(2)R 1 = 1.2 R 0 


Cl 


for a loop damping of V 2 , Ci 


Co 

4 



(6) ReX 2 C EX 2 = 
1 

1.2 f CL K m 2 
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PHASE 
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C 0 820pF 



P, * .• ADJUST SO POSITIVE PORTION OF li IS EQUAL TO OF THE CLOCK PERIOD 
P 2 = ;> ADJUST FOR 90 PHASE SHIFT BETWEEN 11 and fo WITH ti = «CLK 

Figure 6. Complete Clock Regenerator. 


Figure 6 shows the complete clock recovery circuit 
with values designed for a clock of 122 kHZ. The input 
to the system will accept input low levels from 0 V to 
0.5 V levels and high levels from 1 .5 V to 5 V. The output 
provides a 10 V P-P square-wave. Calibration is accom- 
plished by adjusting P-| for the output of the XR-320 to 
equal exactly one half of the clock period and P2 for a 
90° phase shift between fj and f 0 with a constant string 
of zeros applied at fj. 

The oscilloscope photograph in Figure 7 shows the sys- 
tem waveforms with the input data stream on top and f 0 
on the bottom. 

The same circuit can be used to regenerate or clean up 
a clock with occasional missing cycles by applying it to 
the point labeled fj and eliminating the XR-320 from the 
circuit. 



Figure 7. System Waveforms. 
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Building a Complete FSK Modem Using 

XR-221 II and XR-2206 


INTRODUCTION 

With the number of digital systems and equipment 
growing so rapidly, the need for a method of moving da- 
ta has also become a fast growing field. This applica- 
tion note describes the construction of a modem sys- 
tem using frequency shift keying, FSK, for serial data 
transmission. The system utilizes the XR-2206 as a 
modulator, the XR-221 1 as a demodulator, and an 
XR-084 op amp as a bandpass filter. These three IC’s 
make up a complete working 300 baud, full duplex, FSK 
modem. 

GENERAL DESCRIPTION 

Figure 1 shows the block diagram of an FSK system. 
The complete system is comprised of an answer and 
originate modem. The answer modem will convert input 
data to either 1070 Hz or 1270 Hz and send it to the 

ORIGINATE MODEM 


phone line, while it will decode to “I’s” and “0’s” 2025 
Hz and 2225 Hz received from the line. The originate 
modem simply reverses the frequencies for send and 
receive. The sinewave modulator will produce two dis- 
crete frequencies at its output corresponding to a “1” 
or a “0” at its data input. The line hybrid will steer these 
frequencies to the phone line while causing received 
frequencies to go to the bandpass filter and demodulat- 
or. This block will therefore provide isolation between 
modulator and demodulator at each end. The bandpass 
filter is used to remove unwanted signals and noise re- 
ceived from the phone line before they reach the 
demodulator. 

The PLL demodulator will lock onto incoming frequen- 
cies at its input and produce “1 ’s” or “0’s” at its output. 
The carrier detect output will produce a low, “0” signal 
out when valid data is being received. 

ANSWER MODEM 



Figure 1. Block Diagram of FSK Modem System. 


OPERATION AND CALIBRATION 

The circuit has been designed for +12 volt operation. 
The data inputs accept TTL compatible signal levels, 
while the outputs provide 0V to + 12V signal levels. 

Calibration is done by first adjusting the modulator. With 
a low signal on its input, R21 is adjusted for 1270 Hz or 
2225 Hz for originate and answer respectively. Then 
with a high signal in, R22 is adjusted for 1070 Hz or 
2025. 

The demodulator is easiest adjusted by feeding into the 
modem input an alternating 1070 Hz/1270 Hz or 2025 
Hz/2225 Hz signal in a square-wave fashion. The modu- 
lating frequency should be 150 Hz, which is one-half 
the system baud rate of 300. The baud rate refers to the 


number of bits per second which can be sent and re- 
ceived. The answer can be used to drive the originate 
and vice-versa. R-j 9 is then adjusted for a square-wave 
on the data received output. 

R20 is used to set the modulator output level. With the 
modulator output set at -6 dBm, the system will oper- 
ate with an input signal range of +10 dBm to -48 
dBm. 

CIRCUIT CONSTRUCTION 

Figures 2 and 3 show the circuit schematic and compo- 
nent layout. One PC board is used for answer or origi- 
nate and should use the appropriate components as 
listed in Table 1. 
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IC1A-D 

XR-084 

IC2 

XR-2211 

IC3 

XR-2206 



ANSWER 

ORIGINATE 

Rr 

40.2K 

47.5K 

r 2 * 

499 

191 

R3* 

270K 

357K 

R4* 

60.4K 

39.4K 

r 5 * 

680 

160 

Re* 

383 K 

270K 

r 7 * 

24.9K 

20K 

Rs* 

1.21K 

360 

Rg* 

160K 

160K 

Rio 

IK 

IK 

R11 

IK 

IK 

r 12 

5. IK 

5.1 K 

Rl3 

5. IK 

5.1 K 

Rl4 

510K 

510K 

r 15 

510K 

510K 

r 16 

100K 

100K 

r 17 

47K 

100K 

r 18 

7.5K 

9.1 K 

R ig 

2K 

2K 

r 20 

50K 

50K 

r 21 

2K 

2K 

r 22 

2K 

2K 

r 23 

3.9K 

8.2K 

r 24 

3.6K 

6.8K 

r 25 

200 

200 

r 26 

1 M 

1 M 

r 27 

1 M 

1 M 

C1-C6* 

0.01 

0.01 

c 7 

0.1 

0.1 

c 8 

22 

22 

c 9 

0.01 

0.01 

ClO 

0.1 

0.1 

Cll 

0.022 

0.01 

C12 

0.1 

0.047 

c 13 

1 

1 

C14 

0.1 

0.1 

Cl5 

0.1 

0.1 

c 16 

1 

1 

c 17 

1 

1 











EX4R 


AN-21 


Precision Narrow-Band Tone Detector 


INTRODUCTION 

The Phase-Locked Loop (PLL) is a very versatile build- 
ing block with a wide range of applications in signal pro- 
cessing and communication systems. As a tone detec- 
tor or tone discriminator, the PLL is accurate and stable 
enough for most applications not requiring very narrow 
bandwidths. The smallest, practical detection band is 
limited by the temperature stability of the PLL center 
frequency and accuracies of external components. For 
example, designing a tone detector using a single PLL 
to discriminate a 1 0 Hz tone out of 1 00 kHz can present 
great difficulty. A PLL with center frequency of 100 kHz 
can drift by 2 Hz/°C given a typical center frequency 
drift of 20 ppm/°C. A slight change in ambient tempera- 
ture can cause the PLL to unlock. On the other hand, 
there are various applications involving pressure trans- 
ducers and crystal oscillators that require a very stable 
system capable of detecting a small change in frequen- 
cy over a wide frequency spectrum. 

This application note describes the use of the XR-2213 
PLL in conjunction with the XR-2208 analog multiplier 
as a frequency mixer. It is capable of detecting a 1 Hz 
tone out of a frequency spectrum greater than 1 MHz. It 
can accept almost any periodic waveform including 
sine, square, and triangular waves. Error due to temper- 
ature drift is typically 0.2 %/°C. The tone detector out- 
put changes to a high state when the input is within the 
detection band. 


PRINCIPLES OF OPERATION 

Figure 1 shows the block diagram of the narrow-band 
tone detector using the XR-2208 and XR-2213. The 
XR-2208 is being operated as a balanced modulator or 
frequency mixer. It “mixes” the input frequency, f|N, 
with a stable frequency source, fQ, to produce the sum 
and difference frequencies of f|N and fQ. The low pass 
filter removes the higher frequency component (f|N + 
fQ) and passes the difference frequency to the XR-2213 
PLL. The input signal is “mixed-down” in frequency in 
this manner, allowing the PLL center frequency, f 0 , to 
be set at a much lower frequency than the input signal. 
With a lower f 0 , the PLL drift (Hz/°C) becomes less, 
making the tone detector less susceptible to ambient 
temperature changes. 

The input signal to the XR-2208 is a periodic waveform 
with frequency of: 

f IN ± Af IN 

where Af|f\j is the detection range. The range of fre- 
quencies for detection is between f||\j - Af in and f in 
+ Af | n- It is necessary to band-limit the input frequen- 
cy for proper operation of the tone detector. Since the 
XR-2208 takes the “absolute” difference in frequency 
between f in and fQ, it is possible to obtain the same 
output frequency with different values for f|N, causing 
the tone detector to lock onto the “wrong” frequencies. 


»IN 



Figure 1. Functional Diagram of Narrow Band Tone Decoder. 
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In order to band-limit the input frequencies, a low pass 
filter with very sharp roll-off (6th order or higher) with 
the corner frequency around f|N can be used. For high 
frequency applications (f in > 100 kHz), a bandpass 
crystal filter can be used. Crystal filters have stable fre- 
quency characteristics and very high Q’s (Q > 1000) 
making very sharp bandpass filters. Crystal filters are 
commercially available through various manufacturers. 

The control frequency, fQ, must come from a very sta- 
ble and accurate source since any error in fQ will di- 
rectly affect the tone decoder. A crystal oscillator with a 
“divide-by-N” counter as shown in Figure 2 can gener- 
ate a very stable frequency, with temperature stability 
in the range of 1 ppm/°C. 

The control frequency is given by: 

f C = f IN + f o 

where f 0 is the PLL center frequency in Hz. the Choice 
of f 0 is arbitrary, however the larger f 0 is, the more the 
PLL becomes susceptible to temperature variations but 
the better the acquisition time or “pull-in” time be- 
comes. One the other hand, if f 0 is small, then tempera- 
ture variation has less effect but acquisition time be- 
comes worse. Table 1 shows the relative performances 
of the tone decoder with respect to the ratio of Af|N/f 0 . 

The output of the low pass filter is fed into the pre-amp 
of the XR-2213 PLL. When this frequency falls within 
the detection band or the PLL (f 0 ± Afc), the voltage 
comparator goes to a high state and remains there until 
the input frequency falls outside the detection band; 
the output voltage then goes to a low state, when there 
is no input signal applied to the XR-2208, the PLL out- 
put remains low. 



R = 5 MO ~ 10 MO 

C 2 = 20 pF 

Ci = 1 pG ~ 30 pF 

C-| Pulls the crystal down (lower frequency) 
C 2 Pulls the crystal up (higher frequency) 


Figure 2. Crystal Oscillator. 
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Table 1. Tone Decoder Performance vs. Af|N/f 0 


±AI| N 

*0 

TYPICAL 

PLL f 0 
STABILITY 
(Hz/°C) 

NORMALIZED 

RELATIVE 

ACQUISITION 

TIME 

MAXIMUM f (N 
ALLOWED (Hz) 

0.1 % 

0.02 x Af|N 

0.1 

f|N + Af|N(1999) 

0.5 % 

0.004 X Af in 

0.5 

f IN + Af|N(399) 

1.0 % 

0.002 X Af in 

1.0 

f IN + Af||s|(199) 

5.0 % 

0.0004 x Af in 

5.0 

f IN + Af|N(39) 

10.0 % 

0.0002 X Af | N 

10.0 

f|N + Af |n(1 9) 

20.0 % 

0.0001 x Af in 

20.0 

f| N + Af | n (9) 


f|N, Af|N fo in Hz. f 0 = PLL center frequency 

f IN ± Af in = input frequency range 

DESIGN EQUATIONS (All R’s in ohms; all C’s in farads) 

1 . The XR-2208 control frequency, fQ, is given by: 

fC = f|N + f o 

2. The maximum input frequency allowed is: 

flN(max) < f|N + 2f 0 - Afc 
Where ±AfQ is the capture range of the PLL. 

3. The capture range, ±AfQ, is set as: 

± Afc = ± Af | n 

Where ±Af||\j is the input frequency variation. 

4. The lock range, ±Af|_, is set equal to ±Afc: 


Afc Ro 
fo R 1 


(Hz) 


5. The loop damping factor, 5, is set to 0.63: 

* _ 1 Z 5 o 


4 SjC i 

6. The PLL center frequency, f 0 , is given by: 


fn 


1 


Rq c o 


(Hz) 


7. Loop detect filter capacitor, Cq, is given by: 

Cq(/zF) > 16/ Afc Afc in Hz 


Rd is set to 470 k Q. 

Increasing Cq slows down the logic output response 
time. 


8. The low pass filter time constants, Cp and Rp: 


Rf Cf = f 

T o 


Rp < 20 kfi 


Where f 0 is the PLL center frequency. 
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DESIGN EXAMPLE 

Consider the design of a narrow-band tone detector 
with frequency detection range of 111.7 kHz ± 10 Hz 
(f|N ± Af IN)- 

1. Choose the PLL center frequency to be 100 Hz. 

fC = 111.8 kHz 

fQ can be produced by using a 3.58 MHz crystal (ad- 
justed to 3.5776 MHz) and using a divide-by-32 
counter in a crystal oscillator. 

2. Maximum input frequency allowed is: 

f|N(max) = 111,890 Hz 

3. Capture range, ±AfQ is: 

± AfQ = ±10 Hz 

4. PLL center frequency is 100 Hz (f 0 ): 

Choose R 0 = 10 KG (choice is arbitrarily set be- 
tween 10 KG < R 0 < 100 KG) 

C 0 = 1/f 0 R 0 = 1 .0 nF 


5. ± AfQ = ±Af|_ = ±10 Hz 

R-l = R 0 f 0 /Afc = 100 KG 

6. The damping factor is set to 0.63: 

Ci = Co (±) 2 = o . 16 , f 

7. Loop detect filter constants: 

Choose Rq = 75 KG to prevent harmonic locking. 
Cd = 16/20 Hz = 0.8 fiF 

8. Low pass filter time constants, Cp and Rp: 

Rp = 20 KG 
Cp = 1/f 0 R 0 = 0.5 fxF 

A circuit schematic for the above tone detector is 
shown in Figure 3. 

Typical acquisition time for this circuit is less than 100 
msec. 



Figure 3. Circuit Schematic of Narrow Band Tone Decoder. 
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XR-21 O/XR-21 5/XR-S200 
Phase-locked Loops 


INTRODUCTION 

This Application Note discusses the various parameters 
and equations used in applying the XR-21 0, XR-21 5, 
and XR-S200 Phase Lock Loop (PLL) successfully. It de- 
scribes the operation of the phase detector and the 
voltage controlled oscillator as well as a discussion on 
phase comparator gain, VCO gain, lock range, capture 
range and free running frequency. A section on low 
pass filters contains most common RC filters and a dis- 
cussion on damping factor. Finally, a summary of PLL 
parameters and a design example are included. 

XR-21 0 

The functional diagram of the XR-21 0 Phase Locked 
Loop (PLL) is shown in Figure 1 . The phase comparator 
produces a dc voltage which is directly proportional to 
the phase difference between the two input signals. 
This error voltage, Vqut is then filtered and applied to 
the voltage controlled oscillator (VCO), which in turn 


produces a periodic signal whose frequency is propor- 
tional to the error voltage. The VCO is actually a “cur- 
rent” controlled oscillator (ICO) in the sense that it is 
the current derived from Vqut that actually controls 
the frequency of oscillation. 



Figure 1. Phase Locked Loop Functional Diagram. 



Figure 2. XR-210/XR-215 Phase Comparator. 
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PHASE COMPARATOR 

The circuit diagram of the XR-210 phase comparator is 
shown in Figure 2. The input pins (4 and 6) and the bias 
pin (5) are externally biased to approximately Vz V+ to 
insure proper operation. The input signals must be ca- 
pacitively coupled to Pins 4 and 6. 

The output voltage on Pins 2 and 3, Vqut depends on 
the relative phase, <f>, of the iput signals. The change of 
Vqut with respect to the change in <£ is defined as the 
phase comparator conversion gain and is given by: 

= A v q UT tolts 
A 4 RADIAN 

To examine how Vqut changes with 0, consider the fol- 
lowing three cases. It is assumed that the input voltage 
is large enough (> 50 itiVrms) t0 cause limiting in the 
differential stage. All calculations are done at V + = 12 
volts. 

Case 1: Input voltages are equal to the bias voltage. 

The operating current is shared equally between tran- 
sistors Q22. Q28> Q39- and Q40- This causes approxi- 
mately 0.5 mA to flow through the output resistor (6 Kft) 
and hence Vqut = 0 volts. The voltage on Pin 2 and 
Pin 3 is approximately equal to: 

V+ - (0.5 mA) (6KQ) = 9 volts. 

Case 2: Input voltages are both greater than the bias. 

Q22 and Q40 conduct 1 mA each, causing Q38 to con- 
duct 1 mA. Therefore V2 = 6 volts, V3 = 12 volts and 

hence Vqut = -6 volts. 

The same output conditions are obtained if the input 
voltages were both less than the bias. 

Case 3. Input voltages are out of phase and V|n (Pin 6) 
is greater than the bias. 




- iuuuiiui::: 

Figure 3a. 90° Out of Phase. 



vqut 


Figure 3b. 45° Out of Phase. 


OUTPUT PHASE 

VOLTAGE DIFFERENCE 



Figure 4a. Phase Detector With No Saturation. 


Q22 and Q39 conduct 1 mA each, causing Q35 to con- 
duct 1 mA. Therefore, V3 = 6 volts, V2 = 12 volts and 

hence Vqut = +6 volts. 

The same output conditions are obtained if V|n (Pin 4) 
were greater than the bias. 

Figure 3 shows the output voltage wave form when the 
input signals are 90° and 45° out of phase. 

Notice that the duty cycle of the output waveform 
changes as the phase difference of the input signals 
change. For illustration purposes, square waves are 
shown as input signals, however, other periodic wave- 
forms would produce similar output waveforms. 


OUTPUT PHASE 

VOLTAGE DIFFERENCE 

(Vqut) (•■•') 



Figure 4b. Phase Detector With Saturation. 
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The output of the phase detector is connected to a low 
pass filter which converts the square wave output to an 
approximate dc voltage. The relationship of this dc volt- 
age. Vqut» with respect to the input phase difference, 
<f>, is shown graphically in Figure 4a. Assuming no satu- 
ration occurs in the internal circuitry, a PLL can lock on- 
to an input signal with maximum difference of 180° to 
0° with respect to the VCO signal. 

Due to internal saturation of the output, the maximum 
phase difference the XR-210 can track is approximately 
50° or 90° ± 25°. This is because the output transistors 
of the phase detector saturate at approximately 8.3 
volts and the maximum output voltage, VquT obtain- 
able is about ±1.7 volts. Figure 4b shows the phase 
detector characteristic of the XR-210. 


AN-22 

It is possible to obtain a tracking range close to 90° ± 
90° by connecting an external resistor network to the 
phase detector output as shown in Figure 5. This cir- 
cuitry limits the output swing to 10 ± 1 volt and pre- 
vents the internal circuitry from saturating at extreme 
phase conditions. 

The phase comparator gain for the XR-210 is approxi- 
mately given by: 

K <t> = 4.0 (2) 

RADIAN 

With the external bias network, it is approximately: 


VOLTS 

RADIAN 


(3) 



Figure 6. XR-210 Current Controlled Oscillator. 


3-103 


AN -22 


CURRENT CONTROLLED OSCILLATOR (ICO) 

The functional diagram of the ICO is shown in Figure 6. 
The output frequency, f 0 , is directly proportional to the 
total timing current, If, seen by the ICO. 

f 0 « IT (4) 

Any change in output voltage of the phase comparator 
causes a change in f 0 as follows: 


Af 0 a 


A v OUT 

Ro 


(5) 


where Rg is the external resistor between Pins 1 1 and 
12. It will be shown in the following section how Rg sets 
the lock range of the PLL. 


Combining equations 4 and 5 yields: 

AF = — — (6) 

A v OUT R o 't 

where ly is the total timing current with Vqut = 0 volt. 
In this case, ly = lx = 1 mA. Substituting this into 
equation 6 yields the ICO conversion gain: 


K = Ao) 3 f o RADIANS/SEC 
0 AVouT RO VOLT 

where Rg is in KS2. 

The minimum value of Rg should be approximately 
1.7 Kft. This is because the maximum current through 
Rg must be limited to 1 mA and since VouT has a maxi- 
mum range of approximately ±1.7 volts, Rg must be 
limited to greater than 1 .7 KQ. 


The free running frequency of the PLL is given by: 


f 0 = Cg is in /*F. (8) 

c 0 

Substituting this into ICO gain equation 7 yields: 

K s 1256 RADIANS/SEC (g) 

0 Rg Cg VOLT 


where Rg is in KQ and Cg is in F. 


Experimental data yields: 


K s 910 RADIANS/SEC 
0 Rg Cg VOLT 


The above equations were calculated without the ICO 
tuning resistor, Ry connected to Pin 9. Adding Ry in- 
creases the timing current and hence increases the 
free running frequency. f 0 : 


The change in timing current with Ry is given by: 


A l T = 2JZ mA 

Rt 

The free running frequency can now be given by. 


(11) 


where Ry is in KQ and Cg is in /xF. 
The ICO gain is now: 


k 0 = 


Ago 


2* f n 


2tt 


/200 i +0JA 

ycg Rt ) 


A v out Ro It Ro >t 

However, the timing current is now: 


(13) 


l T £ (l X + mA = (l + mA (14) 

Substituting this into the ICO equation yields: 


K s 200(27 t) _ 1256 RADIANS/SEC (15) 
0 Cg Rg Rg Cg VOLT 

and remains unchanged with the addition of Ry. 

Note: The discrepancy between the calculated and 
measured Kg can be attributed to tolerances of 
internal resistors and errors in approximating lx- 


LOCK RANGE 

The lock range of a PLL, ±Aa>i_, is given by: 

± Ao, L = (K*) (K 0 ) (0 E ) R ^ ~ (1 6) 


where 0 e is the maximum phase difference at the de- 
tector inputs in radians. 0£ is approximately equal to 
0.43 radians (25°). 

Using measured values for K<£ and Kg yields: 

_ 1565 RADIANS 

± Agoi = (17) 

Rg Cg SEC 

where Rg is in KQ and Cg is in /zF. 


XR-215 

The XR-215 PLL is basically the same as the XR-210. 
The major difference is in the ICO section which is de- 
scribed below. 
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PHASE COMPARATOR 


The phase comparator conversion gain is given by: 


K<A B 3.6 V0LTS 
RADIAN 


(18) 


Saturation of the internal circuitry occurs limiting the 
tracking range of the phase detector to about 90° ± 
25°. 


An external resistor network shown in Figure 5 can in- 
crease the range to about 90° ± 90°. The correspond- 
ing conversion gain becomes: 


ICO 


K* *1.3 .mtS 

RADIAN 


(19) 


AN-22 


With the ICO tuning resistor, Rx, connected to Pin 10, 
the free running frequency is increased by a factor pro- 
portional to the change in timing current: 


Af a A \j = — 

Rx 

The ICO free running frequency is given by: 



where Rx is in K12 and Cg is in /xF. 

K = 1140 RADIANS/SEC 
0 R 0 C 0 VOLT 


(23) 


(24) 


(25) 


and remains unchanged with the addition of Rx- 


The current controlled oscillator of the XR-215 is shown 
in Figure 7. The ICO conversion gain is given by: 


= 2tt fp RADIANS/SEC 
Rg l X VOLT 


LOCK RANGE 

The lock range of the XR-215, ±Aw|_, is given by: 

± Aoj L = (M(Kq)(0 E ) (26) 


Since lx = 1.1 mA and f 0 = , 

C 0 

K s 1256 RADIANS/SEC 
0 R 0 Cq VOLT 

where Rg is in Kfi and Cq is in /x F. 

Experimental data yields: 

K s 1140 RADIANS/SEC 
0 R 0 Cq VOLT 


(21) 


( 22 ) 


where is approximately equal to 0.43 radians (25°). 
Using measured values for K</> and Kg yields: 


_ 1765 RADIANS 

± Aooi = 

Rg Cg SEC 


(27) 


where Rg is in KQ and Cg is in /xF. 

Note: Using the external bias network (Figure 5) does 
not change Kg. To calculate the lock range with 
this network, 6 e should be set to approximately 
7r/2 radians (90°). 
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With Pins 15 and 16 open, f 0 is given by: 


AN-22 

XR-S200 

The XR-S200 PLL is basically the same as the XR-210 
and 215 except that many of the interconnections are 
made external to the chip. These external connections 
can aid in the flexibility of the chip. 

PHASE COMPARATOR 

The phase comparator outputs are not tied internally to 
the ICO as the XR-210 and 215. The measured phase 
comparator gain is approximately: 

K<#> = 4 V0L I^ - (28) 

RADIAN 

Saturation of the internal circuitry occurs limiting the 
tracking range to about 90° ± 25°. This range can be 
increased by using the bias network shown in Figure 5. 

ICO 

The current controlled oscillator of the XR-S200 is 
shown in Figure 8. The ICO gain is given by: 

K n = 2,r f ° RADIANS/SEC (2g . 

0 R 0 l T VOLT 

where lj is the timing current when Vqut = 0 volts. 

The ICO free running frequency, f 0 , can be modified by 
applying a digital pulse on Pins 15 and 16 through a di- 
ode and a 1 Kn resistor. By changing the voltage states 
on these Pins, it is possible to obtain four discrete fre- 
quencies for f 0 . By connecting a resistor from either Pin 
15 or 16 to ground, it is also possible to modify the cen- 
ter frequency. 


fo = f 2 ( | X+ ll + l 2 ) = f 2 Hz 
Co Co 

since lx = 1 nnA, l-| = 0.5 mA, I 2 = 1 mA. 

With Pins 15 and 16 tied high, f 0 is given by: 

f 0 = 7T 5 Ox) = 7 T 5 Hz 

Co Co 

where Co is in /*F. 

With Pins 15 and 16 open: 

K = 2 *~ f o s 3142 
Ro ij Ro Co It 

where \j = lx + H + >2 = 2.5 mA > thus 

K s 1256 RADIANS/SEC 
0 R 0 C 0 VOLT 

where Rq is in Kn and Cq is in /*F. 

With Pins 15 and 16 tied high: 

K 0 = — 1?56_ 

R 0 C 0 lj 

where lj = lx = 1 mA. Thus 

K = 1256 RADIANS/SEC 
0 R 0 C 0 VOLT 

and remains unchanged. 


(30) 


(31) 


(32) 


(33) 


(34) 


(35) 
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LAG FILTER 

0 0 


F(S) = 


1 


1 + 71 S 
T-| = R 1 C 

- JW 

a> v - V — 


8 = 


2 


LAG FILTER 

0 0 


F(S) 


1 


1 + 2 ri S 
T1 = Rl C 


7 K V 

2H 


8 = 


2V 2 K V ri 


LAG-LEAD FILTER 


LAG-LEAD FILTER 


m m 

Wv 1| 

r 2 c 



F(S) 


1 + 72 S 
1 + S(2r-| + T 2 ) 


F(S) = 


1 + 72 S 

1 + S(71 + 72) 


7-| = R-j C; 72 = R 2 C 


7-j = R-| C; 72 = R 2 C 


_ J *<V 
V (2ti + T2) 


ojrj — 


v K V 

71 + 72 




y k v 

71 + 72 



_1_ 

K V 


) 


FOR Vi >> 72 


FOR 7i >> 72 


8 


1 

2 V 2Kv n 


(1 + 72 Kv) 


2V Kv ri 


(1 + 72 Kv) 


Figure 9. Low Pass Filters. 
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Measured value for Kq is approximately: 

K s 1262 RADIANS/SEC 
0 R 0 Cq VOLT 


LOCK RANGE 


Using measured values for K <f> and Ko yields: 

±A co LS -^ RAD| ANg 
R 0 C 0 SEC 

where Rq is in KQ, and Cq is in fi F. 

LOW PASS FILTER 


(37) 


The low pass filter section for the XR-210/215/S200 is 
formed by connecting an external capacitor or RC net- 
work across the output of phase comparator section. 
Most common passive low pass filters are shown in 
Figure 9. R-| is the internal resistor with nominal value 
of 6 KQ. If an external bias network as shown in Figure 
5 is used, R-| = 2 KQ. Pin numbers shown in Figure 9 
apply to the XR-210 and XR-215. 

The term Ky shown in the filters is the total forward gain 
of the PLL and is equal to the product of K</> and Kg. 


CAPTURE RANGE 


The capture or acquisition range of the PLL, ±Awq, 
can be approximated as: 

± Acoq = ± Aco|_ | F(j Ac oq) | (38) 

where | F(j Acoq)| is the magnitude of the low pass filter 
evaluated at w = Awq. Since | F(j Awe) I is always less 
than unity, the capture range is always smaller than the 
lock range. 


There is no explicit relationship for calculating Awe. 
however for a simple lag filter, it can be expressed as: 


±Acoq = 


Ky RADIANS 
y \j t "| SEC 


(39) 


For lag-lead filters, capture range can be roughly esti- 
mated by w^. (See Figure 9.) Actual data indicates that 
capture range is larger than and approaches the 
lock range. 



10 20 26 
V+ (VOLTS) 


Figure 10. Maximum input Voltage vs. Supply Voltage. 


however, by adjusting r, the damping factor as well as 
the capture range is changed. These two parameters 
can be individually controlled in a lag-lead filter. 

General systems and control theory indicates that for 
maximum stability the damping factor, 8, must be 
greater than 0.7. In many FSK demodulation circuits 
using Exar PLLs, it was found that with 8 as low as 0.2, 
the circuit functions properly at high baud rates. 

DESIGN EXAMPLE 

Design an FSK demodulator using the XR-210 with the 
following specifications: 

Mark frequency: 1070 Hz 
Space frequency: 1270 Hz 
Vcc : + 1 2 volts 


1. f 0 = 1170 Hz 

Co = ^0 S 0.2 
>o 


DAMPING FACTOR 

The advantage of using a lag-lead filter is that generally 
speaking, it gives better stability due to the extra zero. 
The damping factor can be adjusted without necessar- 
ily changing the capture range. With a simple lag filter, 


Adjust Rj (Pin 9 to GND) for correct f 0 . 

2. Aw L = 2 tt (Af L ) = 2 tt (200 Hz) = 1256 RAD/SEC 

R 0 = 1565 = 6.23 KQ 

Aw|_ Cq 
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3. Set capture range, Awq, equal to Acoi_. Using a lag- 
lead filter, Aojq can be approximated by: 

Awq = “ij = / KV 

^ 2r-] 4- T2 


K V = K O K0 = 2921 


Let R 2 = 50 fi. Thus ri » T 2 


AN-22 

4. The damping factor is given by: 


6 


1 1 
2 V2 K V ti 


(1 + 72 Ky) s 0.22 


Even with critical damping (S < 1.0), the XR-210 
functions properly as an FSK demodulator with baud 
rate of 300 BPS. 

5. For V+ of 12 volts, the input voltage should be lim- 
ited to 5 volts PK-PK to avoid internal saturation (see 
Figure 10). 


C-i = 0.15 /xF 


6. Schematic for the above example is shown in 
Figure 11. 


C 0 - 
R 0 = 

Ci = 

r 2 = 
Rt = 



4 K 


0.2 fji F 

6.23 K (1 
0.15 /x F 
50 n 
10 KH 



9 


12 V 



iF 

R2 


16 


3 


Cl 


0.1 
10 K 




12 V 




Figure 11. XR-210 FSK Demodulation. 
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Table 1. Summary of PLL Parameters (1) 


PARAMETER 

XR-210 

XR-215 

XR-S200 

Phase Comparator 

K <j> 

4 o V0LTS 

RADIAN 

o 6 VOLTS 

RADIAN 

4.0 V0LTS 

RADIAN 

VCO Kq 

910 RAD/SEC 

R 0 Cq VOLT 

1140 RAD/SEC 

Rq Cq VOLT 

1262 RAD/SEC 

R 0 C 0 VOLT 

Lock Range ±Aoo[_ 

1565 RADIANS 

Rq Cq SEC 

1765 RADIANS 

Rq Cq SEC 

2170 RADIANS 

Rq Cq SEC 

Free Running 

Frequency f 0 

200 0 + 0 L1Z\ Hz 

Co V Rj / 

200/1 + oj\ Hz 

Co V Rt / 

000 Hz (2) 

Co 1 

Capture Range ±Aa>c 
(Simple Lag) (3) 

I K 0 K<f> 
yj T-i 

1 K 0 K0 

A/ H 

I Ko K<*> 

A/ H 

Damping Factor 8 

1 1 1 

1 / 1 

1 / 1 

(Simple Lag) 

2 Kq K0 t-j 

2 \ Kq K0 t- | 

2 “\j Kq K<£ r-| 

(1) R 0 , Rr, Rx in KQ 

Cq in fiF 

(2) f 0 shown for Pins 15 and 16 open 

(3) For other filter configurations, refer to the filter section. r-| = R-| C-j . 
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High-Performance Frequency-To-Voltage 
Converter using the XR-221 1 


INTRODUCTION 

A stable highly linear f/v converter can be easily de- 
signed using the XR-221 1 phase locked loop. The f/v 
can be used for a dynamic range from ± 1 % to ±80% 
over a frequency range of .01 Hz to 1 MHz. 

The block diagram of the f/v is shown in Figure 1 . The 
circuit will perform f/v conversion according to the rela- 
tionship 


f|N = -KiVq + K 2 

where K-| and K 2 are set by the designer. 

The transfer function relating Vq to f|N is shown in Fig- 
ure 2. The carrier detect output, Q, (Pin 5) which goes 
high over the tracking range is shown in Figure 3. 

The basic circuit diagram is shown in Figure 4. The 
slope K-| is determined by the relationship 

Ki = -1 

VrCqFM 

where Vr = Vqc/2 - Vre 

The x intercept or upper frequency, K 2 is determined by 
the relationship 


Rp + Ri 

RqRiCo 


*MAX 


DESIGN EXAMPLE 

Design a f/v converter for the frequency range 100 Hz 
to 600 Hz. 

The first step is to calculate the center frequency f 0 , 
(Figure 2) in 

, 0 = !k±lH =100^600 = 350 Hz 
2 2 

Supply voltage is directly proportional to the degree of 
resolution obtainable. 



O Vo 

_0 CARRIER 
DETECT 

Figure 1. F/V Block Diagram. 





Vcc 


resolution * 


fL f H »in 

Figure 3. F/V Carrier Detect Output. 

Vcc - V BE 18-1.3 _ 33.4 mV 


Hz 


f H - fL 600 - 100 

for V C c = 18 V 

We can now calculate Vref 

VREF = VCC/ 2 - V BE = 9 V - .65 V = 8.35 V 
The center frequency is given by 
1 


fo - 


Rq c o 


In order to obtain a greater resolution a higher supply 
voltage is used. For this design an 18 V supply is used 
giving us a resolution of approximately 
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choosing Rq = 20 K and rearranging 
1 1 


C 0 


Since 


Rl = 


R 0 F 0 (20 KG) (350 Hz) 

= .143 fiF 

Rq _ Oh - fp 

Rl 2 f 0 

2 f 0 R 0 = 2 (350 Hz) (20 K) 
<fH - fL) (600 - 100) Hz 

= 28 K 


Figure 4. F/V Circuit Diagram. 

and a cut-off frequency 

f C = 


1 


2jiRpCp 

Selecting Rp = 100, K, Cp is then given by 


C F « 

Af/At 


where 


for 


The selection of C-| , the loop filter capacitor has a de- 
gree of flexibility in its value. For a damping coefficient 
of .5. 


Af _ maximum expected rate of 
At change of input frequency 

— = 300 cycles/sec 
At 


Cp = jzF = .01 /zF 
300 


giving r = 1 /zsecs Fq = 160 Hz 


C 1 * — = 143 = .035 

4 4 

It should be noted that an increased value of C-| will in- 
crease response time but reduce ripple, while a de- 
creased value of C-| will reduce response time, in- 
crease capture range, but increase ripple. 

The slope K-| can now be calculated 


A carrier detect output is available at Pins 5 and 6 (Q 
and Q). The components Cp and Rp comprise the lock- 
detect filter. For Rp = 470 K, and a capture range ap- 
proaching the lock range, a minimum value of Cp is 
given by 

C D (/zF) > — 1^— = -!£-= .032 jjlF 
f H - fL 500 

Rq = 470 K 


Kl 


1 = 1 

VrCqRi (8.35) (.143 #*F) (28 K) 


29.91 


Hz 


TEMPERATURE STABILITY 

The XR-221 1 is characterized by excellent temperature 
stability, in the order of 50 ppm/°C. The output voltage 
temperature coefficient can be calculated by 


and since K2 = fMAX = 600 Hz 
The transfer function is then given by 
f| N = -29.91 V 0 + 600 

The filter Rp Cp forms a one-pole post detection filter, 
with a time constant 

r = Rp Cp 


°C 


J_ x 50 ppm 
K! °C 


x (fH ~ fL) 


substituting 

= 33.4 mV 
Hz 


x 50 ppm x (600 - 100) Hz 


.8 mV 
°C 
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Digitally Programmable Phase-Locked Loop 

INTRODUCTION CIRCUIT DESIGN 


Most phase-locked loops require manual potentiometer 
adjustment if the center frequency of the circuit is criti- 
cal. Also, once adjusted, if ambient temperature 
changes cause the PLL’s VCO or center frequency to 
shift, the potentiometer would have to be readjusted if 
the accurate center frequency was to be maintained. 
Readjustments are, of course, an impractical solution. 

This application note describes the design of a digitally 
programmable PLL. Being digitally controlled, a micro- 
processor or other digital circuitry could easily tune or 
retune the VCO when necessary. The design uses the 
XR-215 monolithic PLL together with the XR-9201 D/A 
converter, which provides the tuning function. 


Figure 2 shows the XR-215 internal blocks and neces- 
sary external components. The VCO center frequency, 
f 0 , is calculated by the formula: 


*o 


200 . 0J3\ Co in /*F 

C 0 v Rx/ R X inKn 


( 1 ) 


In this application it is desirable to have a variable cur- 
rent drawn from Pin 10, and Rx omitted. Equation 1 is 
then modified to equation 2 is a current instead of a re- 
sistor is used at Pin 10. 


fo 


200 

Co 


0 + 'pin io) 


Cq in fi F 
IpiN 10 ' in mA 


( 2 ) 


PRINCIPLES OF OPERATION 


Figure 1 shows the block diagram of the digitally pro- 
grammable PLL. The circuit is comprised of two blocks: 
the PLL and the D/A converter. The PLL is used for FM 
demodulation, synchronizing signals, or frequency syn- 
thesis. It processes these signals, which are centered 
around its free-running frequency, f 0 . This f 0 is set by 
the internal voltage-controlled oscillator, VCO, in the 
PLL. The VCO within the XR-215 is really a current- 
controlled oscillator, ICO. This is, the frequency of oscil- 
lation of the ICO is directly proportional to the timing 
current, ly. ly is made up of two components: an inter- 
nal fixed current and an externally programmable cur- 
rent, IpiN io- This IpiN io control current is provided by 
a D/A converter with a current output. Since the D/A 
provides an output current that is directly set by an in- 
put digital code, this code will actually control the cen- 
ter frequency of the PLL’s ICO, f 0 . 


XR-215 



DATA INPUT 


Figure 1. Programmable PLL Block Diagram. 


Equation 2 can now be used to determine IpiN iq for a 
given f 0 adjustment range. Once the center frequency 
has been set, Ro can be calculated to adjust the track- 
ing range using the relationship: 

± AW|_ = 27rAf|_ = — R ° in KQ (3) 

RqCo sec ^0 in ix F 

or R 0 = — ■ R 0 in KB. C o in 11 F (4) 
27rAf L C 0 

Now with Rq calculated for Af l, the capture range, AfQ 
is set using the loop time constant capacitors C-|: 

± AWq = = 2rrAF C (5) 

ri = Loop Time Constant 

Ko = VCO Conversion Gain 

K</> = Phase Detector Conversion Gain 


Substituting the values for KqK</> and solving for Fc: 


af c = JL rpgr 

2ir-y RqCoCi 


(6) 


or Ci = — ^ - - Ro in KB, C 0 in pF (!) 

Afc^RoCo 


The resistors R| and Rp are used to set the gain of the 
op amp when used for FM demodulation. Cq is op amp 
compensation and is in the range of 300 pF for unity 
gain to 50 pF for a gain of 10 and up. The resistors go- 
ing to Pins 4, 5, and 6 are used to dc-bias the phase de- 
tector inputs at half supply, with their actual value not 
critical. The capacitors 62 and Ci are used for capaci- 
tive coupling. 
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Figure 2. XR-215 with External Components. 



Figure 3. XR-9201 D/A with External Components. 

Figure 3 shows the D/A converter internal blocks with 
external circuitry. Data is fed into the input latches, 
which will allow data to flow through to the current 
switches when Ce is high and hold data when Ce is low. 
The output currents are related to the digital inputs by: 


l 0 = 2 l REF !Z + !6 + l5 + !4 + B3 + B2 + Jo 

l_2 4 8 16 32 64 128 256 J 


where Bn = 1 if bit N is high 
Bn = 0 if bit N is low 
B 7 = MSB 
B 0 = LSB 


Also: Iq + lo = *FS = Full-scale Current (9) 

,re - 2 '" EF (i) (,o> 

The full-scale current is set using R by the relationship: 

R = ^V REF = 2V (11) 

Iref 

The 10 KQ potentiometer from Pin 3 to ground is used 
to fine-adjust the internal reference to exactly 2.00 V. 
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DESIGN EXAMPLE 
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Design a digitally programmable PLL with a center fre- 
quency, f 0 , equal to 20 kHz. Provide for a 10% digital 
tuning range. The circuit shall also have the following 
lock and capture ranges: 


4. C-j is determined by equation 7: 


Cl 


0.017 

(4 K)2 (5) (0.01) 


0.022 fiF 


±Af|_ = 5 kHz, ±Afc = 4 kHz 

1. Using equation 2, first with lp||\j iq = 0 (digital in- 
puts all zeros) Cq can be determined. 


5. The D/A components can now by specified, first us- 
ing equation 10 and the previously calculated lp|N 
10 maximum current: 


f o 


200 

Co 


Cq = 0.01 /aF 


•pin 10 max = l FS 2 >REF (ff§) 


2. This same equation is used to determine the maxi- 
mum value of IpiN 10 for a 10% change in f 0 . Rear- 
ranging equation 2 yields: 


•pin 10 

(max) 


*o c O 
200 " 


-1-0.1 mA 

200 


f 0 = 20 K + 2 K Adjustment Range 

3. R o is now calculated from equation 4: 


Ro 


1565 

(2x) (5 K) (0.01) 


5 KQ 


IREF - 50 a*a 

6. The reference current setting resistor, R, is now de- 
termined using equation 11: 

r = JL22. = 40 kb 

50 F A 

7. Calibration of the system is accomplished by adjust- 
ing potentiometer R3 for Vref on the XR-9201 to ex- 
actly 2.00 V. 

Figure 4 shows the completed design example. 



Figure 4. Digitally Programmable PLL. 
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Full-Duplex 1200 BPS/300 BPS 
Modem System 


INTRODUCTION 

This application note describes the construction of a 
full-duplex modem system which operates at either 
1200 BPS with phase shift keying encoding (PSK) 
or 300 BPS with frequency shift keying (FSK). The 
1200 BPS is in a synchronous format or 300 BPS asyn- 
chronous. 

This system is not intended to be directly connected to 
the telephone network as this requires FCC approval. 

PRINCIPLES OF OPERATION 

The heart of this system is three LSI integrated circuits. 
The XR-2120 is a switched-capacitor filter (SCF) to 
provide precise bandpass filtering at 1200 Hz and 
2400 Hz. The XR-2123 performs the 1200 BPS PSK 
modulation/demodulation and the XR-14412 the 300 BPS 
FSK modulation/demodulation. These three devices are 
shown with the necessary external functions to perform 
a 212A type synchronous modem in Figure 1. These 
other functions are described as follows: 

LINE INTERFACE. Provide DC isolation between mo- 
dem and telephone network. This section, known as 
a direct-access arrangement, must be approved by 
the FCC for direct connection to the telephone net- 
work. 

AGC. Automatic gain control to provide a constant 
signal level to other portions of the circuit. Its re- 


ceived signal range can vary from about 0 dBm to 
-45 dBm. 

DEMUX. Demultiplexer to switch transmitted carrier 
(Txc) and received data (Rxd) between 300 BPS and 
1200 BPS. 

AUTO SPEED SELECT. Automatically senses whether 
300 BPS or 1200 BPS information is being received 
and controls the demux with this information. 

SLICER. A voltage comparator used to convert ana- 
log receive carriers (Rxcar) into digital signals suit- 
able for the XR-2123 and XR-14412 Rxcar inputs. 

CARRIER DETECT (CD). A level sensor with a digital 
output to indicate when a Rxcar is present. 

TIMING CIRCUIT. This circuit extracts a 600 Hz re- 
ceive signal timing from the Rxcar for synchroniza- 
tion purposes in the XR-2123. 

SCRAMBLER/DESCRAMBLER. These sections scram- 
ble the data to be transmitted (Txd) while descram- 
bling the received data (Rxd). 

DELAY CIRCUIT. To provide a delay between the re- 
quest to send (RTS) data and clear to send (CTS) da- 
ta commands. 

Figure 2 shows the complete circuit implementation of 
modem, with Table 1 listing the recommended circuit 
values. 



Figure 1. 212A Type Modem System. 
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A. XR-4741 Quad Op Amp 

B. XR-4741 Quad Op Amp 

C. XR-1458 Dual Op Amp 

D. LM-339 Quad Comparator 

E. XR-14412 FSK Mod/Demod 300 BPS 

F. XR-2120 Filter-Switched Cap 

G. XR-21 23 PSK Mod/Demod 1 200 BPS 

H. CD-4049 Hex Inverter 

I. CD-4016 Quad Bi-Lateral Switch 

J. CD-4030 Quad Exclusive-OR Gate 

K. CD-4013 Dual D Flip-Flop 

L. CD-4013 Dual D Flip-Flop 

M. Dual 4 Bit Static Register 4015 

N. Dual 4 Bit Static Register 4015 

O. Dual 4 Bit Static Register 4015 

P. Dual 4 Bit Static Register 4015 

Q. MM7404 Hex Inverter 

R. DM74193 Synchronous Up/Down Counter 

S. XR-1488 Quad Line Driver 

T. XR-1489 Quad Line Receiver 

U. XR-4194 Dual Tracking Regulator 


R 1 

2.2K 

r 2 

2.2K 

r 3 

2.2K 

r 4 

2.2K 

r 5 

1.2K 

r 6 

1M 

R? 

10K 

r 8 

10K 

r 9 

1 M 

R 10 

10K 

R 11 

IK 

r 12 

62 K 

r 13 

100K 

r 14 

47K 

r 15 

62K 

r 16 

10K 

r 17 

100K 

r 18 

470K 

r 19 

100K 

r 20 

10K 

r 21 

10K 

R 2 2 

62 K 

r 23 

47K 

r 24 

100K 

r 25 

18K 

r 26 

62K 

r 27 

IK 

r 28 

4.7K 

r 29 

10K 

r 30 

1M 

r 31 

120K 

r 32 

10K 

r 33 

IK 

R34 

68 K 

r 35 

600 

r 36 

300 

R 37 

600 

r 38 

10K 

r 39 

10K 

r 40 

10K 

r 41 

10K 

r 42 

10K 

r 43 

39K* 

r 44 

180K* 

r 45 

392 * 

r 46 

39K* 

r 47 

180K* 

r 48 

392’ 

r 49 

39K* 

r 50 

464* 

r 51 

180K’ 

r 52 

13K 

r 53 

71.5K 

r 54 

10K 

r 55 

10K 

r 56 

10K 

r 57 

10K 

r 58 

10K 

r 59 

1 M 

r 60 

10K 

r 61 

10K 






All resistor values are in ohms. 
* = > 1 % tolerance. 


Cl 

82 pF 

Cl 4 

1 fiF 

c 2 

.033 fiF 

Cl 5 

.1 

C 3 

.022 fiJF 

Cl6 

.001 fiF 

c 4 

.1 fiF 

c 17 

.001 fiF 

C5 

.033 fiF 

c 18 

4.7 fiF 

C 6 

.033 fiF 

C19 

2.2 fiF 

C7 

.033 fiF 

c 20 

4.7 fiF 

C 8 

.033 fiF 

C21 

4.7 fiF 

c 9 

.033 fiF 

C22 

.1 fiF 

ClO 

.033 fiF 

C23 

.1 fiF 

Cll 

.1 fiF 

C24 

4.7 fiF 

C12 

0.22 fiF 

C25 

4.7 fiF 

C13 

4.7 fiF 

C26 

4.7 /xF 


Crystals 


CR1 — 4.032 MHz MTRON 

CR2 — 1,000 MHz FOX 

CR3 — 4.608 MHz X-TRON 

Transformer 


| T1 — T2220 MICROTRAN 

Transistors 


Q1 — A854 

ROHM 

Q3 — Cl 741 

ROHM j 

Q4 — Cl 741 

ROHM 

FETs 


Q2 — 2N4861 



Component List for 21 2A Type Modem System 
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High-Speed FSK Modem Design 


INTRODUCTION 

As the need for transmitting data increases, some ap- 
plications require data to be sent faster than the con- 
ventional telephone line modems. This application note 
describes the design and construction of a high speed 
full-duplex, FSK modem using XR-2206 as a modulator 
and XR-210 as the demodulator transmitting data at the 
rate of 100 Kilobaud. 

PRINCIPLES OF OPERATION 

The block diagram in Figure 1 describes the basic 
building block in any FSK modem system. The major 
difference is that in high speed applications, data is 
transmitted over a twisted pair wire or coaxial cable in- 
stead of the telephone line with its limited bandwidth. 
The complete system is comprised of an answer and 
originate modem. Simply stated, the modulator con- 
verts the input data to two discrete frequencies corre- 
sponding to its 1 ’s and 0’s and is then sent over a line or 
cable. The line hybrid steers these frequencies to the 
bandpass filter, where it will remove any unwanted sig- 
nals that might have gotten through due to the line or 
cable before reaching the demodulator. The demodulat- 
or, which is a phase locked loop, will lock onto the in- 
coming frequencies and produce 1 ’s and 0’s on its out- 
put. A detailed description on FSK techniques is given 
in the EXAR MODEM DESIGN HANDBOOK. 


DESIGN EQUATIONS - Refer to Figure 6 

1 . The frequency of oscillation of the XR-2206 when 
used as a modulator, with the FSK input (Pin 9) is 
high is: 

1 

R7A + R7B C 3 

When the FSK input (Pin 9) is low the frequency 
equals 

1 

R8A + R8B C 3 

2. The filter best suited for modem applications is the 
butterworth filter due to its linear phase response 
within the passband. Table 1 shows the normalized 
capacitor values for butterworth filters up to fifth or- 
der. 

Table 1 


ORDER NO 

Cl 

C2 

C3 

2 

1.414 

.7071 


3 

3.546 

1.392 

.2024 

4 

1.082 

2.613 

.9241 

.3825 


5 

1.753 

3.235 

1.354 

.3090 

.4214 


ORIGINATE 


ANSWER 


SoH 


560/640KHZ 

160/240KHZ 


DATA 
TO BE O— | 
SENT 1 


SINEWAVE 

MODULATOR 


DATA 
1 — O TO BE 
1 SENT 


TWISTEO 
PAIR WIRE OR 
COAXIAL CABLE 


Figure 1. Block Diagram of High Speed FSK Modem System 
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Figure 3 shows a third order active high pass filter. To The equations for using the XR-210 as an FSK demodu- 

solve for the actual resistor values we use the formula: lator are as follows: 


R = 


1 

W c CNC 


AF|_ = (2)AF 

= F ma rk “ ^space 


Where CN is the normalized capacitor and W c = 27rF c . 
In this equation, make all capacitors equal. 



af l = 

2 ( F mark ~ F S pace) 

Fo = 

F mark + F space 


2 


Fo = 


Cg is in /if 

£■ 

o 

O 

Rj is in Kfi 

c 0 = 

234 




F 0 



Figure 3. 


AW C 



AWL 

6KC1 


After calculating R x remember for single supply opera- 
tion the op amp must be biased at 1/2 Vqq; therefore 
take twice the calculated value for R x and configure as 
shown in Figure 4. 


+v 



Figure 4. 


AW|_ = 27 r AF|_ 
AWL 


Cl = 

R 0 = 

Cl 8 = 

Cl 9 = 


6KAW c 2 

2(1565) 

AWLCo 

10-4 


Rq is in KQ 


2ir (Baud Rate) 
10-4 

37t (Baud Rate) 


Figure 5 shows a third order active butterworth low 
pass filter. To convert from the normalized capacitor 
values to the actual capacitor values, we use the for- 
mula: 


DESIGN EXAMPLE 

Design a FSK Demodulator with the following specifica- 
tion: 


W C R 

Where CN is the normalized capacitor value and W c = 
27rF c . In this equation, make all resistors equal. 


C 10 = 3.546 



F 0 = 200 kHz 

AF L = 160 kHz 

Baud Rate = 100 Kilobaud 

In this example, we must know the mark and space fre- 
quencies. If F mar k = 160 kHz and F space = 240 kHz, 
the free running frequency is equal to 

F mark + Fspace 
2 

= 200 kHz 

In order to calculate the free running frequency, we use 
the formula: 

234 
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In this example we will use a variable resistor (Rj) in or- For the filter, 18 dB of attenuation should be sufficient; 

der to fine tune Fq to exactly 200 kHz, therefore: therefore: 



The lock range (AFi_) is equal to twice the difference of 
the mark and space frequencies, so 


AF[_ - 2(F space - F mar k) 


Rq. which sets the lock range equals: 


AWL = 2ttF L 


R 0 = ^ 
AWLCq 

_ 2(1565) 

1004800.0015 

= 2.0 Kfl 


6.28(160x103) 
= 1004800 


Where Cq is in 
and Rq is in KQ 


The Capture Range (AF C ) is equal to: 


AW C 




AWL 


6KC17 


AW C = 2ttAF c 
AW|_ = 27tAF|_ 


Design a third order high pass butterworth filter with f c 
= 100 kHz. 

1) In order to solve for actual resistor values use Table 
1 and set all capacitors equal. The design example 
is shown below: 


R 15 -450 



R = - 


1 


W r CN C 


R15 = 


R14 = 


1 


(6.28 x 1 00 x 1 0 3 )3. 546(1 000 x 1 0 “ 1 2 ) 

1 

(6.28 x 1 00 x 1 0 3 )1 .392(1 000 x 1 0 “ 1 2 ) 


= 450Q 


: 1.1 KQ 


In order to solve for Cl 7 we rearrange the equation to 
read. 


(6.28 x 1 00 x 1 0 3 ). 2024(1 000 x 1 0 " 1 2 ) 


7.8KQ 


Cl 7 = 


AWL 
(6K) W c 2 


1004800 
(6K) 7536002 


300X10- 12 


therefore: 


AW C 



1004800 

(6x1 0 3 ) 300X10- 12 


After calculating R x take twice the value and confi- 
gure as shown below: 


+v 



= 118.97 kHz 


It is important to note Cl 7 and 6K set the loop time con- 
stant. When used as an FSK Demodulator, the XR-210 
has post detection filtering on the output of the phase 
detector. In order to calculate the values for Cl 8 and 
Cl 9 we use the relationships: 


C18 


C19 


IQ " 4 

27 r (Baud Rate) 
10-4 

6.28 (100X10 3 ) 
10-4 

9.42 (lOOxlO 3 ) 


160X10- 12 or 160 pf 
1 06 x 1 0 - 1 2 or 106 pf 


Design a third order lowpass butterworth filter with F c 
= 300 kHz. 

2) In order to solve the actual capacitances, use Table 
1 and set all resistors equal. The design example is 
shown below: 


C 1(J - 1880 pf 
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A 


§ 


Design an FSK modulator with F mar |< = 560 kHz and 
F S pace = 640 kHz. The frequency of oscillation with 
the FSK input (Pin 9) is high is equal to: 





W c = 2 ttF c 


Fmark R7A + R7B C3 


= = 560x103 or 560 kHz 

1 K + 7850.00V 

When FSK input (Pin 9) is low the frequency is equal to: 


F = 1 
SpaCe R8A + R8B C3 


= 640x103 or 640 kHz 

1 K + 5620.00 V 



C = 


3.546 


2tt(300x103) 1 x 103 


= 1880 pf 


CIO = — = 1880 pf 


C9 = 


C11 


1884000000 

1.392 
1884000000 

.2024 

1884000000 


= 738 pf 

= 107 pf 
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PART NO. 

ANSWER 



ANSWER 

ORIGINATE 

R1-R2 

5.1 K 

5.1 K 

Cl 

47 /if 

47 /if 

R3 

50K12 Pot 

50K12 Pot 

C2 

4.7 /if 

4.7 /if 

R4 



C3 



R5 

5112 

5112 

C4 

4.7 /if 

4.7 /if 

R6-R7 



C5-C6 

,i 

,i 

*R8 

7512 

7512 

C7 

4.7 /if 

4.7 /if 

R9-R10 

10 Kfl 

10 K12 

C8 

i 

i 

R11-R13 

1 K12 

1 K12 

C9 

738 pf 

317 pf 

R14 

1.1 K12 

22812 

CIO 


807 pf 

R15 

45012 

9012 

C11 

107 pf 

46 pf 

R16-R17 

16 K12 

3 K12 

C12-C14 



R18-R19 

5 K12 

5 K12 

C15 

.22 /if 

.22 /if 


2 K12 

2 K12 

C16 

i ,.f 

i 

R21 

4 K12 

4 K12 

C17 




10 Kfi 

10 K12 

C18 

150 pf 

150 pf 


5 K12 

5 K12 

C19 

106 pf 

106 pf 

R24 

249 K12 

249 K12 

C20 

10 pf 

10 pf 

R25 

4 K12 

4 K12 

C21 

,i 

,i 

R26 

3 K12 

3 K12 

C22-C25 

4.7 /if 

4.7 /if 

R27 

10 K12 

10 K12 

Q1 

2N2222A 

2N2222A 

R28 

5 K12 

5 K12 

T1 

PE-5760** 

PE-5760** 

R29 

56212 

56212 

Z1 

1N5232 

1N5232 


1.3 K12 

1.3 K12 

1C 1 

XR-2206 

XR-2206 

RO 

2.4 K12 

7.4 K12 

IC2 

LH0033f 

LH0033f 

RT2 

1 K12 Pot 


1C 3 

XR-5532 

XR-5532 

R7A 

1.4 K12 

56212 

1C 4 

XR-5533 

XR-5533 

R7B 

1 K12 Pot 

1 K12 Pot 

1C 5 

XR-210 

XR-210 

R8A 

75012 

3.3 K12 

*15012 



R8B 

1 K12 Pot 

1 K12 Pot 

J1-J2 

JUMPER 

JUMPER 

RT1 

5012 

10012 





*Twisted Pair Wire 
**Pulse Engineering 
JNational 


Figure 8. Component List for 100 Kilobaud FSIC Modem 
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High-Firequeiniey TIL Compatible Output 
from the XR=215 Monolithic PLL Circuit 


INTRODUCTION 

With digital circuitry as common as it is, it is necessary 
to be able to interface analog signals to digital systems. 
This can be done by using the XR-21 5, a monolithic PLL 
circuit, and an additional buffer circuit. 

When an input signal is present within the capture 
range of the PLL system, the XR-21 5 will lock on the in- 
put signal and the VCO section of the PLL will synchro- 
nize with the input frequency. The VCO output can then 
be buffered in order to produce a TTL compatible out- 
put. 

PRINCIPLES OF OPERATION 

Figure 1 shows a functional block diagram of the XR- 
21 5 monolithic PLL system. The circuit contains a 
phase comparator, a voltage controlled oscillator (VCO), 
and an operational amplifier. A complete phase locked 
loop system can be made by simple ac coupling the 
VCO output to either of the phase comparator inputs, 
and by adding a low pass filter to the phase comparator 
outputs. 

The VCO output can be buffered in order to produce a 
TTL compatible output at high frequencies by the sim- 
ple common emitter circuit shown in Figure 2. The am- 
plitude of VCO degrades as frequency increases and at 
21 MHz, the amplitude is reduced from approximately 
2.5 Vpp to 400 mVpp. The dc output level is 2 volts be- 
low Vqq so with Vqq equal to ±5 volts, the dc level is 


approximately 3 volts. The VCO output is ac coupled in 
order to block this dc level. The input signal causes Q-| 
to be overdriven, where the amplitude is 400 mVpp of- 
fsetted at approximately 0.769 Vdc. When Q-| is in the 
offstate, the collector voltage will be forced high and 
when this voltage exceeds 0.7 Vdc, Q 2 will turn on and 
the collector of Q-j will be clamped at 0.7 Vdc. The out- 
put of the VCO at the TTL buffered output will be in 
phase. 


PHASE VCO 

COMPARATOR RANGE TIMING 
+ V C C OUTPUTS SELECT CAPACITOR 



VCO 
OUTPUT 
VCO SWEEP 
INPUT 
VCO GAIN 
CONTROL 


OP AMP 

COMPENSATION 


Figure 1. Functional Block Diagram of XR-21 5 Monolithic PLL 
Circuit. 



FROM PIN 
OF XR-215 
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VCO OUTPUT (PIN 15) 
OF XR-215 


TTL BUFFERED OUTPUT 
AT 21 MHz MEASURED 
WITH X100 PROBE. 


PROPAGATION DELAY IS 
APPROXIMATELY 5 ns 




HIGH FREQUENCY SYNTHESIS 


An application where a high frequency TTL compatible 
output would be useful is in high frequency synthesis, 
as shown in Figure 3. The output of the buffer, which 
can produce a high frequency TTL compatible output, 
is divided down the divider modulus N. When the entire 


AN-27 

system is synchronized to an input signal at frequency 
fs, the VCO output (pin 15) is at frequency Nfs, where N 
is the divider modulus. This is useful because a large 
number of discrete frequencies can be synthesized 
from a given reference frequency. 


CB 



Figure 3. High Frequency Synthesis Circuit. 
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XR-212AS Modem System 


INTRODUCTION 

This application note describes a four-chip modem set 
designed to perform the complete Bell 21 2A type mo- 
dem function. Described are the functions of each de- 
vice, the connection of the four together, and testing 
procedures with performance data. 

PRINCIPLES OF OPERATION 

The basic characteristics of the 21 2A type modem are 
listed in Figure 1. As seen, this type of system is basi- 
cally a dual modem. It can communicate with either 
low speed FSK modems (Bell 100 Series) or at 1200 
BPS to PSK modems. 

Figure 2 illustrates the major components of most mo- 
dem systems. The four sections are: 

1. Modem Signal Processor (MSP): This is the heart of 
the modem. It contains the modulator, demodulat- 
or, and filtering functions. 

2. Data Coupler: This section in the 21 2A is a direct ac- 
cess arraignment (DAA). This type is directly con- 
nected to the switched telephone network. The 
DAA serves to protect the phone network from 
modem and vice versa. 

3. UART: Performs serial to parallel conversion and 
timing functions. 

4. Handshaking Controls: Timing functions for signals 
such as clear to send (CTS) and request to send 
(RTS). 

The XR-212A consists of the following four devices 
which perform the complete MSP function. 


XR-2120A 212A/V.22 Modem Filter: This is a switched ca- 
pacitor type filter to perform precise filtering and equal- 
ization for transmitted and received carrier frequencies 
of 1200 Hz and 2400 Hz. 

XR-2121 ■ PSK/FSK Modulator: Complete modulation 
functions are performed by this device for both 300 
BPS FSK and 1200 BPS PSK. 

XR-2122 - PSK/FSK Demodulator: Demodulation of FSK or 
PSK encoded carriers is performed by the XR-2122. 

XR-2125 - Data Buffer: Performs asynchronous to syn- 
chronous and synchronous to asynchronous conver- 
sion. 

MAJOR 21 2A TECHNICAL SPECIFICATIONS 

DATA RATES: 

Low Speed Mode: 

0-300 BPS Asynchronous Format 
High Speed Mode: 

1200 BPS Character-Asynchronous Format 
1200 BPS Synchronous Format 

ENCODING FORMATS: 

Low Speed Mode: 

FSK (Frequency Shift Keying) 

High Speed Mode: 

PSK (Phase Shift Keying) 

OPERATING MODE: 

Full-Duplex at all Speeds 

LINE REQUIREMENT: 

Two-Wire Switched Network 

Figure 1. Major 21 2A Technical Specifications 


TERMINAL 
OR CPU 


TELEPHONE 
OR LEASED 
LINE 


Figure 2. Modem Architecture 
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COMPLETE SYSTEM 

Figure 3 is a simplified complete schematic intended to A test set-up for bit error rate testing is shown in Figure 

illustrate the complexity of the system. Detailed pin 4, with testing results as well, 

connections were not available at the time of printing 
this application note. 



TXCAR =-3dBm 



CONDITIONS: RXCAR = -40 dBM, NOISE LEVEL = -52 dBM (S/N = 12 dB), HIGH SPEED MODE 
(1200 BPS) 

RETURN LOSS = -4 dB, 511 DATA PATTERN 


MODE 

FREQUENCY OFFSET 

BER 

ANSWER 

0 Hz 

<1/10-6 

ANSWER 

±5 Hz 

<1/10-6 

ORIGINATE 

0 Hz 

<1/10-6 

ORIGINATE 

±5 Hz 

<1/10-5 

* ORIGINATE 

±5 Hz 

<1/10-6 


*With additional equalizer selected on XR-2120A filter. 

Figure 4. 212AS Performance Testing 
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QUALITY ASSURANCE 

Quality Assurance Standards 4-2 


Quality Assurance 
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Quality Assurance Standards 


The quality assurance program at Exar Corporation de- 
fines and establishes standards and controls on manu- 
facturing, and audits product quality at critical points 
during manufacturing. The accompanying Manufact- 
uring/QA process flow charts illustrate where quality 
assurance audits the manufacturing process, by in- 
spection or test. The insertion of these quality assur- 
ance points is designed to insure that the highest quali- 
ty standards are maintained on Exar products during 
manufacturing. 


Realizing that these standard manufacturing/QA pro- 
cess flows do not meet the needs of every customer re- 
quirements, Exar Quality Assurance will negotiate any 
additional screening needs, to meet any individual cus- 
tomer’s specific requirement. 


Wafer Fabrication/QA Flow 


High Reliability Assembly/QA Flow 


Polished Silicon 
Slices 


Masks 


Materials 



r> 



r 


1 


High Reliability 
Assembly 


Cerdip Plastic Assembly 

Assembly 

2 3 



Initiate Serialized Lot 
Traveler to Maintain 
Traceability Back 
to Wafer Run Number 

Wafer Saw 


Break/Plate Dice 


Per Mil-Std-883, 
Method 2010 B 
Latest Revision 


Die/Frame Attach 


Per Mil-Std-883. 
Method 2010 
Latest Revision 


Wire Bond 


Per Mil-Std-883, 

Method 2010 

(Precap Visual Inspection) 


Seal 


Tin Plate Leads 

150 Micro Inch Minimum 


Lead Trim 


StabilizationBake, 
Mil-Std-883. Method 1008C. 


Temperature Cycle 
Mil-Std-883. Method 1010C. 

Constant Acceleration, 
Mil-Std-883. Method 2001 E, 
Y 1 axis. 

Fine Leak. Mil-Std-883. 
Method 1014A or B. 
5x10-8 ATM cc/sec 

Gross Leak. Mil-Std-883. 
Method 1014C. 


Production Electrical Test. 
AC, DC, Functional Tests. 

@25° C, -55 9 C, and + 125°C 
or per individual customer 
requirements 


Mark — Applicable 
Marking and Date Code 

Lot Acceptance, verify 
product type, count 
package, completion of all 
process requirements. 
Verify required 
documentation. OCI 3001 
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Ceirdap Assembly Q/A Flow 



Plastic Assembly Q/A Flow 



Scribe Break. Plate 

Optical Inspection per 
E«»r QCI 2004 
(Mil-Std-883, Method 2010 
Condition B Modified) 

Ole Bond 


Wire Bond 


Optical Inspection per 
Eiar OCI 2007 2008 
(Mil-Std-883. Method 2010 
Condition B modified) 

Pre-Clean 


Seal 


Tin Plate 


Detlash. Trim, Form leads 


Solder Dip 


Stabilization Bake 
150 C. 24 his. min. 


Mark — Applicable 
Mrrkfng and Oate Code 


100°. Production Test 
AC. DC and Functional 
Test at 25 C 


lot Acceptance OTI 3001 


Part Identification 


XR 

Manufacturer’s Prefix 

Grade 

M = Hi-Rel 
N = Prime 
Electrical 
P = Prime 
Electrical 
C = Commercial 
K = Kit 


xxxxx 

Basic Type 

Package Type 

N = Ceramic Dual-in-line 

P = Plastic Dual-in-line 

MD = Small Outline 


Example: 


XR-2120 CN 


1 

r J h 

1 

Manufacturer’s 

Prefix 

Basic Grade 

Type 

Package Type 


Definition of Symbols: 

M = Hi-Rel Grade Part, Ceramic Package Only, 
and are guaranteed to operate over the 
temperature range of -55 to +125°C. 

N = Prime Grade Part, Ceramic Package. 

P = Prime Grade Part, Plastic Package. 

CN = Commercial Grade Part, Ceramic Package. 

CP = Commercial Grade Part, Plastic Package. 

MD = Commercial Grade Part, Plastic Small Outline 
Package (Marking does not include MD letters) 

N, P. CN and CP parts are electrically identical and 
guaranteed to operate over 0°C to + 70°C range unless 
otherwise stated. In addition, N and P parts generally 
have operating parameters more tightly controlled than 
the CN or CP parts. 

For details, consult Exar Sales Headquarters or Sales/ 
Technical Representatives. 


100% inspection 


QC = Quality Control 
QA = Quality Assurance 


Legend: 

Operation 

^ y Surveillance 



4-3 




EX4R 


General Information 



EXAR 


GENERAL INFORMATION 


Package Information and Options 5-2 

Monolithic Chips for Hybrid Assemblies 5-8 

Industry-Wide Product Cross Reference 5-9 

Distributors and Representatives 5-10 

Technical Literature Request 5-16 
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Package Information 

(Plastic) 
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Package Information 

(Plastic) 










Package Information 

(Cerdip) 



20 PIN CERAMIC CAVITY DIP 


22 PIN CERAMIC CAVITY DIP 





Package Information 

(Cerdip) 








Package Information 

(Plastic Small Outline) 
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Monolithic Chips for Hybrid Assemblies 


The major performance characteristics of Exar prod- 
ucts are also available in chip form. All chips are 100% 
electrically tested for guaranteed dc parameters at 
25°C, and 100% visually inspected at 30 x to lOOx 
magnification using Exar’s standard visual inspection 
criteria or MIL-STD-883, Method 2010, depending on 
the individual customer requirements. Each chip is pro- 
tected with an inert glass passivation layer over the 
metal interconnections. The chips are packaged in 
waffle-pack carriers with an anti-static shield and cush- 
ioning strip placed over the active surface to assure 
protection during shipment. All chips are produced on 
the same well-proven production lines that produce 
Exar’s standard encapsulated devices. The Quality As- 
surance testing of dice is provided by normal produc- 
tion testing of packaged devices. 

FEATURES 

Guaranteed dc Parameters at 25°C 
100% Visual Inspection 
Care - in Packaging 

100% Stabilization Bake (Wafer Form) 

CHIPS IN WAFER FORM 

Probed and inked wafers are also available from Exar. 
The hybrid microcircuit designer can specify either 
scribed or unscribed wafers and receive a fully tested 
silicon wafer. Rejected die are clearly marked with an 
ink dot for easy identification in wafer form. 

ELECTRICAL PARAMETERS 

Probing the 1C chips in die form limits the electrical 
testing to low-level dc parameters at 25°C. These dc 
parameters are characteristic of those parameters con- 
tained on the individual device data sheet and are guar- 
anteed to an LTPD of 10%. 

The ac parameters, which are similar to those in the 
standard Exar device data sheets, have been correlated 
to selected dc probe parameters. 


HANDLING PRECAUTIONS AND PACKAGING OPTIONS 

Extreme care must be used in the handling of unencap- 
sulated semiconductor chips or dice, to avoid damage 
to the chip surface. Exar offers the following two han- 
dling or packaging options for monolithic chips sup- 
plied to the customer: 

Cavity or Waffle Pack: The dice are placed in individual 
compartments of the waffle pack (see figure). The plas- 
tic snap clips permit inspection and resealing 

Wafer Pack: The entire wafer is sandwiched between 
two pieces of mylar and vacuum sealed in a plastic 
envelope. 



(Waffle Pack) 
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S1DUSTRY-WIDE PRODUCT CROSS REFERENCE 


XR 







Silicon 


Texas 

Devices 

Fairchild 

Intersil 

Motorola 

National 

Raytheon 

Slgnetics 

General 

Sprague 

Instruments 

082 









TL082 

083 









TL083 

084 









TL084 

146 




LM146 

LM146 





246 




LM246 

LM246 





346 




LM346 

LM346 





346*2 




LM346-2 






494 









TL494 

495 









TL495 

555 

UA555 

NE555 

MC1455 

LM555 

RC555 

NE555 

SG555 


SN72555 

L555 










556 

UA556 

NE556 

MC3456 

LM556 

RC556 

NE556 

SG556 



L556 










558 






NE558 




559 






NE559 




567 




LM567 


NE567 




1310 



MC1310 

LM1310 


MCI 31 0 


ULN2110 

SN76115N 

1468 



MC1468 



MC148B 

SG1468 



1488 

UA1488 


MC1488 




SG1488 


MC1488 

SN75188 

1489 

UA1489A 


MC1489A 

LM1489A 

RC1489A 

MC1489A 

SG1489A 


SN75189A 

1524 




LM1524 


SG1524 

SG1524 


SGI 524 

1525A 







SG1525A 



1527A 







SG1527A 



1543 







SGI 543 



2001 

UA9665 


MC1411 



ULN2001 

SG2001 

ULN2001 


2002 

UA9666 


MC1412 




SG2002 

ULN2002 


2003 

UA9667 


MCI 41 3 



ULN2003 

SG2003 

ULN2003 


2004 

UA9668 


MC1416 



ULN2004 

SG2004 

ULN2004 


2011 







SG2011 

ULN2011 


2012 







SG2012 

ULN2012 


2013 







SG2013 

ULN2013 


2014 







SG2014 

ULN2014 


2201 

UA9665 


MCI 41 1 



ULN2001 

SG2001 

ULN2Q01 

ULN2001 

SN75466 

2202 

UA9666 


MC1412 



ULN2002 

SG2002 

ULN2002 

ULN2002 

SN75467 

2203 

UA9667 


MCI 41 3 



ULN2003 

SG2003 

ULN2003 

ULN2003 

SN75468 

2204 

UA9668 


MC1416 



ULN2004 


ULN2004 

ULN2004 

SN75469 

2207 





RC2207 





2211 





RC2211 





2240 

UA2240 

ICL8240 







UA2240 

2524 




LM2524 


SG2524 

SG2524 



2525A 







SG2525A 



2527A 







SG2527A 



2543 







SG2543 



2567 





RC2567 





3403 

UA3403 


MC3403 


RC3403 




MC3403 

3470A 



MC3470A 







3503 

UA3503 


MC3503 


RC3503 


SG3503 


MC3503 

3524 




LM3524 


SG3524 

SG3524 


SG3524 

3525A 







SG3525A 



3527A 







SG3527A 



3543 







SG3543 



4136 

UA4136 




RC4136 




RC4136 

4151 

UA4151 




RC4151 





4194 





RC4194 


SG4194 



4195 





RC4195 





4558 

UA4558 


MC4558 

LM1458 

RC4558 

MC1458 

SG1458 


RC4558 

SN72558 

4739 

UA739 




RC4739 





4741 


LM348 

MC4741 

LM348 

HA4741-5 










RC5532 

NE5532 



NE5532 


H 




RC5533 

NE5533 



NE5533 


B8BE 




RC5534 

NE5534 



NE5534 







NE594 


ULN6118 



1 







ULN6128 


8038 


ICL8038 








13600 

14412 



MC14412 

LM13600 

LM13600 

NE5517 
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AUTHORIZED REPRESENTATIVES 

ALABAMA 

FLORIDA 

Rep. Incorporated 

Donato & Assoc., Inc. 

11535 Gilleland Rd./ 

2758 W. Oakland Park Blvd. 

P.O. Box 4889 

Suite 210 

Huntsville, AL 35803/35815 

PO. Box 5848 

(205) 881-9270 

Ft. Lauderdale, FL 33310 

TWX 810-726-2102 

(305) 522-2200 

ALASKA 

(Call Exar Direct) 

TWX 810-850-0244 

Donato & Assoc., Inc. 

ARIZONA 

5401 Kirkman Rd., Ste. 785 
Orlando, FL 32819 

Summit Sales 

(305) 352-0727 

7825 E. Redfield Rd. 

TWX 810-850-0244 

Scottsdale, AZ 85260 
(602) 998-4850 

Donato & Assoc., Inc. 

TWX 920-950-1283 

535 Hollow Ridge Rd. 

ARKANSAS 

PO. Box 1560 

Palm Harbor, FL 33563 

(See Oklahoma) 

(831) 785-3327 

CALIFORNIA (North) 

GEORGIA 

Criterion 

Rep. Incorporated 

3350 Scott Blvd, Blvd. 44 

1944 Cooledge Rd. 

Santa Clara, CA 95051 

Tucker, GA 30084 

(408) 988-6300 

(404) 938-4358 

TWX 910-338-7352 

TWX 810-766-0822 

CALIFORNIA (South) 

HAWAII 

Harvey King, Inc. 

(Call Exar Direct) 

8124 Miramar Rd. 

San Diego, CA 92126 

IDAHO 

(619) 566-5252 

(See Washington) 

Landa/Minyard, Inc. 

ILLINOIS (North) 

1618 Cotner Ave. 

Janus, Inc. 

Los Angeles, CA 90025 

3166 Des Plaines Ave. 

(213) 879-0770 

Suite 14 

TWX 910-342-6343 

Des Plaines, IL 60018 

COLORADO 

(312) 298-9330 

TWX 910-692-4024 

(Call EXAR Direct) 

CONNECTICUT 

Phoenix Sales 

ILLINOIS (South) 

(See Missouri) 

INDIANA 

(See Ohio) 

IOWA 

386 Main st. 

(Call EXAR Direct) 

Ridgefield, CT 06877 
(203) 438-9644 

TWX 710-467-0662 

DELAWARE 

(See Maryland) 

KANSAS 

(See Missouri) 


KENTUCKY 

(See Ohio) 

LOUISIANA 

(See Texas) 

MAINE 

(See Massachusetts) 

MARYLAND 

Component Sales, Inc. 

106 Old Court Rd. 

Suite 204 

Baltimore, MD 21208 
(301)484-3647 
TWX 710-862-0852 

MASSACHUSETTS 

Mass Tech Sales 
54 Hartford St., Ste. 102 
Westwood, MA 02090 
(617) 329-8820 
TWX 710-321-9335 

MICHIGAN (Detroit Area) 

J. L. Montgomery Assoc., Inc. 
27200 Lahser Rd./P.O. Box 244 
Southfield, Ml 48037 

(313) 358-2616 
TWX 810-224-4981 

(Western Michigan Area) 

J. L. Montgomery Assoc., Inc. 
2214 Oak Industrial Dr., NE 
Grand Rapids, Ml 49505 
(616) 774-9308 

MINNESOTA 

Dan’l Engineering 

1631 E. 79th Street, Ste. SI 45 

Minneapolis, MN 55420 

(612) 854-7550 

TLX 291008 

(DANL ENG BLTN) 

MISSiSSIPPI 

(See Alabama) 

MISSOURI 

KKB and Company 
1610 S. Big Band Blvd. 

St. Louis, MO 63117 

(314) 647-2400 
TWX 910-761-1040 

KKB and Company 
104 North 12th 
Blue Springs, MO 64015 
(816) 229-0001 
TWX 910-997-0718 
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MONTANA 

(See Colorado) 

NEBRASKA 

(See Missouri) 

NEVADA 

(See California No.) 

NEW HAMPSHIRE 

(See Massachusetts) 

NEW JERSEY (North) 

(See New York City) 

NEW JERSEY (South) 

Vantage Sales Co. 

6981 North Park Dr., Ste. 110 
Pennsauken, NJ 08109 
(609) 663-6660 

NEW MEXICO 

Syn Tech 

8016 AZuni Rd., SE 
Albuquerque, NM 87108 
(505) 266-7951 

NEW YORK (Upstate) 

Quality Components 
3343 Harlem Rd. 

Buffalo, NY 14225 
(716) 837-5430 
TWX 910-997-1313 

Quality Components 
1 16 E. Fayette St. 

Manlius, NY 13104 
(315) 682-8885 

NEW YORK (City) 

Trionic Assoc., Inc. 

320 Northern Blvd. 

Great Neck, NY 11021 
(516) 466-2300 
TWX 510-223-0834 

NORTH CAROLINA 

Zucker Assoc., Inc. 

P.O. Box 19868 
Raleigh, NC 27619 
(919) 782-8433 
TWX 510-928-0513 

NORTH DAKOTA 

(See Minnesota) 


OHIO 

McFadden Sales 
1093 Fishinger Rd. 

Columbus, OH 43221 

(614) 459-1280 
TWX 810-482-1623 

OKLAHOMA 

(See Texas) 

OREGON 

Components West, Inc. 

15255 S.W. 72nd Ave., Ste. A 
Tigard, OR 97223 
(503) 684-1671 
TWX 910-467-8740 

PENNSYLVANIA (West) 

(See Ohio) 

PENNSYLVANIA (East) 

(See New Jersey So.) 

RHODE ISLAND 

(See Massachusetts) 

SOUTH CAROLINA 

(See North Carolina) 

SOUTH DAKOTA 

(See Minnesota) 

TENNESSEE (West) 

Rep. Incorporated 
1 13 S. Branner Ave. 

Jefferson City, TN 37760 

(615) 475-4105 
TWX 810-570-4203 

TENNESSEE (East) 

(See North Carolina) 

TEXAS 

Technical Marketing 
9027 Northgate Blvd., Ste. 140 
Austin, TX 78758 
(512) 835-0064 

Technical Marketing 
3320 Wiley Post Rd. 

Carrollton, TX 75006 
(214) 387-3601 
TWX 910-860-5158 

Technical Marketing 
2901 Wilcrest Drive, Ste. 139 
Houston, TX 77042 
(713) 783-4497 


UTAH 

(Call EXAR Direct) 


VERMONT 

(See Massachusetts) 

VIRGINIA 

(See Maryland) 

WASHINGTON 

Components West 
8275 166th NE 
Redmond, WA 98052 
(206) 885-5880 

WASHINGTON, D.C. 

(See Maryland) 

WEST VIRGINIA 

(See Ohio) 

WISCONSIN (South East) 

Janus, Inc. 

11430 Bluemound Rd. 
Milwaukee, Wl 53026 
(414) 476-9104 

WISCONSIN (West) 

(See Minnesota) 

WYOMING 

(See Colorado) 

CANADA 

Clark-Hurman Associates 
148 Colonnade Rd., Ste. 205 
Nepean, Ontario K2E 7J5 
(613) 727-5626, 727-5627 
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AUTHORIZED DISTRIBUTORS 


ALABAMA 

Marshall Electronics 
3313 Office Center, Ste. 106 
Huntsville, AL 35801 
205 881-9235 

Pioneer 

1207 Putnam Drive 
Huntsville, AL 35805 
205 837-9300 

Resisticap 

11547-B So. Memorial Parkway 
Huntsville, AL 35815-0889 
205 883-4270 

RM Electronics 
4702 Governors Drive 
Huntsville, AL 35805 
205 852-1550 

ARIZONA 

Bell Industries 
1705 W. 4th Street 
Tempe, AZ 85281 
602 966-7800 
TWX: 910-950-0133 

Marshall Electronics 
835 West 22nd Street 
Tempe, AZ 85282 
602 968-6181 

Sterling Electric 
3501 E. Broadway Road 
Phoenix, AZ 85040 
602 268-2121 

TLX: 667317 "STERLING PHX” 

Western Micro 
7740 East Redfield Drive 
Scottsdale, AZ 85260 
602 948-4240 

ARKANSAS 

Carlton-Bates 
3600 West 69th Street 
Little Rock, AR 72219 
501 562-9100 

CALIFORNIA 

A.V.E.D 

1582 Parkway Loop, Unit G 
Tustin, CA 92680 
213 770-0871 

Bell Industries 
1-830 Vernon St., Bldg. 1 
Roseville, CA 95678 
916 969-3100 


Bell Industries 

1161 N. Fair Oaks Avenue 

Sunnyvale, CA 94086 

408 734-8570 

TWX: 910-339-9378 

Bell Industries 
7450 Ronson Road 
San Diego, CA 92111 
619 268-1277 

Diplomat 

20151 Bahama Street 
Chatsworth, CA 9131 1 
213 341-4411 

Diplomat 
7140 McCormick 
Costa Mesa, CA 92626 
714 549-8401 

Diplomat 

9787 Aero Drive. Ste. E 
San Diego, CA 92123 
619-292-5693 

Diplomat 

1283 "F” Mtn. View/Alviso Rd. 
Sunnyvale, CA 94086 
408 734-1900 
TWX: 910-379-0006 

IEC/JACO 

20600 Plummer Road 
Chatsworth, CA 91311 
213 998-2200 
TWX: 910-494-1923 

IEC/JACO 
17062 Murphy 
Irvine, CA 92714 
714 660-1055 

Marshall Electronics 
8015 Deering Avenue 
Canoga Park, CA 91304 
818 999-5001 

Marshall Electronics 
9674 Telstar Avenue 
El Monte, CA 91731-3004 
818 442-7204 

Marshall Electronics 
17321 Murphy Avenue 
Irvine, CA 92714 
714 556-6400 


Marshall Electronics 
10105 Carroll Canyon Road 
San Diego, CA 92i 31 
619 478-9600 

Marshall Electronics 
788 Palomar Avenue 
Sunnyvale, CA 94086 
408 732-1100 

Western Microtechnology 
10040 Bubb Road 
Cupertino, CA 95104 
408 725-1664 

Zeus Components, Inc. 
1130 Hawk Circle 
Anaheim, CA 92807 
714 632-6880 

COLORADO 

A.C.T. 

4016 Youngfield Street 
Wheatridge, CO 80033 
303 422-9229 

Bell Industries 
8155 West 48th Avenue 
Wheatridge, CO 80033 
303 424-1985 
TWX: 910-938-0393 

Diplomat Electronics 
96 Inverness Drive, East 
Suite R 

Englewood, CO 80112 
303 740-8300 

Marshall Electronics 
7000 North Broadway 
Denver, CO 80221 
303 427-1818 

CONNECTICUT 

Diplomat Electronics 
52 Federal Road 
Danbury, CT 06810 
203 797-9674 

J. V. Electronics 
690 Main Street 
East Haven, CT 06512 
203 469-2321 
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Marshall Electronics 
Barnes Industrial Park 
33 Village Lane 
P.O. Box 200 
Wallingford, CT 06492 
203 265-3822 

DELAWARE 

(See Pennsylvania) 

FLORIDA 

Diplomat Electronics 
2120 Calumet Street 
Clearwater, FL 33515 
813 443-4514 

Diplomat Electronics 
1300 N.W. 65th Place 
Fort Lauderdale, FL 33309 
305 974-8700 

Future Electronics 
2073 Range Road 
Clearwater, FL 33575 
813 596-8295 

Hammond Electronics 
6600 N.W. 21st Avenue 
Fort Lauderdale, FL 33309 
305 '973-7103 

Hammond Electronics 
1230 W. Central Blvd. 
Orlando, FL 32805 
305 849-6060 

Marshall Electronics 
1101 N.W. 62nd Street 
Suite 306D 

Fort Lauderdale, FL 33309 
305 928-0661 

Marshall Electronics 
4205 34th Street, S.W. 
Orlando, FL 3281 1 
305 841-1878 

GEORGIA 

Diplomat Electronics 
6659 Peachtree, Suite B 
Norcross, GA 30092 
404 449-4133 

Marshall Electronics 
4350 J International Blvd. 
Norcross, GA 30093 
404 923-575 0 

Pan American 
889 Buford Road 
Comming, GA 30130 
404 577-2144 


IDAHO 

(See Washington) 

ILLINOIS 

Diplomat Electronics 
1071 Judson Street 
Bensenville, IL 60160 
312 595-1000 

GBL-Gould 

610 Bonnie Lane 

Elk Grove Village, IL 60007 

312 490-0155 

Marshall Electronics 
1261 Wiley Road, Unit F 
Schaumburg, IL 60195 
312 490-0155 

Intercomp 

2200 Stongton Ave., Ste. 210 
Hoffman Estates, IL 60695 
312 843-2040 

Reptron 

721 W. Algonquin Road 
Arlington Heights, IL 60005 
312 593-7070 

RM Electronics 

265 Eisenhower Lane, South 

Lombard, IL 60148 

312 935-5150 

TWX: 910-651-3245 

INDIANA 

Altex 

12774 N. Meridian 
Carmel, IN 46032 
317 848-1323 
TWX: 810-341-2635 

Graham Electronics 
133 S. Pennsylvania Street 
Indianapolis, IN 46204 
317 634-8202 
TWX: 810-341-3481 

Graham Electronics 
3606 E. Maunee Avenue 
Ft. Wayne, IN 46803 
219 423-3422 

RM Electronics 
7031 Corporate Circle 
Indianapolis, IN 46278 
317 291-7110 


IOWA 

Bell Industries 
1221 Park Place, N.E. 
Cedar Rapids, IA 52412 
319 395-0730 

Deeco Inc. 

2600 16th Avenue, S.W. 
Cedar Rapids, IA 52406 
319 365-7551 
TWX: 910-525-1332 

KANSAS 

(See Missouri) 

KENTUCKY 

(See Indiana) 

LOUISIANA 

(See Texas) 

MAINE 

(See Massachusetts) 

MARYLAND 

Diplomat Electronics 
9150 Rumsey Rd., Ste. A-6 
Columbia, MD 
301 995-1226 

Marshall Electronics 
8445 Helgerman Court 
Gaithersburg, MD 20877 
301 840-9450 

Pioneer 

9100 Gaither Road 
Gaithersburg, MD 20760 
301 948-0710 
TWX: 710-828-0545 

MASSACHUSETTS 

Almo Electronics 
60 Shawmut Avenue 
Canton, MA 02021 
617 329-8810 

Diplomat Electronics 
28 Comming Park 
Woburn, MA 01801 
617 935-6611 

Gerber 

128 Carnegie Row 
Norwood, MA 02062 
617 329-2400 
TWX: 710-336-1987 

Marshall Electronics 
One Wilshire Road 
Burlington, MA 01803 
617 272-8200 
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Marshall Electronics 
Corp. Support Ctr./East 
Five Wilshire Road 
Burlington, MA 01803 
617 272-8200 

RC Components 
222 Andover Street 
Wilmington, MA 01887 
617 657-4310 
TWX: 710-347-1743 

MICHIGAN 

Ambur Electronics 
1344 So. Commerce 
Walled Lake, Ml 48088 
313 669-3710 

Marshall Electronics 
13760 Merriman Road 
Livonia, Ml 48150 
313 525-5850 

RM Electronics 
4310 Roger B. Chaffee 
Memorial Drive 
Grand Rapids, Ml 49508 
616 531-9300 
TWX: 810-273-8779 

Reptron Electronics 
34404 Glendale Road 
Livonia, Ml 48150 

313 525-2700 

MINNESOTA 

Marshall Electronics 
13810 24th Avenue, N.S. No. 460 
Plymouth, MN 55441 
612 559-2211 

Merit Electronics 
2525 Nevada Avenue 
Warehouse Suite 210 
Minneapolis, MN 55427 
612 546-5383 

MISSISSIPPI 

(See Alabama) 

MISSOURI 

Olive Electronics 
9910 Page Blvd. 

St. Louis, MO 63132 

314 426-4500 
TWX: 910-763-0720 

MONTANA 

(Call EXAR Direct) 

NEBRASKA 

(See Missouri) 


NEVADA 

(See California) 

NEW HAMPSHIRE 

(See Massachusetts) 

NEW JERSEY 

Diplomat Electronics 
490 S. River View Drive 
Totowa, NJ 07512 
201 785-1830 

GCI 

Route 73 
Berlin, NJ 08009 
609 768-6767 

Marshall Electronics 

101 Fairfield Road 
Fairfield, NJ 07006 
201 882-0320 

Marshall Electronics 

102 Gaither Drive 
Mt. Laurel, NJ 08054 
609 234-9100 (NJ) 

215 627-1920 (PA) 

NEW MEXICO 

Bell Industries 
11728 Linn N.E. 
Albuquerque, NM 87123 
505 292-2700 
TWX: 910-989-0625 

Betatron 

2825 B. Broadbent Pkwy, NE 
Albuquerque, NM 87123 
505 344-2381 

NEW YORK 

Diplomat Electronics 
4610 Wetzel Road 
Liverpool, NY 13088 
315 652-5000 

Diplomat Electronics 
110 Marcus Drive 
Melville, NY 11747 
516 454-6400 

JACO 

145 Oser Avenue 
Hauppauge, NY 11787 
516 273-5500 
TWX: 510-227-6232 

Marshall Electronics 
10 Hooper Road 
Endwell, NY 13760 
607 754-1570 


Marshall Electronics 
275 Oser Avenue 
Hauppauge, LI, NY 11788 
516 273-2424 

Marshall Electronics 
1280 Scottsville Road 
Rochester, NY 14624 
716 235-7620 

S.A.I. 

564 Smith Street 
Farmingdale, NY 11735 
516 293-2710 

Zeus Components Inc. 
100 Midland Avenue 
Portchester, NY 10573 
914 937-7400 
TWX: 710-567-1248 

NORTH CAROLINA 

Hammond 

2923 Pacific Avenue 
Greensboro, NC 27406 
919 275-6391 

NORTH DAKOTA 

(Call EXAR Direct) 

OHIO 

Graham 

239 Northland Blvd. 
Cincinnati, OH 45246 
513 772-1661 
TWX: 810-461-2896 

Marshall Electronics 
6212 Executive Blvd. 
Dayton, OH 45424 
513 236-8088 

Marshall Electronics 
5905B Harper Road 
Salon, OH 44139 
216 248-1788 

Reptron Electronics 
830 Busch Court 
Columbus, OH 43229 
614 436-6675 

OKLAHOMA 

Quality Components 
9934 E. 21st Street, S. 
Tulsa, OK 94128 
918 664-8812 

Radio, Inc. 

1000 S. Main Street 
Tulsa, OK 74119 
918 587-9123 
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OREGON 

Bell Industries 
6024 S.W. Jean Road 
Lake Oswego, OR 97034 
503 241-4115 
TWX: 910-455-8177 

Marshall Electronics 
8230 S.W. Nimbus Avenue 
Beaverton, OR 97005 
503 644-5050 

Radar Electric Co., Inc. 
704 S.E. Washington 
Portland, OR 97214 
503 232-3404 
TWX: 910-464-2386 

Western Microtechnology 
13770 S.W. 24th Street 
Beaverton, OR 97005 
503 641-9312 

PENNSYLVANIA 

Advacom 
5620 West Road 
McKean, PA 16426 
814 476-7774 

Almo Electronics 
9815 G. Roosevelt Blvd. 
Philadelphia, PA 19114 
215 698-4000 

Pioneer 

261 Gilbralter Road 
Horsham, PA 19044 
215 674-4000 
TWX: 510-665-6778 

RHODE ISLAND 

(See Massachusetts) 

SOUTH CAROLINA 

Hammond Electronics 
1035 Lowndes Hill Road 
Greenville, SC 29607 
803 233-4121 

SOUTH DAKOTA 

(Call EXAR Direct) 

TENNESSEE 

(See Alabama) 

TEXAS 

ERA 

1 147-B Larry Mahan 
El Paso, TX 79925 
915 592-4126 


International Electronics 
10937 Pellicano Drive 
El Paso, TX 79935 
915 598-3406 

Marshall Electronics 
8705 Shoal Creek Blvd. 
Suite 202 
Austin, TX 78758 
512 458-5654 

Marshall Electronics 
14205 Proton Road 
Dallas, TX 75234 
214 233-5200 

Marshall Electronics 
3698 Westchase Drive 
Houston, TX 77042 
713 789-6600 

Quality Components 
4257 Kellway Circle 
Addison, TX 75001 
214 387-4949 
TWX: 910-860-5459 

Quality Components 
2427 Rutland 
Austin, TX 78758 
512 835-0220 

Quality Components 
1005 Industrial Blvd. 
Sugarland, TX 77478 
713 491-2255 
TWX: 910-880-4893 

UTAH 

Bell Industries 
3639 W. 2150 So. 

Salt Lake City, UT 84120 
801 972-6969 
TWX: 910-925-5686 

Diplomat 

3007 S.W. Temple 
Salt Lake City, UT 841 15 
801 486-4134 

VERMONT 

(See Massachusetts) 

VIRGINIA 

(See Maryland) 

WASHINGTON 

Bell Industries 
1900 132nd Avenue. N.E. 
Bellevue, WA 98005 
206 747-1515 


IEC/JACO 

1750 124th Avenue, Ste. J 
Bellevue, WA 98005 
206 455-2727 

Marshall Electronics 
14102 N.E. 21st Street 
Bellevue, WA 98007 
206 747-9100 

Radar Electronic Co., Inc. 

168 Western Avenue, W. 

Seattle, WA 98119 
206 282-2511 
TWX: 910-444-2052 

Western Microtechnology 
14778 N.E. 95th Avenue 
Redmond, WA 98052 
206 881-6737 

WISCONSIN 

Bell Industries 

W 227 N 913 W. Mound Ave. 
Waukesha, Wl 53186 
414 547-8879 

RM Electronics 
2626 S. 162nd Street 
Berlin, Wl 53151 
414 784-4420 

Taylor Electric Co. 

1000 W. Donges Bay Road 
Mequon, Wl 53092 
414 241-4321 
TWX: 910-262-3414 

WYOMING 

(See Colorado) 

CANADA 

Cam Guard Supply Ltd. 

1777 Ellice Avenue 
Winnipeg, Manitobo R3H 0W5 
504 786-8401 

Cam Guard Supply Ltd. 

2055 Boundary Road 

Vancouver, British Columbia V5M 3L2 

604 291-1441 

Cam Guard Supply Ltd. 

162-36 116th Avenue 
Edmonton, Alberta T5M 3V4 
403 453-6693 

Cam Guard Supply Ltd. 

1501 Ontario Avenue 
Sashatoon, Saskatchawan S7K 1S7 
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Cam Guard Supply Ltd. 

500 Norfinch Drive 
Downsview, Ontario M34 1V4 
416 736-1744 

Future Electronics 
237 Humus Blvd. 

Pt. Claire, Montreal, 

Quebec H9R 5C7 
514 694-7710 


Intek Electronics Ltd. 

10-8385 St. George Street 
Vancouver, British Columbia V5X 4P3 
604 324-6831 
TWX: 610-922-5032 

Intek Electronics Ltd./Alberta 
4616 99th Street 
Edmonton, Alberta T6E 5H5 
403 437-2755 

R.A.E Industrial Electronics 
3455 Gardner Court 
Burnaby, British Columbia V5G 4J7 
604 291-8866 
TWX: 610-929-3065 
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INTERNATIONAL SALES OFFICES AND REPRESENTATIVES 


ARGENTINA 

Rayo Electronics SRL 

Belgrando 990, Pisos 6Y2 

Buenos Aires 

Phone: 37 98 90 

Telex: (390) 122153 (RAYOX AR) 

AUSTRALIA 

Total Electronics 

9 Harker Street 

P.M.B. No. 250 

Burwood, 3125 Australia 

Phone: 288 4044 

Telex: (790) 31261 (TOTELEC AA) 

BELGIUM 

(See Germany) 

BRAZIL 

Intectra Do Brazil 
AV Paulista 807-S/415 
Sao Paulo, Brazil 
Phone: 285-6305 
Telex: 01139872 (BRCO BR) 

ROHM Do Brazil Industria 
Electronica Ltda. 

Al. Reo Negro, 1356 - Alphaville 
Cep 06400 - Barueri, Sp. 

Phone: (011) 421-4577 
Telex: (391) 1135275 (UIEL BR) 

DENMARK 

Mer-el A/S 
Ved Klaedebo 18 
DK-2970 Horsholm 
Phone: 571000 

Telex: (855) 37360 (MEREL DK) 

FINLAND 

Yleiselektroniikka/oy 
Luomannotko 6 
02200 Espoo 20 
Phone: 90-452-1255 
Telex: 123212 (YLEOYF) 

FRANCE 

Tekelec/Airtronic 

Rue Carle Vernet No. 2 

Cite des Bruyeres 

F-92310 Sevres 

Phone: (1) 534 75 35 

Telex: (842) 204552 (TKLEC A) 

GERMANY (WEST) 

ROHM Electronics GmbH 
D-4051 Korschenbroich 
Muehlenstrasse 70 
Phone: (02161) 61010 
Telex: (841) 852330 (ROHM D) 
FAX: 02161-642102 


GREECE 

General Electronics Ltd. 

209 Thivon Street 

Nikea, Piraeus 7 

VGNUJVUY 

Phone: 49-13595 

Telex: (863) 212949 (GELT GR) 

HONG KONG 

ROHM Electronics (H.K.) Co., Ltd. 

Flat 13, 3/F Newport Centre 

116, Mataukok Road, Tokwawan 

Kowloon 

Phone: 3-343481 

Telex: (780) 37503 (REHCL HX) 

INDIA 

Zenith Electronics 
106, Mittal Chambers 
Nariman Point, Bombay 400021 
Phone: 2024464 
2027887 

Telex: (953) 113152 (ZNTH IN) 
Fegu 

2584 Wyandotte Street 
Mountain View, CA 94043 (USA) 
Phone: (415) 961-2380 
Telex: 345-599 FEGU ELEC PLA 

ISRAEL 

MLRN Electronics 
15 Kineret St. Bney-Brak 
P.O. Box 10205 Tel-Aviv 
Israel 61101 
Phone: 03 796 927 or 
03 807 174-5 
Telex: 342107 RNIS 

ITALY 

Eledra 33 S.P.A. 

Viale Elvezia, 18 

20154 Milano 

Phone: 34.93.041 

Telex: (843) 332332 (ELEDRA I) 

JAPAN 

Tokyo Electron Ltd. 

Panetron Division 

38 FL Shinjuku Nomura Blvd. 

1-26-2, Nishi-Shinjuku 

Shinjuku-ku, Tokyo 160 

Phone: 03-343-4411 

Telex: (781) 2322240 (LABTEL J) 

KOREA 

Spirox Holding, Inc. 

3537 Ryder Street 
Santa Clara, CA 95051 (USA) 
Phone: (408) 739-3334 
Telex: 346369 (SUVL) 


LATIN AMERICA 

Intectra 

2629 Terminal Blvd. 

Mtn. View, CA 94043 (USA) 

Phone: (415) 967-8818 

Telex: 3445 545 (INTECTRA MNTV) 

LIECHTENSTEIN 

(See Switzerland) 

LUXEMBOURG 

(See Germany) 

NETHERLANDS 

Nijerk Elektronika B.V. 

Drentestraat 7 1083 HK 
Amsterdam, Holland 
Phone: 020 462221 
Telex: 116 25 NESCO NL 

NEW ZEALAND 

Professional Electronics Ltd. 

P.O. Box 31143 
22A Milford Road 
Milford, Auckland 9 
Phone: 46 94 50 
Telex: (791) 21084 (PROTON) 

NORWAY 

Hefro Teknisk A/S 
P.O. Box 6596 

Rodezokken 80, Trondheimsuir 
Oslo 5 

Phone: 38 02 86 

Telex: (856) 76205 (HEFRO N) 

SINGAPORE 

ROHM Electronics Co. Pte., Ltd. 

Unit A, 3rd Floor 

No. 12 Arumug AM Road No. 04.01 

Singapore 1440 

Phone: 745 9342 

Telex: (786) 26648 (ROHMS) 

SOUTH AFRICA 

South Continental Devices (Pty.) Ltd. 

Suite 516, 5th Floor, Randover House 

Cor Hendrik Verwoerd, Dover Road 

Randburg, Transvaal 

Phone: 48 05 15 

Telex: (960) 4-24849 (SA) 

SPAIN 

Unitronics, S.A. 

Princesa, 1 
Madrid 8 

Phone: 242 52-04 

Telex: (831) 46786 (UTRON E) 
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SWEDEN 

Lagercrantz Electronix AB 
Kanalvagen 5 
S-194 01 Upplands Vasby 
Phone: (0760) 86 120 
Telex: (854) 11275 (LAGER S) 

SWITZERLAND 

Stolz AG 
Taefernstr .15 
CH-5405 

Baden-Daettwill, Switzerland 
Phone: (05)6480151 
Telex: 54070 (STLZ CH) 

TAIWAN 

Sea Union 

P.O. Box 45-95 TAI PEI 
Room 303, Hua-Nan Blvd. 

No. 162, Chang An East Rd., 

2nd Section 

Taipei, Taiwan, Rep. of China 
Phone: 751-2063 or 751-6856 
Telex: 24209 (SEAUNION TAIPEI) 

TURKEY 

Testas 

Karanfil Sakak No. 41 
Bankanliklar, Ankara 

UNITED KINGDOM 

Thame Components 
Thame Park Road 
Thame, Oxon OX9 3RS 
Phone: (084 421) 3146 
Telex: (851) 837917 (MEMEC G) 

ALL OTHER COUNTRIES 

(Call EXAR Direct) 



Technical Literature 


APPLICATION DATA BOOK: 

This practical applications guide contains a complete 
and up-to-date set of application notes prepared by 
Exar’s technical staff. These application notes cover a 
wide range of subjects, such as FSK MODEMS, active 
filters, telecommunication circuits, electronic music 
synthesis and many more. In each case, specific de- 
sign examples are given to demonstrate the applica- 
tions discussed. 

FUNCTION GENERATOR DATA BOOK: 

This comprehensive data book contains a number of 
technical articles and application notes on monolithic 
voltage-controlled oscillators (VCO), and function gen- 
erator 1C products. In addition, the data sheets and 
technical specifications for Exar’s monolithic VCO’s 
and function generators are included. 

MODEM DESIGN HANDBOOK: 

This publication includes all Exar Data Sheets and Ap- 
plication Notes relating to Modem products as well as 
section on modem fundamentals. Subjects covered in 
this fundamentals section include: Modulation and De- 
modulation techniques for both FSK and PSK systems, 
filter considerations, line interface, and test modes. The 
scope of this manual allows even the beginning modem 
designer to implement Exar’s available integrated cir- 
cuits into complete working modems. 

OPERATIONAL AMPLIFIER DATA BOOK: 

A collection of technical articles on the fundamentals of 
monolithic 1C op amps is contained in this technical 
publication. Some of the basic op amp circuits are 
given, and the application of 1C op amps in active filter 
design is discussed. A complete set of electrical speci- 
fications on Exar’s bipolar and bipolar JFET op amp 
products is included. 


PHASE-LOCKED LOOP DATA BOOK: 

The fundamentals of design and application of mono- 
lithic phase-locked loop (PLL) circuits are included in 
this data book. A long list of PLL applications are illus- 
trated covering FM demodulation, frequency synthesis, 
FSK, and tone detection. Particular emphasis is given 
to the application of PLL circuits in data interface and 
communication systems such as FSK MODEMS. This 
book also contains the data sheets and electrical speci- 
fications for all of Exar’s PLL products. 

PRODUCT GUIDE: 

A complete short-form catalogue of all of Exar’s stan- 
dard and custom products, quality assurance programs 
and technical capabilities. Key features and applica- 
tions of each of Exar’s products are given, along with 
their functional block diagrams, package types and op- 
erating temperature ranges. Products are grouped ac- 
cording to their applications, and a complete industry- 
wide cross reference chart is provided. 


SWITCHING REGULATOR DATA BOOK: 

Exar’s entire line of switching regulator 1C products are 
specified in this technical data book. In addition, sev- 
eral design and application articles are included, along 
with a review of the fundamentals of pulse-width modu- 
lated regulator circuits. 

TIMER DATA BOOK: 

Provided in this publication is a collection of technical 
articles and application information on monolithic timer 
1C products. Also included are the data sheets and de- 
tailed electrical specifications for all of Exar’s timer cir- 
cuits, including the programmable timer/counter, micro- 
power, and long-delay timers. 


TECHNICAL LITERATURE REQUEST: 

To obtain the technical literature of interest to you, contact the Exar Sales representative nearest you, or write Exar Corporation, P.0. Box 
3575, Sunnyvale, CA 94088-3575, on your company letterhead. 

Data Books can also be ordered directly from Exar, at a nominal charge, by completing and sending this request card to Exar with an 
appropriate check or money order (include $2.00 for postage and handling). Please make checks payable to Exar Corporation. 

PLEASE SEND: 


□ Complete Set of Data Books: $15.95 

□ Exar Applications Data Book: $3.95 

□ Exar Function Generator Data Book: $3.95 

□ Exar Modem Design Handbook: $4.95 

□ Exar Operational Amplifier Data Book: $3.95 


□ Exar Phase-Locked Loop Data Book: $3.95 

□ Exar Product Guide — No Charge 

□ Exar Semi-Custom Product Guide — No Charge 

□ Exar Switching Regulator Data Book: $3.95 

□ Exar Timer Data Book: $3.95 


NAME. 


_ TITLE _ 


COMPANY/AGENCY _ 


ADDRESS _ 


CITY/STATE/ZIP 

PHONE ( ) MY COMPANY MANUFACTURES 
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